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Permanent— 
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2000 Bb!. Maloneys—Signal Hill, Calif. 


Patented OFF SET SEAMS and JOINTS properly rein- 
forced eliminate leakage. 


Tight DECKS prevent air circulation and PRESSURE 
VACUUM VALVES handle surplus gases and vacuum. The 
use of KEYSTONE COPPER STEEL in the manufacture of 
MALONEY TANKS makes our tanks rust-resisting and a 
QUALITY PRODUCT. 


MALONEY TANKS are made in all sizes from 60 bbls. to 
3,000 bbls. In order to facilitate foreign shipments, our 
A fay Sa Seti vied bit EXPORT DEPARTMENT will give prompt and dependable 
} service. Descriptive catalog “C” mailed upon request. 
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YOUR COSTS CAN BE REDUCED WITH 
WHITLOCK DRILLING GSBLE 


THE reason why Whitlock Cables are effecting great savings for 
drillers throughout American fields are easily understood: 


Whitlock Cables contain 100% high-grade selected Manila hemp. 
They are built to give you maximum elasticity without sacrificing 


st: or endurance—a result that can only be obtained by skilled 
rope-makers who thoroughly understand the work your cables 
mist do. 


You can buy Whitlock Cables and bull ropes at all Frick-Reid 
or Frick & Lindsay stores. 


<2 PT Ore Fk 


WAHITLOCK CORDAGE COMPANY 
46 South Street, New York 


eminent 






Factory and Z AY \\T > Branches: - 


The Utmost ~ 
Warehouses: in RopeValue j Boston, Chicago, 


Jersey City, N. J. MI f 
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Eastern Distributors: Frick & Lindsay Co., Pittsburgh, Pa. and branches. 
Western Distributors: Frick-Reid Supply Co., Tulsa, Okla. and branches. 
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The Ol and Gas Journal, issued weekly by The Petroleum Publishing Company, 114-116 West Second Street, Tulsa, Okla. Subscription price $6.00 a year; 16 cents a copy 
Entered as second-class mail matter December 15, 1911, at the postoffice at Tulsa, Okla., under the Act of March 3, 1879. 
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Sorry, But We Don’t Know 
How Long Calorized Tubes Last! 


When some Calorized tubes begin to give 
out in pressure stills we shall announce it 
just as we have been talking about their 
proved long life. 


To date, however, our records show that 
although ordinary steel tubes certainly do 
give out in pressure stills—a fact we all 
know—seamless Calorized tubes last. 


A big refinery telegraphed us in Decem- 
ber that their original black iron tubes lasted 
from 30 to 60 days, but that seamless Cal- 
orized tubes installed last August are still 
on the job and none of them have given out 
to date. 








Longer tube life isn’t only a matter of 
tube economy; it means increased produc- 
tion and freedom from shutdowns. 


Yes, of course Calorized Tubes cost more 
than ordinary tubes to install but their 
longer life and other advantages even up 
their higher price in a short time, and the 
rest is “velvet.” 


Big refineries don’t install Calorized 
Tubes on our say-so. They have a happy 
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habit of making comparative tests bet 
Calorized tubes and crdinary stee! tubes 
and the result is our best salesman. 


You know of course, that the direct cause 
of hot patches and blow-ocuts is carburiza- 
tion. Not only is coke deposited in great 
quantities in the ordinary tubes of a high- 
pressure still, but steel has such an affinity 


for carbon at high tem; ture that the car- 
bon actually penetrates ¢! irface of the 
tube and becomes a cheit:!ca! part of its com- 


position, making the tubes so brittle that in 
some cases they have been easily broken by 
a light hammer blow. 


Calorized tubes are steel and iron tubes 
that have been subjected to the Calorizing 
process. In this process, patented by the 
General Electric Co., aluminum is driven 
into the metal so as to form aluminum alloy 
surfaces. These surfaces have the combined 
qualities of withstanding high heat, reduc- 
ing the effects of carbon, and resisting cor- 
rosive action of sulphur, salt, etc. 


If you want the facts just say you’re in- 
terested. 
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TRANSIT PUMPS 

















TEXAS TYPE 


NATIONAL TRANSIT 


Pump & Machine Company 
Oil City, Pa. 


DISTRICT OFFICES: 
New_York Philadelphia Pittsburgh Cleveland Kansas City Houston 


Denver 
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Profit by Holding Up Your Gravity 


Evaporation Losses Saved by Use of Butler Regulator. 


The Butler Pressure and Vacuum Regulator was designed 
after extensive experiments to develop the best possible type 
of Regulator, to maintain the gravity of the crude, and at the 
same time be simple and safe in operation. 


When a pressure of 2 ounces is generated in the tank, the gas 
escapes through the oil seal. .When pressure is excessive, the 
inside ball is lifted sufficiently to allow excess gas to escape. 
The heighth the ball is lifted depends on the amount of pres- 
sure. As inside opening is 8 inches, the Regulator has suffici- 
ent capacity to be used without danger where wells are flow- 
ing large quantities of gas, as well as oil. 


In field storage tanks, oil vaporizes so slowly that but little 
volume of gas is generated, and pressure is so light that inside 
bell of Regulator is not lifted and acts as a baffle. This re- 
quires gas or vapor to pass through oil seal, which tends to 
condense some of the moist gas or vapor that otherwise would 


escape. 





Butler Manifold 


machined to insure tightness. 





REMOVE CAP FOR RRAININE 
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All Butler Bolted Tanks 


Carry the Butler Regulator as regular equipment. Butler 
Bolted Tanks are airtight when properly erected and will 
withstand any nominal gas pressure. When equipped 
with our vapor-proof deck and regulator, they will ac- 
complish all that is desired. Undoubtedly tanks with 
decks that are not airtight sustain a huge loss. You can 
guard against this by the use of Butler Regulators and 
Butler Thief Hole Hatches. 


Butler Thief Hole 


In some fields where production is small, 
it is often desirable to run oil from sev- 
eral wells into one tank. To simplify 
this, we have designed the Butler 6-hole 
Manifold, with a deflector on inside of each opening to 
prevent splashing out of oil when manifold is opened to 
see which wells are flowing. Manifolds are furnished with a steel pipe extending to 
’ about 2 feet from bottom of tank so as not to agitate oil in tank. 


“Look” openings are 


For tank equipment that satisfies, Butler Bolted Tanks with Butler Regulator and other attachments, will 
solve your problems. Write today for detailed information and prices. 


Butler Bolted Tanks and Regulators Are Sold and Installed by 


MAY TANK CO. BUTLER MFG. CO. 
520 Higgins Bldg., 
- Los Angeles, Calif. 


Casper, Wyo. 

and branches 
PEERLESS STEEL CO. 

Ardmore, Okla. 


and branches 


M. & V. TANK CO. 
Wichita Falls, Tex. 


and branches 


STANDARD TANK & STEEL WKS. 


Ranger, Tex. 
and branches 


BUTLER MANUFACTURING COMPANY 


MINNEAPOLIS KANSAS CITY 


LOS ANGELES 
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Tank Cars 


The “Car Foundry” plant at Milton, Pa., devoted ex- 
clusively to tank car manufacture, is now fully manned 
with skilled workers, and improvements started some 
time ago have been completed. 


The resultant largely increased output will enable us 
to resume reasonably prompt deliveries. However, 
we again urge customers to place their orders early, 
in view of the probable continuation of the tank 
car shortage. 


Always get a “Car Foundry” quotation 


American Car and Foundry Company 


New York Chicago St. Louis 
165 Broadway Railway Exchange Building 915 Olive Street 
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80 B.H.P. AS A SINGLE OR 160 B.H.P. AS A TWIN-COOPER 
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GAS ENGINE DRIVEN COMPRESSOR 





A Cooper Cylinder Has Never Been Rebored — 


on the 80 and 160 H.P. Gas Engine 


True enough it would not be necessary to rebore a Cooper 
power cylinder, even should it show wear, for the removable 
cylinder liner can be replaced very quickly and cheaply in the 
field. This allows the piston and piston rings to be kept stand- 
ard size for all engines. But still the fact remains that there 
has never been a cylinder liner replaced although the first Cooper 
engines of this type were put in operation over four years ago. 


There are very logical reasons for this. First, they are not 


_ overrated, even though in numerous plants they are driving con- 







N, OHI 
Oliver Bldg., Pittsburgh 50 Church St., New York 504 Kennedy Bldg., Tulsa 
626 Great Southern Life Bldg., Dallas, Texas 


Since 1833 Engineers and Builders 





tinuously larger diameter compressor cylinders than other. simi* 
larly rated two cycle engines under identical pressure conditions. 
Second, due to their water jacketing and carefully designed 
cooling arrangement, they run cool. This insures better lubri- 
cation and longer life. 
The superior operation and long life of these units means a 


lower operating expense which is deciding many purchases in’ 


their favor even where four cycle fuel economy is still of little 
consequence. 


‘ Cooper Gas Engines and Compressors are built in standard sizes 
from 80 to 1300 B. H.{P. for every power purpose 
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Dorion Pessure Vent 


offers complete tank protection, 
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The complete “Oil Equipment Headquarters” line includes 
something over fifty separate brass items alone. Each repre- 


‘ 

sents a distinct improvement in design and affords unusually F th 

satisfactory service in the field. Ver ing 
Take the Morrison Pressure Vent for field tanks. This P ° ° 

vent is so constructed that a pressure of from two to eight O ] gE 

ounces can be maintained to prevent ordinary evaporation. in l quipmen 


At the same time, there is sufficient opening to prevent an 
explosion in case a nearby fire heats the contents. 


BRASS PRODUCTS— Hose Nozzles TRUCK TANKS— 
A vacuum disc permits the rapid withdrawai of the con- Self-Closing Truck Tank —§ Frost-Proof Drain Valves Welded 
tents without creating a vacuum, which otherwise might rng Desay Vee fer ai 
& 4 ‘ g Faucet Extensions Truck Tank TANKS— 
cause a collapse of the tank. Self-Lubricating Faucets Foot Valve Bulk Storage Tanks 
Self-Closing Barrel Angle Foot Valve _ — ound = oks 
Bear in mind, this is but one item in the COMPLETE line Faucets Automatic Fillers Filling Tanks ; 
of Morrison Bros. Since 1855 the name Morrison Bros. has } ann rao nny Automatic Vents Water Storage Tanks 
stood for the best in design and workmanship. Today, Mor- Ss fo oe oe alle nl 
rison goods are the choice of the majority of oil equipment Self-Closing Slow-Closing Thief Cap and Vents Steel Piers i 
buyers. ee Fill Cap ROTARY OIL PUMPS— — 
Self-Closing Line Valves Ball and Socket Joint for Single and 
: Self-Closing Angle Valves Filling Station Hose Double Units 
Our new 128-page catalog gladly mailed upon request. By-Pass Valves Double and Single Swing 
Joints MISCELLANEOUS— 
Angle By-Pass Valves Union Wrench Coupling Grease pee 
Straight Check Valves Tank Car Unloading Con- Agitat 
MORRISON BROS., Dubuque, Iowa. Curb Pump Angle Valves nection Unloa din ud Racks 






Morrison Bros. 


“OIL EQUIPMENT HEADQUARTERS” 
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Ask Your Own Neighbors 
in the Oil Country 


who have used Harrisburg Forged Seamless Steel Couplings, Bull 
Plugs, Swedged Nipples or Pump Liners, in competition with welded 
S| oat: products to tell you what they’ve learned in actual practice 


ice. Then 
you'll realize how easily you may avoid the trouble, expense and de- 
lay which you’ve always considered “a part of the day’s work.” 


The greater the stress of service, the greater reliance you can place 
on Harrisburg’s “double-strength” endurance 


. The longer you use 
Harrisburg Oil Field Products the more you will value the uniform 
dependability of Harrisburg clean, firm holding threads 

Harrisburg never disappoints—your dealer or supply house will tell 
you that—and your own experience will prove it 


Manufactured by 
HARRISBURG PIPE AND PIPE BENDING CO 
Harrisburg, Pa. 


Stocked and Sold by Leading Supply Houses 
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FORGED SEAMLESS STEEL OIL FIELD PRODUCTS 
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Experiences of This Kind 


Demonstrate! [the Economy 
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Plants: Texarkana, Texas 


International Creosoting & Construction Co. 


General Office— Galveston, Texas 


Beaumont, Texas 
















of INTERNATIONAL 


Creosoted Pine Poles 




















S TUDY the illustration at the left. It exem 


plifies with compelling force the superior- 





ity of Creosoted Pine Poles over poles of othe: 





species. 





The pole with the concreted butt is one of an 





entire line in which all of the butts had to be 
concreted after seven years and the entire line 





was removed after eleven years. 





Right next to this line and under exactly the 





same climatic and soil conditions stands a line 
of International Creosoted Pine Poles. The rec- 
poles is TWENTY-TWO 
AND NO REPLACE- 





these 
SERVICE 


ord behind 
YEARS OF 
MENTS. 

This record is not exceptional but representa- 
tive of all International Products. 

International Creosoted Yellow Pine 
Poles are produced from selected pine 
timber, followed carefully from the 
woods to the treating plant, inspected 
thoroughly and treated full length with 
pure creosote oil. 








Re. A te 


Galveston, Texas 
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The Dividing Line 
Between Profit and Loss 


One crew strikes oil while the other “fishes.” 
One well is far from completionwhile another, 
started at the same time, yields thousands of 
barrelsa day. Perhaps the first well will pro- 
duce as much when oil is finally reached, but 
think how the profits will shrink when wasted 
material and wages paid for unproductive 


work must be accounted for! 
Consider how often a string of drill 


Then let a “Reading” user tell you how he has 


reduced the hazards of drilling to a minimum 


by buying pipe on a basis of cost per well in- 
stead of cost per length. Ask him about the 
siliceous slag content that gives Reading Gen- 
uine Wrought Iron Pipe greater resistance to 
crystallization—and a life two to three times 
that of steel. Let him show you how greater 


ease in cutting and threading saves wages’ 


time and tools. 
J 





pipe has meant (and means today) 
—the difference between drilling 
success and drilling failure—the 
one line between profit and 
oss. 





Notice the name “Reading” on 
every length—and look for that 
name on the next lot of drill pipe, 
drive pipe, line pipe or casing you 
buy. 


READING IRON COMPANY 
READING, PA. 


World’s Largest Manufacturers of Genuine Wr 





ght Iron Pipe 


Oil Well Supply Company, Distributors 
Stores in All Important Oil Fields 





R 


EADING 


GUARANTEED GENUINE 


WROUGHT IRON PIPE 
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Dependible 








A definite knowledge of your requirements, steel 
! made to our special analysis; skilled, accurate work- 
manship—all combine to produce the finest and most 
dependable Sucker Rod ever made. 


Don’t guess, or take a chance, depend on the Jones 
reputation for quality’ which for 30 years has been 
the buying guide of oil men. The one definite Sucker 
Rod you can bank on is the Jones—buy it and you 
get the best. 


REPRESENTATIVES EVERYWHERE THERE’S OIL 




















Established 


1893 Send for 


this book 





ACME STEEL 


_ SUCKER RODS 


The S.M.Jones Co. ~ JoledoOhio 
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True “Western” Service Now To The 
Mid-Continent Fields 























**Western’’ Oil Field 
Engine and Reverse 
Gear. 25-40 H. P. 
Single Cylinder. 





} The experience of “Western” service in the Mid-Continent area is identical 
] with that in all fields where “Western” engines are used. 


The establishment of “Western” offices in Tulsa places this service at the 
convenience of every Mid-Continent operator. 


The efficient, economical and dependable performance of Western Engines, 
especially in comparison with other power equipment, is being recognized 
by great numbers of operators every month, showing a trend of opinion by 
men who know power, which merits at least a discussion of your power 
problems, with “Western” experts. 


Utilize their collective specialized en- 


i ” gineering knowledge to solve your 
baa “ead poag power problem. Made in 2 and 4 
as Engine o Cylinder Units 


320 H. P. gat 
This service is their duty to 
Mid - Continent Operators 


WESTERN MACHINERY COMPANY 
General Offices and Factory, 905 N. Main St., Los Angeles, Calif., U. S. A. 
Tulsa Office, 805 Mayo Bldg., Telephone Cedar 2551 
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Standard Special Rotary Muskogee Special Hard Laid Sand Line Tuaving, Casing, Beam, 
6x19 6x31 6x19 6x7 6x7 ite., 6x19 








DESIGNS spark ahi 
MATERIALS oie aren 
IDENTIFICATION 












A LINE FOR EVERY NEED | 


June 21, 
















of material and make by our patented tape-marker 


SERVICE aitty advantageously o 
cated distributors. 


In Short, the Most Complete Wire Rope 
Service to the Oil Industry Ever Developed 


WILLIAMSPORT 
WIRE ROPE DISTRIBUTING 
COMPANY 


3 Kennedy Building, Tulsa ; 
Houston Graham Shreveport Shidler Arkansas City Smackover Blackwell El Dorado, Kans. Casper 











OIL COUNTRY DISTRIBUTORS 


Lo 
















Midland Supply Cé., Pawhaska and Hominy, Okla. 


Atlas Supply Co., Muskogee, Okla., and all branch 
stores. 


Sabine Supply Co., Orange, Tex. 


. Bovaird & Seyfang, Pittsburgh and Bradford, Pa. 
American Tool & Suppiy Co., Bristow, Okla. 


Cushing Machine & Tool Co., Cushing, Okla. 


Petroleum Supply Co., Houston and Mexia, Tex., 4 , 
El Dorado, Ark. 


Federal Supply Co., Electra and Mexia, Tex. 


Branchland Supply Co., Huntington, W. Va., and 
Painteville, Ky. 


Dunham & Lawler, Los Angeles, Calif. 


Montana Lumber & Hdw. Co., Lewistown and 
Winnett, Mont. 
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A Rotary Pump for Process Stills 











OOTS HOT OIL PUMPS are built on the ROOTS 


Rotary Pump principle 
and designed for circulating hot oils through stills at full still tempera- 
tures and pressures. 


ROOTS Hot Oil Pumps are now being used to handle oil in process at tempera- 
tures of 750 degrees and pressures of 125 pounds. 


They are built in three sizes—the one illustrated with a capacity of 4,500 gal- 
lons per minute, a medium size with a capacity of 500 gallons per minute, suit- 
able for small stills, and a small unit with a capacity of 60 gallons per minute, 
suitable for laboratories and experimental use. 


ROOTS Hot Oil Pumps should not be confused with ordinary pressure pumps. 
They are specially designed to withstand high temperatures and pressures. 


Blue Prints and Descripuve Data 
Will Be Sent on Request 


ame The PHBE M.ROOTS-CO 
ROOTS ROT j J ROOTS POSITIVE DISPLACE- 


ROTARY OIL, PUMPS 








A bett pump than you have been 
us r transferring oils. 
Bulietin 113 


ROOTS BLOWERS AND 
GAS PUMPS 
For gitation of oils. 








MENT GAS METER 
Surprising accuracy at low cost. 
Bulletin 111 
ROOTS GAS PUMPS 
For Natural gas pumping. Bulletins 


128° S\) o Office 





CONNERSVILLE, | — 














for and 108 chigan Ave. Room 808 120 Liberty St. 
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Fulton-Diesel, at 
Gomez Mena 











A Fulton-Diesel Fuel Saving 
of over $20,000 in 4 Months 


A saving of over $5,000.00 per month in fuel alone is 
the record established by the Fulton-Diesel installed 
in Cuba last year at the sugar factory Gomez Mena, 
owned by the Warner Sugar Refining Co., of New 
York City. 


From September 10, 1922, when the engine was put 
in operation, until December 31, 1922, the fuel ex- 
pense was only $6,720.00. With steam equipment the 
total fuel cost for the same period, based on former 
records, would have been over $27,000.00. Thus in 
less than four months, the Fulton-Diesel saved over 


$20,000.00 in fuel alone. 


Savings in Every Item of Power Cost 


This is only one of the many industries, differing 
widely in character, where Fulton-Diesels have 
effected savings in all items of power plant expense. 
The over-all thermal efficiency of the Fulton-Diesel 
is over three times that of the average steam plant, 
and this remarkable economy is sustained through- 
out the life of the engine. Quick starting and stop- 
ping eliminate all stand-by losses. Fuel is consumed 
only when needed, and in proportion to the load. 
After the engine is started its operation is virtually 
automatic, and only one attendant is required. 


FULTON IRON WORKS COMPANY, ST. LOUIS, U. S. A. 
Successful engine builders for over seventy years 


BRANCH OFFICES: 


New York—82 Wall St. New Orleans, La.—Hibernia Bank Bldg. 


Dallas, Texas—Praetorian Bldg. 


Havana, Cuba—401-402-403 Banco Nacional 
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Foreign Buyer Makes 
Thorough Investigation 
Then Buys Swans 


One of the largest development companies operating 
in the foreign field wanted to buy large underreamers for 
work in South America. Thousands of miles from the 
source of supply, it is imperative that every tool have real 
merit and particularly an underreamer. 


Every tool in an 9%! field off the beat: 
extreme sa . continuously over a lot 
driller there he nce to fall bac] 
help found ld 


So it wis uatural tor this foreign buyer, because of 
previous experience, to proceed cautiously when he found 
he needed some underreamers of the larger size. 


And it was an eloquent compliment to the Swan for 
him to choose it after a most thorough investigation of 
all underreamers made. 


He found that the 15% inch Swans were making good 
and proving their supremacy in a very definite way in a 
multitude of difficult jobs—performing the work well 
and speedily after others had failed—completing almost 
unbelievable jobs with no trouble and no repairing. 


He found the Swan justly entitled to the slogan “The 
tool that never fails.” 


That was the kind he wanted’ so when his supply 
house got his order it specified definitely that the under- 
reamers for him must be the Swan. 


BRIDGEPORT 


MACHINE Cy COMPANY 
Lait 


General offices and works, Wichita, Kansas 


Send for this illus- 
trated booklet fully 
describing the Swan. 
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WHY THE OIL INDUSTRY VALUES THE OIL AND GAS JOURNAL 


By W. T. ANDERSON 


T IS WELL worth while to sit down and analyze the mass of information to be 
found in this 140-page issue of The Oil and Gas Journal. 

First, there are from 16 to 18 pages of complete and comprehensive reports 
from every oil field in the United States, preceded by a full page summary review- 
ing at a glance operations throughout the country as a whole. These reports, as 
all the oil world knows, furnish the latest reliable information about all wells, drill- 
ing, producing or dry, a complete record, the correctness of which has won the con- 
fidence of the industry. This information, obtainable in its completeness and ac- 
curacy, only in The Oil and Gas Journal, requires the services of hundreds of men to 
file reports, put them together, field by field, and place them before our readers. In 
addition, The Oil and Gas Journal publishes exclusive monthly details of operations 
in all western fields, running as high as 12 pages and more. 

Besides these carefully compiled reports, monthly statistical tables are pub- 
lished covering the entire productive operations. The figures of The Oil and Gas 
Journal are accepted by government officials and the large companies as records, 
because of knowledge of the painstaking character of their compilation and their 
record for dependability. 

The refining and marketing division of the oil business is covered with equal 
care. More than 10 pages are devoted in each issue to the latest news of refining 
and marketing in every center, reported by staff correspondents, men trained in 
and familiar with the business. Three pages of price quotations from staff corre- 
spondents in every section offer marketing information that is prompt and ac- 
curate. 

A new monthly feature has been added, in two graphs; one covering the oil 
business for two years and showing gasoline, kerosene and fuel oil consumption, 
stocks and prices, Mid-Continent crude prices, fuel oil prices in Group 3, Chicago 
tank-wagon prices, Group 3 gasoline refinery prices, Chicago kerosene tank wagon 
quotations and kerosene refinery prices in Group 3. The other shows total stocks 
of crude, refinery stocks, production and imports, consumption and runs to stills. 
These graphs will be the most complete and valuable ever presented and will appear 
each month in The Oil and Gas Journal. 

The feature articles and special stories appearing each week in The Oil and 
Gas Journal deal with various phases of the oil business, either interesting or in- 
structive, or both. The Journal’s New York representative, N. O. Fanning, is recog- 
nized as an authority on oil matters. At Washington The Oil and Gas Journal staff 
correspondent, Charles E. Kern, has had long experience with the Associated Press 
and is familiar with the development of news affecting oil in the executive depart- 
ments, in Congress and the foreign embassies where the international factors in the 
oil market are learned at first hand. 

The editorial page of The Oil and Gas Journal is recognized as reflecting the 
opinion of the industry. The semi-monthly pictorial section is already a favorite 
feature. Pages devoted to natural gas news and news of equipment and supplies 
appear weekly. 

Any account of The Oil and Gas Journal’s contents would be incomplete with- 
out reference to the great advertising sections, equally as interesting as any other 
news in its presentation of the marvelous advancement in oil well machinery and 
supplies, beautifully illustrated and graphically described. 

All these features, taken together, explain why The Oil and Gas Journal has be- 
come the great trade publication it is universally recognized to be, the standard 
medium of the second greatest industry in America. 
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throughout the United States 
igain showed a increase during the 
past week while developments of the week indi- 
eated there are slight prospects of any material 
decline in the output of petroleum in the near fu- 
ture. The situation existing at the beginning of 
this week made a pro-rating of runs in the Mid- 
Continent area and possible further reductions in 
the price of crude in the various sections of the 
country seem more imminent. The major purchas- 
ing companies are confronted with a serious prob- 
em and, unless the operators act quickly in cur- 
tailing their production, the purchasing companies 
will be forced to make pro-rating effective. While 
price reductions have had no material effect in 
holding down the amount of production, the re- 
duction in price of eastern crudes on Monday made 
operators feel reductions in other fields through- 
out the country would be made, possibly before pro- 
rating was put into effect. 

Oklahoma production continued to increase de- 
spite the curtailment movement started several 
weeks ago and in the face of the fact unusually 
heavy rains, resulting in flood conditions, handi- 
capped operaters in the principal fields. California 
showed no signs of decline in its output, the daily 
average production for the past week being 5,000 
barrels greater than for the week before, although 
the week before recorded an increase of about 40.- 
000 barrels daily. In Texas, operators were giving 
close attention to the Powell Field, where the 
Humphreys Oil Company brought in a well Satur- 
day which had an initial production of 4,800 bar- 
rels of high grade oil. Other completions in that 
field indicate production will be large. In_ this 
same field, the U. S. Texas Company’s No. 1 Burke, 
which had looked like a failure, started producing 
at the rate of 2,200 barrels and later increased 
this output. The Powell Field is one of the features 
of the situation which must be considered. In the 
same category may be placed the Norphlet area, in 
southern Arkansas, where an increase of more than 
11,000 barrels daily in production was registered 
during the past week. This field is not so great a 
menace, however, as the oil is of heavy gravity. 

Oklahoma 

Despite the fact that the shut down movement in 
the Burbank and Tonkawa Fields began to show its 
effect by a fewer number of large wells completed 
and the fact the extraordinarily heavy rains, caus- 
ing floods in most sections, had acted as a most ef- 
fective curtailing agent, 3urbank’s production 
showed an increase of 5,528 barrels daily for the 
week, while that of Tonkawa held steady. The in- 
crease in the output at Burbank resulting in that 
field’s passing Tonkawa in total production, is due 
to large completions of the week previous. It shows 
conclusively the valuable nature of properties in hte 
Burbank area. The Carter Oi! Company’s No. 33 
Noble, in the Hewitt Field, Carter County, was 
reported to have started cutting oil slightly and it 
Was pinched down to 6,000 barrels daily, decreasing 
the amount of cut oil to about 2 per cent. The 
Skelly Oil Company’s No. 1 Parks was one of the 
best completions in southern Oklahoma during the 
Week, it starting at 600 barrels. The Sinclair Oil 
« Gas Company’s No. 12, in the southwest of Sec- 
Hon 20-27-6, started at 100 barrels naturally, while 
the Gypsy Oil Company’s No. 8, in the northeast of 
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By Andrew M. Rowley 


PRODUCTION IN THE UNITED STATES 


Estimated daily production of the oil fields of the 
United States for the week ended June 16 and a 
comparison with the previous week follows: 





Field June 16 June 9 
Oklahoma—Northern Fields: 
eos. Canc waks aisle and 111,891 112,011 
Ee ee 115,744 110,246 
Other Osage Fields........ 36,475 36,200 
Cushing and Shamrock....... 26,490 26,500 
Bristow and Eastern Bristow. 65,300 61,000 
Northern Miscellaneous 90,750 90,650 
Southern Fields: 
ora hI aig wid Soy 17,350 17,290 
ESS ee ae eee 33,150 36,850 
Southern Miscellaneous. ..... 38,410 30,380 
North Louisiana.............. 67,660 68,280 
Arkansas— 
PN oa ined cee aaswwd 15,505 15,495 
Smackover light............. 20,175 22,410 
Smackover heavy............ 117,170 76,480 
Other Arkansas fields........ 11,435 7,385 
North Central Texas......... ». 140,035 138,580 
East Central Texas (Mexia, Cur- 
rie and Corsieana)........ 67,620 65,375 
Nk cia aan eda heen wis 84,550 84,100 
PE cic ch wane 104,070 102,550 
I nc den K0ds aN wees 755,000 750,000 
ee he a cig ai iia daac 109,400 109,350 
Rocky Mountain.............. - 128,575 121,250 
Ne holt cs ants eat 2,148,755 2,082,382 
Total Gklahoma........... 527,560 521,127 








Section 23-27-5, 
while drilling at 3,015 feet. 
whut discouraged over the showing made near 
Blackwell by Otstot and others’ No. 1 Slocum 
which got a hole full of water at 2432-2502 feet on 
an extension of the new sand found productive in 
the Blackwell Oil & Gas Company’s and Schonwald 
& Gurley’s No. 3 Humphrey, which made 15 barrels 
an hour at a total depth of 2,341 feet. The U. S. 
Cities Corporation and Lorraine Petroleum Com- 
pany’s No. 8 Deer, in Creek County, is proving a 
consistent producer, making 6,500 barrels of clean 
oil last Sunday and having kept up a good record 
all last week. The completion of two fair wells in 
a 1,200-foot sand in Tulsa County, in the old Perry- 
man district, has attracted attention. 
North Central Texas 

The Texon Oil & Land Company’s well on Texas 
University land in Reagan County, about 125 miles 
from nearest production, continues to attract con- 
siderable interest. The well is stilf making flows 
at intervals, the output of each flow averaging 
around 60 barrels. The oil had a strong sulphur 
odor, but the sulphur water may be separated from 
the oil when the well is fully cased. Operations 
show a considerable decline in Stephens County, 
although production now is greater than one month 
ago. The largest completion in this county during 
the past week was a 150-barrel well by the Swen- 
sondale Oil Co. The North American Oil-Company’s 
No. 10 B. F. Scott, at South Bend, Young County, 
which blew in making 15,000,000 feet of gas and 
spraying oil from 3,952 feet, is expected to make 
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made 40 barrels an hour naturally 
Operators were some- 


New Oil Fields Complicate the Situation 


Powell Field in Texas and Norphlet (Ark.) Area Attract 
Attention. Pro-Rating Imminent as Production Increases 


a good producer when drilled in. The well was a 
consistent 100-barrel producer for a year from a 
2,200-foot sand and was drilled deeper. .The G. W. 
Handlin and others’ No. 1 Earp, near Okra, about 
20 miles south of Eastland, in wildcat territory, is 
reported to have struck a sand at 3,000 feet that 
corresponds to the lake sand in Eastland Field. It 
is believed the well will make a 100-barrel pro- 
ducer. In the South Electra district, The Texas 
Company’s No. 271 Waggoner, in the pool known 


as the Rio Bravo, Section 31, is flowing and swab- 
bing 465 bar lails n the Texas Panhar : 
Whittington rs’ Ne Savford 
Hutchinson hi nded th 

miles northw on June 2, wh it tone 

and oil gushe.! . } 

at the rate « an hour through a 00 
bridge in the m of the 3 


Kausas 

Kansas operators were recovering slowly from the 
effects of recent floods. Only a few good wells were 
completed. In Greenwood County, the York State 
Oil Company’s No. 2 Marshall, Section 32-22-11, 
made 100 barrels after a shot, while the Mid-Kansas 
Oil & Gas Company’s No. 11 Allen, Section 23-23-10, 
started at 150 barrels and the same company’s No. 
6 Ladd, Section 30-25-9, also made 150 barrels after 
a shot. The best wells were reported from Butler 
County, where the Empire Gas & Fuel Company’s 
No. 152 Wilson, Section 7-25-5, swabbed 480 barrels 
the first 24 hours from two sands, and No. 151 
Wilson, same section, was good for 370 barrels, nat- 
urally. Marion and Elk Counties had small wells. 

Louisiana-Arkansas 

The enormous flush production of the Norphlet 
district in southern Arkansas, half way between the 
Smackover and El Dorado Pools, resulted in an in- 
crease of 41,895 barrels daily in the production of 
the fields of northern Louisiana and southern Ar- 
kansas during the past week. Wells which would 
be regarded as large gushers in almost any other 
district are becoming of common occurrence in the 
practically new field, which promises to overshadow 
even Smackover in the height of its development. 
The oil tests only about 21 gravity, so the menace 
of such a great increase in production at this time 
is not as great as it otherwise would be if the oil 
were of a higher gravity. The Norphlet Field is 
located in the north end of Union County, and dur- 
ing the past 60 days more than 60 wells have been 
completed, many of them with an initial production 
of 10,000 barrels or more. An unusual feature of 
the Norphlet development is the fact the pool was 
proved from the edges to the center, instead of the 
ordinary way of extensions from the center. Pro 
ducing wells were completed almost simultaneously 
on the north, south, east and west sides, proving 
up an area 6 miles long and 4 miles wide, subsequent 
development having proved up the entire enclosure. 
Pipe line difficulties encountered in other pools are. 
to a great extent, obviated for operators, as the 
lines from El Dorado to Smackover pass through 
the Norphlet area. A prospective producer was de- 
veloped in Sabine Parish, Louisiana, by deep -drill- 
ing in that area. The Gladys-Belle-Belmont :Com- 
pany drilled a test 3,862 feet deep in virgin territory 
about 10 miles southwest of the Pelican district. 
They gave up the undertaking at that depth- and 
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A GOOD THOUGHT 





“Every man owes some of his time to the up- 
building of the profession to which he belongs.” — 
Roosevelt. 





PRORATING 


The necessity for curtailment of production and 
the folly of continuing to produce oil that cannot 
be taken care of iis so simple a proposition it would 
be impossible to believe anyone would refuse to heed 
it were it not for the too common failing of human 
nature so pithily expressed in the phrase, “Let 
George do it.” 

The prorating of runs in southern California and 
the shutting down on new wells in Tonkawa and 
Burbank are the more praiseworthy because, out- 
side these agreements, producers are left with “their 
conscience as their guide.” 

In the face of this piling up of crude and refined 
stocks despite a record consumption of refined prod- 
ucts this constantly growing production is creating 
an intolerable, indeed an impossible condition. Pipe 
lines cannot be expected to assume the burden of oil 
they do not want or cannot take care of. In self- 
defense they may be forced to adopt a prorating 
system in Oklahoma and elsewhere to bring reckless 
producers to a realization of the situation. 

The folly of continuing to increase production with 
a glut of oil threatening another cut is the more 
evident when it is clear there is no necessity for it 
or advantage in it. The earth is the natural and 
safe storehouse of superfluous oil. It can be left 
there without incurring the exnense of bringing it 
to the surface and without subjecting it to the losses 
by evaporation and by waste through inability to 
store or move it. Leaving it in the ground will give 
consumption a chance to overtake production and 
assure fair prices, whereas bringing in wells that 
can as easily be left unfinished must inevitably tend 
to a situation where oil will be so superabundant for 
a time that it will not bring the cost of production. 

All this, of course, is self-evident to anyone who 
gives the matter the slightest thought and would 
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govern the course of producers if the element of 
selfishness could be subordinated to the general good 
of the industry. It is necessary to re-emphasize 
these facts to convince all that a temporary advan- 
tage for a few cannot compensate the certain dis- 
advantages that must fall upon all if common sense 
is disregarded. 


ENTITLED TO EQUAL CREDIT 


A public which, through day to day development, 
has failed to realize the full measure of the expan- 
sion of the oil business to take care .of the enor- 
mous growth of the motor vehicle industry in the 
past score of years, may be more impressed by the 
startling figures published in connection with the 
double Ford birthday, that of the company 20 years 
ago last Saturday, and of Henry himself, who will 
be 60 years of age July 30. ; 

In those 20: years Ford has sold over 7,500,000 
cars, the sales for the two dec-des amounting to 
over $4,000,000,000, and the estimated profits over 
$607,000,000, or $21,678 for every dollar of the origi- 
nal $28,000 used in starting the business. The report 
for the year ending February 28 last showed the 
company with more actual cash in the treasury 
than any corporation in the country, $159,605,687. 
reported grown to $200,000,000 in Anril. The total 
assets were given as over $536,000,000, which was 
more than double the total of $203,000,000 only six 
years ago. 

Yet there are people who will marvel at and re- 
joice in that demonstration of successful efforts to 
put the nation on wheels while neglecting or actually 
refusing to accord any credit to the great industry 
which finds and furnishes the motive power for this 
wonderful development of the age. 


ECONOMIC SECESSION 


If one pauses to consider what would be the effect 
if oil producing States, coal producing States, cotton 
producing States, wheat producing States or cattle 
raising States could pass State laws prohibiting the 
sending of these products out of the States produc- 
ing them, with the purpose of forcing the rebuilding 
within those States of the great industries else- 
where using these raw materials, the wisdom of 
the decision of the United States Supreme Court in 
the West Virginia gas case is at once apparent. The 
purpose behind the West Virginia law was to build 
up carbon black plants, glass factories and other in- 
dustries in that State by prohibiting the sending of 
natural gas to Pennsylvania and Ohio until the 
prospective needs of West Virginia were satisfied. 

If such a State law were constitutionally possi- 
ble there would be no end to the complications that 
might result. The United States, instead of a na- 
tion, would degenerate into a series of economically 
isolated or independent units, and manufacture 
would be located without regard to the needs of dis- 
tribution or consumers, entailing distributive costs 
that would enormously increase the cost of living. It 
might conceivably wreck the whole economic ma- 
chinery of the country, uproot whole populations, 
and make and unmake great cities. But, of course, 
it is absurd to suppose any such economic secession 
would be tolerated. The fathers of the Republic 
foresaw just such rivalries between the original 
States and purposely placed control of interstate 
commerce with the Congress of the United States. 
The Supreme Court simply reaffirmed that wise pro- 
vision and applied it to the West Virginia law, hold- 
ing the State legislature had attempted to usurp the 
functions constitutionally vested in the National 
Government. 


A CHART TO STEER BY 




















The two graphs showing production and consump- 
tion curves for two years past, published in last 
week’s issue of The Oil and Gas Journal and to 
be a monthly feature of this publication, were uni- 
versally welcomed by the industry as supplying a 
long felt want. There have been partial showings 
of certain factors and The Oil and Gas Journal’s 
own figures and the Government reports have offered 
information on these lines but never before have 
all the elements in the business been placed so com- 
pactly and comprehensively before the public in- 
terested in oil. It is now possible, for the first time, 
to grasp at a glance the salient factors in the im- 
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mediate condition of the oil ‘business, a chart by 
which producers, refiners, and marketers Will be 
aided to steer clear of the shoals and rocks that 
menace the course of the industry. 


Had there been possible a study of the Situation 
by such easily understood graphs it ‘is safe to 
the dangers looming ahead would have been lar zely 
avoided. This is proved by the relative Positions 
of the gasoline market and those for fuel il, kor, 
sene and lubricating oils. In these last a carefy| 
watch has been kent upon the relations of proilue. 
tion and consumption with a consequent Stabiliza. 
t‘on of the market as a reward for forethought, Ih 
the gasoline end failure to view the industry as 4 
whole, through concentration of attention upon some 
particular branch of personal interest, has leq to 
the existing conditions which all deplore. Recogni. 
tion of the relationship of the curves of consumption 
and production earlier in the season would have 
saved a lot of worry now. 

The Oil and Gas Journal graphs furnish Oppor- 
tunity for all to keep posted unon the vital factors 
in the business as an entirety and to gnide then. 
selves accordingly. - 


Say 


HANDICAPPING SERVICE 





There was quite a disturbance recently about 
mythical “dollar gasoline.” What a howl used ty 
go up when it was advanced a cent or two becaus 
of the normal fluctuations of supply and demand 
But, judging from the popular apathy or even ap 
proval of the multitudinous bills to levy additional 
taxes on oil, it is all right when the pofiticians put 
up the price. 

What sort of mesmerism do the politicians ug 
that they can so easily hoodwink the ‘consumer? 0: 
“s it the dull wit of the consumer himself that is 
responsible? He is misled by denunciations of the 
oil companies into assenting to the imposition upon 
them of a burden of taxation that must either handi- 
cap them in serving him or must be added to the 
price that he himself must pay for that service. He 
forgets or does not realize that the money extracted 
in excessive and unnecessary taxation robs the in- 
dustry of capital needed for its expansion and de 
velopment necessary to keep pace with his own in 
creasing demands for oil and its products. 

. Gasoline sales taxes alone are estimated to amount 
to $30,000,000 this year, a tote. which will probably 
be found ridiculously short of the actual levy whe 
all the States get through enacting new taxes or in- 
creasing those existing. And that is only one of 
the 14 or more ways in which the oil industry is 
being taxed while more are being invented daily as 
the experience and ingenuity of the politicians ir 
creases. 





LAWMAKERS AND OIL 


Debate on a petroleum bill before the British 
parliament offers an instructive contrast in legisla 
tive attitude there and in our own country. British 
military advisers are back of the bill which pro 
poses the removal of oil storage tanks inland to 
escape the danger of destruction by an enemy i 
war. Oil men at once protested that the military 
theory would impose on the industry a tremendous 
expense of doubtful value in war and a certail 
handicap in peaceful operations. 

The practical common sense of British legislators 
saw the point at once. Viscount Long told the 
House of Lords that if the provisions proposed by 
the military authorities, purely theoretical as they 
are, were enacted into law, they would make abst 
lutely impossible the position of the great corport 
tions, who were providing storage accommodation 
and showing a splendid spirit in introducing ne¥ 
works and machinery of great value in employing 
British labor. If they were subjected to the condt 
tions proposed the country woud have a return t 
the old haphazard policy which placed the natio 
at so desperate disadvantage during the wi 
through a terrible shortage of oil. 

The consideration given in the British Parliamet! 
to the work of the oil industry when it urged iB 
practical criticisms of a -bill endorsed by the mill 
tary authorities might be put alongside the lack # 
consideration so often shown to the industry in thi 
country by our lawmak>rs, so many of whom se@ 
to be more anxious to handicap than to r 
the value of the industry’s contribution to the 8 
eral prosperity. 
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June 21, 1923. 


The term “value” is commonly used without much 
consideration being given to its exact meaning; 
even economists and writers on the subject are not 
agreed as to its definition. It is said that Sydney 
Smith joined the Political Economy Club to learn 
the meaning of this term and resigned from the 
club because the other members knew as little as he 
about it. 

The word “value,” it is observed, has two differ- 
ent meanings, and sometimes expresses the utility 
of some particular object, and sometimes the power 
of purchasing other goods which the possession of 
that object conveys. The one may be called “value 
in use,” the other “value in exchange.” The things 
which have greater value in use have frequently 
little or no value in exchange, and, on the contrary, 
those which have the greatest value in exchange 
have frequently little or no value in use. Nothing 
js more useful than water, but it will purch:se 
scarcely anything; scarcely anything can be had in 
exchange for it. A diamond, on the contrary, has 
scarcely any value in use, but a very great quantity 
of goods may frequently be had in exchange for it. 

Value in Exchange 

Value in exchange may be measured in terms of 
a barter, as one suit of clothes may he valued at five 
pairs of shoes, or it may be measured in terms of 





money, as one suit of clothes is valued at $60, in 
which case (when expressed in terms of money), 
value has the same meaning as price. By exchange 
value of an oil property is meant the price it will 
bring or its sales value. Modern economists now re- 
strict the term value to this meaning. 

Value in use has reference to the satisfaction 
to be derived from the use of a given commodity 
relative to the satisfaction to be derived from other 
commodities. In this sense, that commodity is most 
valuable which yields the greatest satisfaction. In 
the case of an oil property this satisfaction is de- 
rived from the income of the land, that land being 
most valuable which produces the greatest income, 
since we are not concerned with the efficiency, or 
manner in which the income is spent. This value in 
oil property is closely akin to “productive value” 
as defined by Johnson and Huntley. Economists 
now use the term “utility” instead of “value in use.” 

Factors Involved 

Both of the preceding definitions will be applied 
to oil properties. Values may be based upon sales 
of similar properties or upon the prospective earn- 
ing capacity of a property, which forms the bzsis of 
the present value method in valuation. This method 
involves a determination of future gross income, 
future costs, computation of net income and reduc- 
tion of the future net income to present worth. 

The factors involyed—estimation of recoverable 
reserves, selling price of oil, developing and operat- 
ing costs, and allowance for discount and risk— 
are quite inter-related. For example, an increase in 
the price of oil or decrease in the operating expense 
will prolong the life of the well and so increase the 
amount of recoverable oil. Prolonging the life of a 
well increases the effect of the allowance for dis- 
count. Allowance for risk should be made when 
estimating the future recoverable oil, the future 
Price of oil and costs, even though the discount rate 
is ordinarily high enough to include some allow- 
ance for undetermined risk. 

Affecting Conditicns 

Industrial and financial conditions affect these 
Several factors. Great industrial activity creates a 
demand for oil and its products, and so prices are 
Consequently increased, but the cost of material and 
labor increases simultaneously. The condition of 
the money market influences the rate at which dis- 
count should be applied to future earnings to de- 
termine present worth. A decrease in the price of 
automobiles, by tending to make them more uni- 
versal, will. increase the demand for gasvline and 
this will in turn be reflected by higher prices for 











oil. A coal strike will have a similar effect on prices, 
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OUTLINE OF THE ARTICLES 


This article on “The Nature of Value” is 
the first of a ser'es of 10, being advance pub- 
lication »f portions of a forthcoming book, 
“The Valuation of Oil Lands,” written by 
Mr. Brown. 


The author was assistant valuation engi- 
neer, oil and gas section, Department of In- 
ternal Revenue, 1919-1922, and in charge of 
the eastern subsection, including all fields 
east of the Mississippi R'ver, in 1922. He 
was graduated with B. S. degree in geology 
from Northwestern University, received M. 
S. degree from the University of Illinois, 
and was engaged in the valuation and classi- 
fication of coal and iron lands with the 
United States Geological Survey and Illi- 
nois and Wisconsin State surveys, instructor 
in geology at the University of Oklahoma 
and geologist for Frank Phillips, Bartles- 
ville, Okla., 1916-1917. 


























by creating an increased demand for fuel oil. Im- 
provements in the engineering sciences will decrease 
operating costs or increase the amount of recover- 
able oil. Thus it is seen that, while the elements en- 
tering into productive value may be few, the factors 
influencing each are numerons and tomplicated. 

Exchange value depends upon productive value 
and certain psychological and financial factors. 
When, for example, a new and prolific oil field is 
discovered, excitement runs high and prices of oil 
properties not infrequently soar because of the 
widespread fever to get into these fields. While 
operators go to the new fields, they desert the old 
ones, and the attempt to sell their holdings results 
in lower prices there. Not every sale reflects normal 
market conditions, for there are forced sales in 
which the vendor disposes of an oil property at a 
sacrifice to pay off indebtedness or for other finan- 
cial reasons. 

Purposes of Valuation 

Oil lands may be valued for such purposes as 
purchase, operating and engineering procedure, 
merger, basis of capitalization loan, and taxation. 
The “value” desired and the method of valuation 
depends upon the purpose of the valuation. Even 
in the case of purchase, values vary greatly; differ- 
ent qualities being desired by different classes of 
purchasers. 

The speculator buys where he expects a rapid in- 
crease in prices, and that land is most attractive to 
him where values increase most rapidly. The ability 
to recognize a “boom” in its earliest stages is an ‘m- 
portant asset. During such periods prices increase 
at an astonishing rate and soon become inflated. 
The speculator, by buying at a low market and sell- 
ing at a high one, may realize a handsome profit on 
a quick turnover. Little recognition is given to 
true productive values of the properties. His profits 
depend upon the knowledge of present exchange 
values and the ability to predict future exchange 
vilaues. 

Investigate First 

The fraudulent promoter and the speculator both 
take advantage of a boom, but each in a different 
manner. The promoter uses the boom and its at- 
tendant excitement to advertise his properties; oil 
properties possess value to him in proportion to 
their advertising possibilities. On the other hand, 
the prudent investor wishes to know the probable 
prospective earnings of a company in which he is 
investing. The average prospectus seems hardly to 
be written with this object in view. The investor 
should determine the probable value of his invest- 
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The Practical Valuation of Oil Lands 


First of a Series of Ten Articles on This Important Subject 
Prepared for The Oil and Gas Journal by an Authority. 


Ardis Bldg., Shreveport, La. 


ment prior to investing. If the significant facts for 
a valuation are not given by the company, the in- 
vestor should determine them for himself. The alto 
gether too frequent rule of “Invest first, investigate 
afterwards” should be reversed. 

The profit to be derived from the sale of the oil 
produced determines the value to the oil producer 
but the greatest value is attained when the opera- 
tor and refiner are integrated in one company. In 
the latter case, the hazards of a producer finding a 
market and of a refiner obtaining a supply are elimi- 
nated. Likewise the value of a group of leases is 
more valuable than the same acreage in isolated 
leases. The drilling of a wildcat well may not be 
profitable unless a large area can be leased and a 
large reward thus insured if the test be successful. 
Operating and drilling expenses are also greatly 
reduced. There are savings in line fights and off- 
set wells and an efficient operating policy may more 
easily be pursued, the same overhead and per 
the same equipment being anpplicd irger uni 

Purch Fee 

Where lai : other purposes 
than oil pro i mor vet 
companies to pi in f 
practice elimi: ‘ ‘ s between less 
and lessee. In forego s thi T 
axiom that “1 ~“jnal to the sum of its 
parts” is not t: © whole is greater than the 
sum of its parts. Upon division into separate ele- 
ments a certain part of the value is lost. The profits 
of an operator depend largely upon his ability to 
purchase properties at or below their productive 
value. To do this, it is essential that productive 
value be determined, otherwise he will not know 
whether the purchase price is reasonable or not. The 
application of rule of thumb methods in valuation is 
gradually giving place to more scientific methods, 
and the valuation engineer is becoming recognized 
as being a practical help in the solution of valua- 
tion problems. 

Valuations are required in the business manage- 
ment of an oil concern. Advice may be desired con- 
cerning the desirability of flooding the property, use 
of compressed air, or of vacuum. In all these de- 
cisions, the most important question is: “Does the 
prospective return justify the expense?” The an- 
swer to the above question involves two determina- 
tions: first, what increment is to be added to the 
value; second, what increment is to be added to the 
cost. The added cost consists of installation costs 
plus or minus a certain portion of the operating 
costs, depending upon whether the old or the new 
system is more expensive in operation. The prob- 
able recovery of oil under the two systems and their 
values must be computed and compared. With these 
elements determined, the advisability of inaugurat- 
ing a given system can readily be ascertained. 

In Case of Merger 

In the case of merger, the chief desideratum is 
fairness in the apportioning of the values of the 
companies involved; so long as the ratio between 
the values of the companies is fair, the interests of 
all stockholders will be protected. Two companies 
which are to be consolidated may be valued at 
$1,000,000 and $2,000,000, respectively, or at double 
these values. The beneficial interest of a given 
stockholder after consolidation is the same in each 
case. While the chief interest centers about rela- 
tive values, actual values should not be neglected, 
as the appraisals will affect the capital and surplus 
accounts. 

Where properties are acquired with stock, as at 
the organization of a company, valuations are re- 
quired. If the properties are overvalued, a fictitious 
surplus account will be established, and if dividends 
are declared on this basis, they will be paid out of 
capital. Quite frequently properties are purposely 
overvalued in order to provide for a distribution of 
dividends which otherwise would be illegal. ~ In- 

(Continued on Page 124.) 
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David W. Moffitt 


There is probably no more widely known figure in 
‘he refining industry of the Mid-continent area than 
David W. Moffitt, vice president of Cosden & Com- 
pany. In his home city, Tulsa, there are few, if 
any, citizens more prominent in its civie affairs. In 
the words of one of his friends, he is a “war horse,” 
relied on in emergencies both within and without 
the oil industry. 

Mr. Moffitt was born in 1862 at Elmira, Ill. Both 
his parents died while he was still a youth. After 
obtaining a country school education, he entered 
the railway service in the early eighties. From 1886 
to 1893, he was engaged in the real estate business 
in Dodge City, Kans. During that time he served as 
probate judge of Ford County, Kansas, for three 
years. He reentered the railroad business and 
opened the Rock Island station at Enid, Okla., on 
September 16, 1893, when the Cherokee Strip was 
opened for settlement. He continued in the rail 
service, serving at points in-Kansas, Oklahoma and 
Iowa, for several years. 

For several months in 1967 and 1908, he served 
as secretary of the Chamber of Commerce at 
Wichita, Kans., and in March, 1908, became man- 
ager of the Kansas Oil Refining Company, of Cha- 
nute, Kans., this marking his entrance into the oil 
business. He continued with this firm until May 1, 
1915, when he became connected with Cosden & 
Company. 

Mr. Moffitt is a close student of the oil industry, 
especially that connected with the marketing of oil. 
He has held important positions in various associa- 
tions of the industry and frequently addresses their 
meetings. The company with which he is con- 
nected operates a refinery with more than double 
the capacity of any other plant in the Mid-Conti- 
nent area. 


PERSONAL DADAGRAD=) 


C. G. McCoy, of Casper, Wyo., has been placed 
in charge of the Salt Creek (Wyo.) operations of 
the Kasoming Oil Company. 

* * * 

















George D. Locke, vice president in charge of sales 
of the Barnsdall Refining Company, has been on 
a short business trip to Cleveland and Detroit. 

+” * + 

W. E. Gibson, Pittsburgh sales agent for the 
South Chester Tube Company, is visiting at Buck- 
nell College, where his son was graduated last week. 

* * * 

E. F, Blaise, sales manager of the Inland Refining 
Company, Jzulsa, is now in Los _ Angsles, He ex- 
pects to return next week. 
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E. O. Millin, associated with Dean E. Foster, con- 
sulting engineer, has returned to Tulsa from a 
month’s business trip in Texas, Arkansas and 
Louisiana. 

7 oa - 


Ik. 8S. Follmer, of the Tiona Refining Company’s 
Philadelphia office passed through Chicago last week 
on his way to the Southwest for an extended busi- 
ness trip. 

* * * 

Joseph F. Adams, special representative of the 
Wadhams Oil Co., of Milwaukee, Wis., is to be mar- 
ried on June 27 to Miss Margaret Fogle, of Fair- 
field, Ill. 

* * © 

W. L. Kistler, president of the Producers & Re- 
finers Corporation, has been away from the Chicago 
headquarters on an extended business trip through 
the West. 

* * * 

Charles F. Roehl, independent operator of Fort 
Worth, Tex., is in Knox County, Texas, inspecting 
a wildeat well he and associates are drilling on the 
Ward ranch. 

* om * 

W. Hanley, scout for the Gulf Production Com- 
pany, Fort Worth, Tex., is taking a vacation trip 
by automobile that will extend as far north as the 
Mexican border. 

* *~ * 

John M. Carson, president Taxman Refining Com- 
pany, returned from New York Saturday, where he 
had been on a business trip with J. J. Taxman, of 
the Kansas City office. 

* + * 

Charles T. McIntosh, factory representative of the 
Highway Trailer Company, Edgerton, Wis., was in 
Tulsa and other Mid-Continent points last week in 
the interests of his company. 

” * oo 

W. H. Gaither, district manager for the National 
Transit Pump & Machine Company, with Houston 
(Tex.) headquarters, has returned from a trip to 
the north central fields and the Panhandle region. 

* + a 

E. B. Marlo, vice president of the Sinclair Crude 
Oil Marketing Company, with Tulsa headquarters, 
has been in Wyoming for several days inspecting the 
tank farm which the company is erecting near Clay- 
ton, 

+ * * 

H. H. Wotherspoon, special representative of the 
Trimont Manufacturing Company, Roxbury, Mass.. 
arrived in Tulsa last week. He expects to spend 
10 days to two weeks at points in the Mid-Continent 
area. 

* * ” 

Cyrus Edwards, of Cleveland, Ohio, geologist and 
driller of wildcat wells, is in Fort Worth, Tex., for 
a short stay, after an inspection trip of the north 
central Texas fields, that extended as far west as 
Knox County. 

~ * + 

W. D. Jacobs, of Marietta, Ohio, retired superin- 
tendent of the Macksburg Division of the Buckeye 
Pipe Line Co., stopped over in Pittsburgh last week 
on his way to his farm near Waynesburg, Greene 
County, Pennsylvania. 

* * + 

Howard A. Knauss, Hokendauqua, Pa., for the 
past year superintendent at the local furnace of 
the Reading Iron Company, has resigned to be- 
come furnace superintendent of the Northern Iron 
Company, at Standish, N. Y. 

” * + 

A daughter was born June 10 to Mr. and Mrs. D. 
E. Buchanan, of Tulsa. Mr. Buchanan is vice presi- 
dent and general manager of the Chestnut & Smith 
Corporation and nresident of the Association of 
Natural Gasoline Manufacturers. 

* ” + 


W. S. Farish and James Anderson, Jr., of the 
Humble Oil & Refining Company, have returned to 
Houston, Tex., after making a survey of the Powell 
Field in Navarro County, Texas. The company is 
extending a 6-inch line there from Currie. 

” * * 

J. R. Munce, general manager of the Arkansas 
Natural Gas Company, of Shreveport, La., and Fred 
W. Crawford, vice president of the Ohio Steel Com- 
pany, Columbus, Ohio, have been sizing up the oil 
situation in the Montana and Wyoming fields, 
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S. R. Shoup, of Los Angeles, Calif., sales manager 
of the Joseph Reid Gas Engine Company, of (Qj 
City, Pa., and H. L. Hileman, of Oil City, Pa., of 
the sales department of the same company, hare 
been visiting the fields of Wyoming and Montan 

* * * 

Miss Clara Gartman, in charge of natural ZA. 
line sales for the Skelly Oi] Company, of Tulsa, Jef 
Saturday on a six weeks’ vacation trip to Cali 
fornia. Miss Gartman is probably the most wide 
known saleswoman of the natural gasoline industy 

” * ” 

A. L. Beaty, president. and R. C. 
president, of The Texas Company, 
days at Casper, Wyo., last week, en route to Noy 
York from a trip to the California fields. They yig 
ited the refinery which the company recently coy 
pleted at Casper. 


Holmes, vig 
stopped off ty 


» * * 

Frank W. Ragen has been appointed sales may 
ager of the Marshall Oil Company of Marshalltow 
Iowa. This company was recently purchased by thy 
Gustafson interests of Chicago and under the ney 
owners important extensions are to be made in th 
sales organization of the company. 
ad 7 oe or 

Tom L. Burnett, of Iowa Park, Tex.. rancher ani 
fee owner of a large amount of land in the Electr 
and Iowa Park oil fields, was married June 9 to Mis 
Lydia Sheldon, daughter of W. J. Sheldon, Electr 
oil operator. The counle are now on an extended 
tour of California and western Canada. 

* * * 

Charles D. Berry, a member of the firm of Jame 
B. Berry Sons Company, and Miss Carlotta Smith 
man, daughter of Mr. and Mrs. J. B. Smithman 
were married on June 7 at the Smithman residence 
in Oil City, Pa. The bride’s father is one of tl 
widely known oil producers in that section. 

* * - 

G. B. Richardson, geologist and statistician of th 
United States Geological Survey at Washington, is 
a visitor in Los Angeles. He has been visiting th 
fields in southern California and will leave shortly 
for San Francisco, going un through the San Jo 
quin Valley fields, before returning to Washington 

. * ~*~ 

J. Edgar Pew, president of the Sun Oil Compa 
of Pennsylvania, is in Los Angeles in the intere! 
of the American Petroleum Institute standardia 
tion program of oil field equipment and incidentally 
looking over the California fields. He stated his 
company does not contemplate entering the Stat 
except to buy oil as it has been doing for some tim 
He will remain in California for several weeks. 

* + + 

Dr. Richard B. Moore, chief chemist of the De 
partment of the Interior, Bureau of Mines, resignel 
effective June 1 He was succeeded by Dr. Samue 
C. Lind, who has for several years acted as a suf 
erintendent of the rare and precious metzals exper 
ment station of the bureau at Reno, Nev. Dr 
Moore will enter the commercial field with a wel 
known firm of consulting chemists and metallug 
ists*in New York. 

~ * oa 

John Schnavels, aged 72 years, lays claim to be 
ing the oldest tank builder in active service in th 
country. He is now with the Petroleum Iron Work 
at the refinery of the Galena-Signal Oil Compal! 
where new tanks and stills are being erected. M 
Schnavels has charge of the scaffold work and é 
on the job every day. He has been with the Pett? 
leum Iron Works for many years, coming to Pot 
Arthur 20 years ago to hel» construct the refiner! 
of The Texas Company. 

* = ” 

W. R. Cowan, who has been actively engaged ! 
every branch of the refining end of the Union ! 
Company of California, has joined the staff of C.' 
Julian under a five-year contract, and will tak 
active charge of the erection and management of !! 
Julian refinery, to be built at Los Angeles Harb0 
Mr. Cowan entered the employ of the Union Oil Ca 
pany of California in 1909 and since that til 
through practical experience, has rapidly ascende 
to the top of the ladder in the refining end of the 
oil business, It is reported that he has designed 
had charge of the construction and operation of # 
the gasoline extraction plants of the Union Oil Cos 
pany for the past several years and at the time ¢ 
becoming identified with the Julian organization 
actively in charge of the engineering ‘and constr 
tion work of all Union Oil Company refineries. 
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DRESSER COUPLING STYLE 38 








Simple in design, strong and flexible, Dresser 
Couplings will stand any pressure the pipe will 
carry, take care of all expansion and contraction, 
and permit the line to conform to the irregular 
contour of the country through which it is laid. 


Dresser lines will remain permanently tight, or 
may be.easily taken up and re-established. Their 
efficiency and:economy, for every class of work, 
have been fully demonstrated. 


S.R. DRESSER MANUFACTURING CO. 
BRADFORD, PENNA., U. S. A. 
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il Industry Carries Case to the People 


Attacks by Politicians Being Met by Publication of Facts 
About the Business Where They Can Be Studied by All. 


By N. O. FANNING 


NEW YORK, June 18.—The political 
campaign directed against the oil indus- 
try, reflected in taxation and regulation 
legislation and bills in many States, and 
threatened in the coming session of Con- 
gress, has aroused individual leaders and 
organizations in the business to carry 
their case to the people. 


An effective form of advertising which 
is perhaps of greater importance to the oil 
industry as a whole than any of the 
others is that of educating the masses 
in facts concerning the industry, espe- 
cially in regard to economic factors bear- 
ing on the price of gasoline. This form 
of advertising has been used by several 
of the Standard Oil companies as a 
means of answering misleading state- 
ments which have been broadcast through 
the press recently and which emanated 
from political interests, apparently seek- 
ing to cast a shadow on the oil indus- 
try in order to further their own po- 
litical ends. Among the companies ad- 
vertising in this manner are the Stand- 
ard-Oil Co. of New Jersey and Atlantic 
Refining Co., in the East and the Stand- 
ard Oil Co. of Indiana in the Middle 
West. But this class of advertisement is 
by no means confined to the Standard 
Oil companies. A series of advertisements 
appearing in a local newspaper, signed 
“Associated Gasoline Producers,” but in 
reality Sinclair Consolidated Oil Corp., 
goes into great detail about all phases 
of the gasoline industry and gasoline 
prices. 

As to Over Production 


One of this series of articles contains 
statements of considerable interest to 
the oil industry at present, when there 
is so much talk of “over production” of 
ecude oil and gasoline: “Our reserve sup- 
ply (of gasoline) at the beginning of 1922 
was considerably less than two months of 
normal use. Normal use means an aver- 
age struck from the figures compiled 
from the total yearly consumption. If 
the consumption during the spring and 
summer months is twice as much as it 
is during the cold winter months when 
pleasure cars are used in a majority of 
eases only occasionally, then that means 
that the reserve supply during the hot 
months would not last as long as is esti- 
mated by drawing a daily average from 
the yearly figures. 

“Today then, we have far less than a 
two months’ working reserve. We are 
sailing too close to the margin. Gaso- 
line is too important a product to have 
so small a working supply in reserve. 
What would happen if, for some reason, 
and there are many logical reasons, 
every one should use his motor car or 
motor truck twice as much as he does 
under normal conditions? You can esti- 
mate for yourself how soon we would 
be gasless. 

“Because we must produce in the win- 
ter a certain proportion of the supply 
used for the summer—because during the 
cold months we must build up a reserve 
which will carry us over the months 
when the consumption exceeds the de- 
mand, we must have more storage tanks, 
better and more extensive equipment for 
the transportation of gasoline to the big 
distribution centers. We must face the 
problem, producers and consumers, and 
the best brains of each group must solve 
this pressing problem.” 

Features of Industry 


Not the least interesting are the series 
of advertisements by the Standard Oil 
Co. of New Jersey, not only advertising 


the company’s products, but also calling 
attention to interesting phases of the pe- 
troleum industry and explaining eco- 
nomic changes in the oil industry as af- 
fecting the consumer. The following par- 
ticularly interesting excerpts are taken 
from the advertisements appearing in the 
Rutherford, (N. J.) Republican. 

“The oil geologist is expected to put 
his finger on the map and, say ‘Drill 
here.’ His responsibility is heavy, for 
sinking oil wells is a costly and laborious 
work, and the real map of the oil fields 
lies hidden beneath the surface. Last year 
there were drilled 5,406 dry hoi1es—fail- 
ures. It eosts from $40,000 to $100,000 
to drill a deep well, varying with the 
locality.” 

The following appeared in the April 
28, 1923, issue: “The Standard Oil Co. 
of New Jersey “nnounces a reduction 
of 1 cent per gallon in the tank wagon 
price of gasoline, effective on Apri) 20 
This lower price has been made possible 
by a remarkable increase in the produc- 
tion of crude oil in California—amount- 
ing at this writing to more than 700,000 
bbls. every 24 hours. This has created a 
surplus above market requirements on 
the Pacific Coast, with a consequent drop 
in price. 

“Owning a large fleet of tankers, we 
have been able to move California oil 
through the canal 4,930 miles to our 
refineries on the Atlantic seaboard, and 
so take advantage of the opportunity to 
buy cheaper crude. A refinery located on 
deep water can avail itself of crude oil 
delivered either by tank steamship or 
pipe line. 

“This reduction is in line with our con- 


sistent policy that the consumer should 
benefit from economies brought about by 
lower costs of our raw material or in the 
expenses of refining, transportation and 
marketing products.” 

Many of this series of advertisements 
are attractively illustrated. 

Rules for Driving 

The campaign carried on by the Stand- 
ard Oil Co. of New York through ad- 
vertising to reduce motor accidents (this 
advertisement also advertises the com- 
pany’s products) is particularly interest- 
ing as it attacks a real problem which 
the automobile industry is facing today. 
One example of this advertising is given 
herewith, from the New York World, 
May 21; being entitled “The veteran 
motorist gives a few rules of the road:”’ 

“T’ve picked up a lot of motoring ex- 
perience since I first drove the old two- 
cylinder bus ‘way back in—guess it must 
have been around 1906 or ’07. And there 
are two rules of the road that I’ve al- 
ways stuck to. ‘Safety first’ is one of 
them, and ‘consideration for the other 
fellow’ is the second. 

“I really believe that it’s because I 
have stuck to them that I haven’t had a 
single smash-up. (Three taps on wood 
as I write this!) Just take the matter 
of passing a car. Simple enough—sure. 
And the driver that uses common sense 
and a little consideration never has any 
trouble. But this habit—and it’s mostly 
a habit—of always trying to get ahead 
of the fellow in front of you is the cause 
of more close shaves and real accidents 
than any other one thing I know of. 

“Make sure there’s plenty of room 


ahead of the car you’re going to pass, 
And remember—it’s bad business to pay 
a car near the top of a hill, or on, 
curve. In fact, it’s against the law i; 
some States to pass another car on; 
curve.” 


To Avert Accidents 

A campaign is also being carried 
by the Standard of New Jersey through 
advertisements carried in newspapers jj 
cities and towns in its territory, whic 
comprises New York and New England 
in the interests of safety and the avoid. 
ance of motor accidents due to careleg. 
ness. The Standard Oil Co. of New York 
has not recently advertised in the’ man 
ner in which it did last year, by the run. 
ning of full-page advertisements giving 
lists of service stations handling “{&. 
cony” products. Last year several othe 
oil companies followed the lead of 
Standard of New York in this method of 
advertising, including the Tide Water (i 
Co. and Sun Oil Co. These advertise 
ments by Standard Oil of New York 
came up for discussion at the recent Sen 
ate oil inquiry at Washington. 

The petroleum industry has alway 
been liberal in advertising its products 
This is as true this year as in the past, 
when columns of space appear in may 
of the newspapers in cities and in towm 
setting forth the merits of special brands 
of gasoline and lubricating oils. The oil 
companies say that these advertisements 
have shown good results. The numbe 
of these “ads” appearing recently in th 
daily press is a strong indication of th 
increasing competition in the marketiy 
of petroleum products. 








Effect on East of California Crude 


NEW YORK, June 18.—The belief 
among eastern oil men more than a month 
ago that California oil would submerge 
the eastern markets, as reported by the 
writer, has been largely justified. Cali- 
fornia oil is being used in Atlantic Coast 
refineries in larger quantities than crude 
from any other big field. Almost 50 per 
cent of the runs in eastern refineries are 
of California oil. 

Although this California oil is having 
an economic effect on practically every 
product of crude oil, the petroleum in- 
dustry is most interested in its effect on 
gasoline markets. The Atlantie Coast in 
the past proved the richest market in the 
world for gasoline, and is accessible by 
water and by land from the great oil 
fields of the world. Though the Atlantic 
Coast has a big refining industry, these 
refineries have never been able to take 
care of the local demand entirely. This 
market has always had to import gaso- 
line from other refining districts. 

Mexico’s Effect 

During 1919, 1920, 1921 and the first 
half of 1922 Mexico proved a good source 
but this supply is now very much smaller. 
The greater part of the Mexican oil now 
imported is of heavier grade, containing 
a yield of less than 10 per cent gasoline, 
whereas the lighter crude yielded around 
15 per cent. 

If it had not been for the enormous in- 
crease in California oil production, be- 


By N. O. FANNING 


ginning last year, the eastern oil market 
would have experienced an actute short- 
age of gasoline. The southwestern refin- 
ers would scarcely have been able to sup- 
ply the shortage in this market and take 
eare of their own territory, the Middle 
West and abroad. ‘Therefore, the gain 
in production in California cannot be 
looked upon as a wholly unfavorable de- 
velopment. Without it, gasoline prices 
would have soared, consumers would have 
been put in an ugly frame of mind, and 
the politicians would now have been say- 
ing, “I told you so.” 

The unfavorable side of the California 
situation from the point of view of oil 
producers, refiners and marketers east of 
the Rockies, is that the gain in produc- 
tion on the Pacific Coast has been so 
large it has more than made up for the 
shortage of gasoline from Mexican 
sources. Another factor is that Cali- 
fornia oil interests appeared to be un- 
usually well prepared to handle this great 
gain in output and to ship both crude 
oil and gasoline eastward through the 
Panama Canal in a surprisingly short 
time. One cause is that the big flush 
fields of California are for the most part 
within easy reach of the seaboard re- 
finery and shipping centers. 

Doubles Gasoline Output 
he California situation is having a 
double effect in the East, because both 
crude oil and gasoline are being shipped 


East. Consumers of gasoline on the At 
lantic Seaboard are now using gasoline 
refined from California oil both in Cali- 
fornia and Atlantic Seaboard refineries 
The apparently large profits obtained 
from, the sale of this gasoline, from both 
refinery sources, has only served to a 
tract steadily increasing quantities 
this market. As long as this situation 
exists, California refiners will continvt 
to rush gasoline around, and local mar 
keters will have to face this competition. 
That is the situation which, it is believed, 
will force down the tank wagon market 
in the East in the near future. 

It is true that gasoline consumptios 
has increased this year, but the produc 
tion of gasoline and stocks has inc 
proportionately faster, which offsets th 
effect. The Bureau of Mines statisti¢ 


‘give a good indication of present condi 


tions. 

Stocks of gasoline at Atlantic Coast 
refineries on May 1 show an increase ¢ 
59,000,000 gallons over same date las 
year. Gains in other divisions in th 
period are as follows: Middle West a0 
Appalachian, 47,000,000 gallons; Okt 
homa-Kansas, 119,000,000 gallons; Tex#s 
62,000,000 gallons; Louisiana and Arka 
sas, 44,000,000 gallons; Rocky Mountail 
41.000.000 gallons, and California, 11; 
000,000 gallons. 


Although it is a very well known e? 
(Continued on Page 120) 
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“OILWELL” 


A slight turn of the Nut, — esT0. AL re2 
“to. the left, actually lifts 
the Plug from its seat. 
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The Oil and Gas Journal Pictorial Section 
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-F. G. Allen Photo. 
Earthen sterage pit filled with 
oil in west Columbia Field, 
Gulf Coast area of Texas 


—-Copyright, Underwood & Underwood. 
“Reflections in oil.”  Derricks 
outlined in oil pool in’ north 
Texas. 
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Center—“Drilling” for oil at 
Oxnard, Calif., where shallow 
depth requires only windlass 
ind bucket. 








Fighting fire at gas well. Trying to knock cap off so as to get at 


‘ i sravity oil from Panuco (Mexico) Fie i inti 
ies Soller Gtk clenms, —capmtent, Underwood & Underwood High gravity f F ( co) Field shooting into open 


storage. —Copyright, Underwood & Underwood. 
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Moving oil rig with 
tractor Kentucky 
fields. 


On account of shallow 

depth of wells at Ox- 

nard, Calif., one engine 

can operate numerous 

pumps. 

—Copyright, Underwood 
& Underwood 














Center — Not an _  ap- 
proaching storm. Mere- 
ly what happens when 
oil tanks catch fire. 
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ain street of Smackover, Ark., after one of the numerous rains. 
2—Baku, Russian oil field, which produced 7,000,000 tons of oil be- 
fore the war. 
3—Well on rocky shelf at edge of ocean at Point Fermin, Calif., re- 
garded as one of world’s most inaccessible wells. 


4—Filling cans with gasoline in France where “petrol” is steadily 
becoming more important as a fuel. 
5—Richfield district, California, where oranges and oil are found on 


the same ranches. 
6—Oklahoma well, after a shot, throwing the oil over top of drilling 


machine. 
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i—P. J. Emington, of the Empire Companies, has been engaged in 
pipe line censtruction work for 45 years. He helped build the 
second natural gas line ever laid, that being in 1878. 

2—Burton well at Smackover, Ark., which flowed 6,000 barrels in 
2% hours. 

3—Hope Natural Gas Co.’s well, Marion County, West Virginia, 





which, when completed at 7,386 feet. was deepest well in 
the world. 

i—Harry F. Sinclair, chairman Sinclair Consolidated Oil Corp., who 
declared recently his success was due to his always being 
ready to “take a chance.” 

5—Stonewall Jackson’s boyhood home, Jackson Mills, West Fork 
River, Lewis County, West Virginia. It is a public park now. 
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Friction Clutch 
Easily and quickly installed on any Standard 
Cable Drilling Rig. [PP 
Driven from split sprocket with positive clutch lif TN | )) { 
on Crank Shaft—any type or size irons. ° YY A ‘ 7) 
Clutches have separate controls on Derrick Uf Tf VN pees 
Floor. MH . ) Wi ey. 
Friction Clutch will transmit ample power | } () ) if ° 
to lift bailer from sand-clogged well | )) 
—with sufficient flexibility to “give” \\ aA | 
if bailer ‘‘sticks.”’ g 4 \ 
} { 
Sand Reel with Friction Clutch is MW 
mounted in stéel frame, MWB 
and moves as a unit - x 
from rig to rig. Lass Jul, 
Made in sizes suitable SS =~ = —— Z, 
SSS 3 “ BS ay — 

for Rotary Bailing, for SSMS S| RES 
Cleaning-Out, and for ¥ G ZZ —_—> 
Standard Drilling, as illustrated. SS 2=—_L_ IA SSS 
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Oklahoma Field Operations 


BY RALPH T. BAKER 






Burbank exceeds Tonkawa in average daily production due to large previous 
completions holding up output. Carter Oil Co.’s No. 33 Noble pinched down 


to 6,000 bbls. when it started to cut oil slightly. 
600-bbl. well in Carter County. 


TULSA, Okla., June 18.—Nature ac- 
complished what Oklahoma _ operators 
have been talking about for several weeks, 
but have failed to accomplish—a real 
shutdown. Fed by torrential downpours 
in western Kansas and Oklahoma the 
larger streams crossing the latter State 
broke out of their banks early during 
the past week and flooded much of the 
oil producing area in the northern and 
eastern fields. Pipe lines were broken 
and washed away, pumping stations were 
forced to stop when the flood waters cov- 
ered the machinery, drilling equipment 
was carried away and roads were washed 
out, creating a condition that can be 
overcome only after weeks of hard work. 
The floods afforded a breathing spell for 
the crude oil purchasers, and caused a 
let up in the steadily mounting produc- 
tion in the State. Few noteworthy com- 
pletions were reported duuring the past 
week but the effect of the large wells 
completed a few days earlier is still being 
felt and may carry the new high peak 
for the State over into another week. 

With the Salt Fork and Chickaskia 
Rivers transferred into raging torrents, 
the Tonkawa Field assumed its first 
characteristics of a real shut down dur- 
ing the flood. The northern part of 
the richest section, where considerable 
drilling is now under way, was converted 
into a quagmire, bridges and culverts 
were washed out and all traffic was sus- 
pended for several days. Following the 
fall of the flood waters, operators in that 
field met and agree to contribute money 
and men and set aside a special day for 
working on the main roads tapping the 
field, to restore transportation in thed is- 
trict which has been almost impassable 
for several weeks and which was con- 
verted into a sea of mud with the most 
recent rains. Drilling in other parts of 
northern Oklahoma was suspended as a 
result of the floods and work is being 
resumed on wildcat operations following 
the recession of the rivers. 

Burbar"« Qutput Up 

The effects of the shut down move- 
ment in the Burbank Field were noticed 
during the past week, with the scarcity 
of large wells on the Osage side. High 
water hampered development on the Kay 
County side, offering additional difficul- 
ties there. Regardless of this fact, Bur- 
bank showed an increase in daily average 
production, indicating the welath of oil 
underground. An agreement to complete 
no wells adjacent to the uns.ld portion 
of the Osage Nation, perfected at a meet- 
ing of the committee of Burbank opera- 
tors Friday, is expected to defer the next 
Osage lease sale considerably. A dozen 
additional wells were included in the 
shut down agreement by the action of the 
committee. A fall sale, however, is con- 
sidered inevitable, but the operators hope 
to have an improved situation in sight 
by that time. 

The effect of recent completions was 
noticed, however, in the fact that Bur- 
bank passed Tonkawa in daily average 
production for the week ended June 13. 
During this time the Burbank Field 
showed a total of 115,774 bbls. from 1,013 
wells, an increase of 5,528 bbis. frfom 11 
new wells. Most of this increase was 





caused by the large completions of the 
week jrevious, reported from the north- 
west extension across the line in Kay 
County, where 32 wells had a daily aver- 
are output of 29,477 bbls. During the 
same time the Tonkawa Field held steady 
with an output of 111,891 bbls. from 311 
wells, a decrease of 220 bbls. with 10 
new wells. The spectacular rise of pro- 
duction in the Burbank Field to a point 
where it again exceeds the production 
in the Tonkawa Field shows the valua- 
ble nature of the properties in that area. 
Carter Well Holding Up 

After several days of remarkable flow, 

the Carter Oil Co.’s No. 33 Noble, SW 


cor. NE NE, Section 21-4s-2w, Carter 
County, was reported cutting its oil 
slightly. It was accordingly pinch in and 


has been making about 6,000 bbls. daily 
for the last few days decreasing the 
amount of cut oil to 2 per cent. The 
Skelly Oil Co.’s No. 1 Parks, SW cor. 
SE NE, Section 30-2s-2w, was one of 
the best recent completions in southern 
Oklahoma, starting at 600 bbls. from sand 
at approximately 2,290-2,300 feet. 

In the Tonkawa Field, the Gypsy Oil 
Co.’s No. 7 Evans, NE cor. Section 10- 
24-lw, made 600 bbls. from Tonkawa 
sand at 2,595-2,630 feet. The Carter Oil 
Co.’s No. 8 Goltry, NW cor. SW NW, 
Section 35-25-1w, had a show of oil and 
gas at 2,464-75 feet. The Comar Oil Co.’s 
No, 10 Blubaugh, SW cor. SE SW, Sec- 
tion 224-lw, was making 22 bbls. an 
hour while drilling ahead in sand at 
1,901-20 feet. The same company’s No. 
7 Endicott, CSL N ESW, Section, 35-25- 
lw, was good for 450 bbls. from sand 
at 450-2,532 feet. It may be drilled 
deeper. The same company’s No. 7-A 
Endicott, CSL NE SW, same section, 
was making 300 to 400 bbls. daily while 
drilling ahead in sand at 1,950-63 feet. 
‘Lhe Amerada Petroleum Corp.'s No. 19 
Goltry, CWL SW NE, Section 34-25-1w, 
made 275 bbls. at 1,798-1.842 feet, and 
No. 21 Goltry, NW cor. SW NE, same 
section, started at 250 bbls. at 1,897-1,810 
feet. McCaskey & Wentz’ No. 22 Mce- 
Kee, CNL NE SW, Section 3425-lw, was 
good for 250 bbls. at 2,021-52 feet. The 
Phillips Petroleum Co.'s No. 3 McDan- 
iels, SE cor. NE NE, Section 34-25-1w, 
made about 300 bbls. from sand at 2,100 
feet. The Pennok Oil Co.’s No. 4-B En- 
dicott, NE cor. SE SE, Section 3425- 
lw, started at 1.700 bbls. while drilling 
ahead in sand at 1,818-67 feet. The 
same company’s No. 5-A Endicott, NE 
cor. SE SE, same section, made 200 bbls. 
while drilling at 2,460-2,516 feet. Slick 
& the Comar Oil Co.’s No. 3-B Endicott, 
NW cor. SW, Section 35-25-lw, was 
drilled deeper and made 500 bbls. at 
2,168-81 feet, and No. 5-B Endicott, SE 
cor. SW SW, same section, was good for 
480 bbls. from 2,180-2,210 feet. 

Discouragement at Blackwell 

In the Burbank Field, the Sinclair 
Oil & Gas Co.’s No. 12, NE SE SW, 
Section 20-27-6, started at 100 bbls. natu- 
rally from sand at 2,873-2,941 feet. The 
Gypsy Oil Co.’s No. 8, NW cor. NW NE, 
Section 23-27-5, made 40 bbls. an hour 
naturally from sand topped at 2,995 feet 
while drilling at 3,015 feet. 

Near Blackwell, Otstot and others’ No. 





Skelly Oil Co. completed 
Blackwell tests get water. 


1 Slocum, NW cor. Section 16-27-1w, got 
a hole full of water at 2,432-2,502 feet, 
casting discouragement on an extension 
of the new sand found production in the 
Blackwell Oil & Gas Co., Schonwald & 
Gurley’s No. 3 Humphrey, NW cor. SW 
SW, Section 10-27-lw, which made ’5 
bbls. an hour at 2,341 feet, total depth. 

In Creek County, the U. S. Cities Corp. 
and the Lorraine Petroleum Co.’s No. 8 
Deer, SE cor. NW NE, Section 23-16-8, 
was proving itself a consistent producer, 
with an output of 6,500 bbls. of clean, 
pipe line oil on Sunday, June 17. Top 
of sand was reached at 3,108 feet, and 
four feet of gas sand was drilled with 
pay just touched at 3,113 feet. The sus- 
tained production and good oil proves 
this well one of the best in the Dutcher 
sand. An extension of Bristow produc- 
tion south was secured with the comple- 
tion of the Peters Petroleum Co.’s No. 1 
Tiger, CNL NW, Section 9-15-93, which 
made 150 bbls. from sand at 2,914-18 
feet. The Shaffer Oil & Refining Co.’s 
No. 1 Smith, SW cor. NW SE, Section 
15-19-9, was good for 180 bbls. at 2,773- 
75 feet. 

In Tulsa County, completion of two 
fair wells in a 1,200-foot sand in the old 
Perryman district, has attracted notice. 
Sparks & Olcott’s No. 2 Rentie, CNL 
SW SW, Section 16-18-13, made 40 bbls. 
after a 130-quart shot at 1,139-1,200 
feet. Houston Brothers and others’ No. 
1 Rentie, CNL NE NW, same section, 
made 10 bbls. at 1,185-1,210 feet. 

In Hughes County, the Skelly Oil Co.’s 
No. 1 Alexander, NE cor. Section 17-8- 
11, may be abandoned, following disap- 
pointing results at a total depth of 3,828 
feet. It is thought that it has passed 
the level of the sand found in the W. C. 
Newman well in Township 8-12. 

Burbank Production 

Production in the Burbank Field for 


the week ended June 13 follows: 
No. Output, 











Com pany— Wells Bbls. 
Carter ON Ce. cecccccccsess 148 6,567 
Cosden Oil & Gas Co...... 57 2,218 
Comer GH CO. sscosvcvevess 6 480 
Devonian Oil Co. ......... 16 434 
Gardner Petroleum Co. ... 20 1,316 
Gyper CH Ce. cccscvvcscss 158 31,143 
Kewanee Oil & Gas Co.... 12 304 
Laurel Oil & Gas Co. ..... 16 682 
Lorraine Pet. Co. ........ 13 604 
Midland Ol] Co. .....ccccece 5 175 
Watkte PRHiips CO. ..cecsec 15 1,035 
Phillips Petroleum Co. ... 9 3,781 
Phillips Pet. & Skelly Oil 

RSCG Pete maga nee 140 22,798 
Prairie Oil & Gas Co. 90 3,469 
Prod. & Ref. Corp. ....... 27 1,485 
Roxana Pet. Corp. ........ 57 1,513 
Simons & Moore ......... 27 837 
Sinclair Oil & Gas Co. 118 6,390 
Tidal Osage Oil Co. ...... 41 1,716 
Twin Biate OH CO. «..0cce- 7 450 

NE ii cte nao eo-b twa eee e 981 86,297 

Kay County— 

Ceeee ME GEN 46060 s.ces00% 1 3,127 
SE ae 5 6,085 
Cosden Oil & Gas Co. .... 1 2,333 
Cree GC CO. coseescccecs 3 1,296 
Waite Phillips Co. ...2--- 3 4,158 
Sapulpa Ref. Co. .......... 5 2,569 
Pee POs. CO ncveccsces 2 2,641 
Skelly Oil & Phillips Pet. 

BL. . a bG a DOS seesaw sa ee- 9 3,657 
Sinclair Oil & Gas Co. .... 1 611 
Twin State Oil Co. ....... 2 3,100 

SCC CCT eer Cree 3 29.477 

Total Burbank area ....1,013 116,774 


New Work in Osage 
New work continued in the eastern 
part of Osage County with a large num- 
ber of dry holes reported during the 
past week, Frank M. Breene and oth- 





ers were drilling at 1,300 feet in No. } 
SE cor. Section 31-22-11. E. B. Lawson) 
No. 2 Owl, CWL SW NW, Section » 
25-8, was drilling at 290 feet. The Te 

Co. had a machine up for No. 1, CEL SR 
NE, Section 29-25-8. The following ne 
rigs were reported recently: Choctg 
Oil Producing Co. and Williams’ No. ] 
NE cor. NE SE, Section 20-24-9; May. 
land Refining Co.’s No. 6, CSL SW NW 
Section 26-24-9; Kay County Gas ( 
and others’ No. 3, CNL. SW, Section 9 
24-9; Titus and others’ No. 4 Bird, CB 
NE, Section 6-21-11; Verland Oil Co's 
No. 3, CEL SE NE, Section 17-21-12 4 
machine, and Worten & Riley’s No. } 
CWL NW NW, Section 4-20-11. Ty 
Plains Petroleum Co.’s No. 5, CEL NR} 
Section 33-24-10, was drilling at 500 
feet. The Atlantic Oil Producing Co's 
No. 2, CNL NW SE, Section 13-22-8 ay 
old well, was drilling at 2,670 feet. ¢ 
B. Peters’ No. 11, C SW SW, Section 
4-23-9, was spudding. The Finance Oil 
Co. and others’ No. 5, CEL SW, Section 
18-22-11, was spudding. The Sand 
Springs Home’s No. 5, C SW NE SW 
Section 31-20-11, was drilling at 12% 
feet. The Plains Petroleum Co.’s No, § 
CNL NE, Section 33-24-10, was spud 











Gilliland & Steel’s No. 2, NW cor 
NE NE, Section 11-22-10, was good for| 
1,200 bbls. naturally from sand at 2,212! 
28 feet. 

Other Completions 

The Evidence Oil Co.’s No. 2, C SB 
NW, Section 22-28-10, was abandoned} 
at 1,257 feet. The Owen-Osage Gas 
Co.’s No. 240, SW cor. SW NB, Section 
17-29-12, was dry at 1,710 feet. The 





Tuloma Oil Co.’s No. 17, CEL SW SE 
NE, Section 10-27-10, was dry at 1,343 
feet. Charles E. Burg’s No. 2, CWL 
SW SW NW, Section 31-26-12, was dry 
at 1,643 feet. The Plains Petroleum 
Co.’s No. 4, CNL NE NB, Section 33- 
24-10, made 40 bbls. after an 80-quart! 
shot at 1,378-98 feet. The Marland Re-| 
fining Co.’s No. 51, CEL NB, Section 
13-22-8, was dry at 1,732 feet. Peters 
and others’ No. 7, CSL NW SW NB, 
Section 6-22-9, made 30 bbls. after a 60- 
quart shot at 2,560-2,633 feet. The 
Lewis Oil Co.’s No. 4, CEL NW SE SW, 
Section 36-22-11, started at 50 bbls. after 
a 20-quart shot at 2,291-2,306 feet. The 
Devonian Oil Co.’s No. 1, CNL NE NW, 
Section 4-20-10, was dry at 2,095 feet., 
The Rex Pyramid Oil Co.’s No. 6, CEL 
SE NE, Section 26-23-10, made 35 bbls, 
after an 80-quart shot at 1,726-62 feet} 
The Phillips Petroleum Co. and the 
Skelly Oil Co.’s No. 10, C SE NW SE, 
Section 23-27-5, made 1,500 bbls. at 
2,982-3,037 feet. 

Creek County showed a marked de 
crease in the amount of new work, but 
several good wells were finished with the 
usual number of dry holes and smaller 
completions. The Carter Oil Co. had 
rigs on the ground for No. 3 Fulson, 
NE cor. SW SE, Section 5-15-8, and 
No. 2 Roberts, SW cor. NE SE, same 
section. Additional new rigs follow: 
Waite Phillips Co.’s No. 1 Harjo, SE 
cor SE NE, Section 24-17-8; the same 
company’s No. 1 Alec, NE cor. NE 8W,| 
Section 27-17-8; the same company’s No.| 
1 Cobb, NE cor. NW SB, Section 35-173), 
Carter Oil Co.’s No. 2 Grayson, NW 
cor. NW SE, Section 22-16-8; Laure 
Oil & Gas Co.’s No. 3 Knoll, NE cot. 
NE SW, same section; and the Bristov 
Producing Co.’s No. 3 McIntosh, NB; 
cor. NE SW, Section 29-15-10. 


Creek County Completions | 

The Transcontinental Oil Co.’s No. 1! 
Freeman, SE cor. SE SW, Section 1+ 
17-8, started off at 135 bbls. the first 2 
hours from sand at 3,084-92 feet. Tht 
Wolfe Oil Co.’s No. 1 Williams, SE co. 
NW SW, Section 30-17-10, was dry # 
3,127 feet. The Carter Oil Co.’s No.4 
McDermott, SE cor. SE SW, Section 16 
16-9, made 1,171 bbls. the first 24 hours 
from sands at 2,937-45 and 2,968- 
feet. The Glasgow Oil Co.’s No. 3 Wi 
liams, SW cor. SW SBE, Section 16-164, 
started at 250 bbls. naturally from sand 
at 2,952-95 feet. The Roxana Petrolew 
Corp.’s No. 3 McNac, SE cor. NE 8W, 
same section, was good for 100 bbls. froa 





(Continued on Page 104) 
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— First American well being drilled with Moore Derrick. Bull 

» Section team hauling of rig through heavy snows, deep mud and 

le Sand swamps into mountain regions. Erection by unskilled native 
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as spud ‘ ° ° ‘ 
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good for as first cost, are considerations upon which a Moore Der- 
at 2,212 ° ; ie ‘ ° 
di rick is chosen by the great majority of experienced drillers. 
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tion 33- tion, repeating the saving. f 
80-quart 
pte In erecting the derrick, there is a corresponding advantage 
to due to light weight as well as ease and simplicity of erec- 
dof tion. Note in the picture, the crew of swarthy natives who, 
ot. The probably for the first time in their lives, are put to the job 
a of erecting a derrick, and are doing it successfully. 
net. The 
iE NW, The Moore Derrick owes its supremacy to its tubular con- 
95 feet. struction—the tube being, by long odds, the strongest sec- 
° : = tion, pound for pound, of any material used for derrick 
62 feet, construction. 
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Numerous large completions in Norphlet district, between Smackover and 
El Dorado, resulted in increase in average daily production of 41,895 bbls. 
Field promises to eclipse Smackover. Half of 30 completions in Union County 
area had initial production in four figure class. Ouachita not so good. 


SHREVEPORT, La., June 18.—Sen- 
sational development in southern Arkan- 
sas has reached the stage where 10,000- 
bbl wells fail to cause a ripple of excite- 
ment and all effort seems to be concen- 
trated on the task of handling and dis- 
posing of the enormous production as 
pool after pooi is being discovered and 
developed. Section 10, in the Norph- 
let district, has become famous during 
the past few weeks as a result of its 
seemingly endless succession of big pro- 
ducers and the entire territory in this 
vicinity is being honeycombed with der- 
ricks. It is largely owing to new pro- 
duction in this section that the output of 
heavy oil in the Arkansas Field showed 
an increase of 41,895 bbls. a day during 
the past week. For the sake of conven- 
ience, production in the Norphlet district 
is designated as “Smackover” heavy, al- 
though .at present it is a distinct pool, 
about half way between Smackover and 
El Dorado and not connected with either 
district. 

The production record was broken dur- 
ing the past week when the daily average 
from the Arkansas Field reached 164,285 
bbls. a day, an increase of 42,515 bbls. 
over that of the previous week. North 
Louisiana production remained practical- 
ly unchanged, the total average of north 
Louisiana and Arkansas amounting to 
231,945 bbls. a day, distributed as fol- 
lows: 

North Louisiana 








GHOGe WG .nccccceccccccccesecece 8,425 
CEES BOOUY ccccccvcccccccvccccccces 2,325 
De Scto and Red River ..........+- 5,695 
- SF arr ree er 1,335 
EEE. open CereeeviCnewieace vase 32,965 
EE 0 cOsbia oe acblgaw-k 06:0 -bS: 6. Oe W.006 0 twee 10,915 
SE | 66:6:26 400005 600s 05 sddeeeotes 6,00 
ee ere ee 67,660 
South Arkansas 
Pe ED  Kbv nce encaeseuevedaceses 15,505 
SD 5 Beb6-668S sc rcv erseseneseewns 9,185 
GURGMOTER BGM .nccccccsescccscces 20,175 
EE CONE 6.6.6 0s:9:0:6:0's-dciee seen 117,170 
Ee ee eee 2,250 
0 164,285 
eee WO GIMCEICES 2... cccccwccesce 231,945 
GE TE. obo Setnwceceeceess 190,050 
CT eee re 41,895 


Smackover Outdone 


The Norphlet district, in the north end 
of Union County, Arkansas, bids fair to 
exceed in importance either the El Do- 
rado or Smackover Pools and the town 
of Norphlet itself is laying the founda- 
tions for a permanent and prosperous oil 
center. During the past 60 days, more 
than 50 wells have been completed in the 
Norphlet district, many of them coming 
in with an initial production of 10,000 
bbls. or more, 21 gravity oil, practically 
clear of salt water or b.s. 

An unusual feature of the Norphlet 
development is that the pool has been 
proven from the edges in, instead of the 
usual extension from a discovery well out, 
until the defined limits are reached. In 
this case producing wells were completed 
almost simultaneously on the north, 
south, east and west, which proved up 
an area 6 miles long and 4 miles wide, 
subsequent development having proved up 
the entire enclosure. 

Operators in the MNorphlet district 
have been saved the difficult experiences so 
frequently encountered by pioneers in a 
new pool, as in this case the develop- 


ment lies directly in line between the El 
Dorado and Smackover districts and pipe 
lines are well established throughout the 
entire producing area. Among the pipe 
line companies prepared to care for the 
production in the Norphlet Pool are the 
Shreveport-El Dorado Pipe Line Co., the 
Standard Oil Co., the Federal Petroleum 
Co., the Magnolia Oil Co., the Lion Oil 
& Refining Co., and the Penguin Oil Co., 
a subsidiary of the Union-Sulphur Co., 
of Texas. The Standard Oil Co. has a 
crew of 350 men employed on the con- 
struction of a tank farm and pipe line, 
building out of the Norphlet district, so 
extensive that it is expected it will take 
nine months to complete it. The Simms 
Oil Co. is also building a large tank farm 
and on all sides are seen evidences of 
the prodigious effort required by the pipe 
line companies to keep up with the rapid 
development of the field. 
Norphlet Spreading Out 

Norphlet is organizing a chamber of 
commerce and has filed incorporation pa- 
pers, the town site to include two entire 
sections. Operators from all over the 
country have been attracted to the new 
field and among the interests already es- 
tablished and operating in the Norphlet 
district are the Humphreys Petroleum 
Co., the Humble Oil & Refining Co., the 
Standard Oil Co. of Louisiana, The Texas 
Co., the Federal (Petroleum Corp., the 
Gladys Belle Oil Co., and Crawford & 
Sebastian. 

More than 100 buildings have gone up 
at Norphlet during the past 60 days, 
several new hotels are being built, nu- 
merous supply companies and big busi- 
ness houses have established branch stores 
and the railroads are making strenuous 
efforts to take care of the rapidly in- 
creasing business. A major part of the 
main business district of Norphlet has 
been bought up by enterprising individ- 
uals and is being leased at an average 
price of $2 per square foot. 

Sabine Parish Wildcat 

Deep drilling in Sabine Parish resulted 
in the development of a prospective pro- 
ducer in virgin territory nearly 10 miles 
southwest of the Pelican district. The 
well was originally drilled by the Gladys 
Bell-Belmont Oil Co., who, after drilling 
to a depth of 3,862 feet, gave up the 
undertaking and the property was taken 
over and refinanced by local capital and 
drilling continued under the direction of 
C. 'H. Lyons, trustee. The well had been 
standing for several months and when 
opened up and gone back into, about 10 
bbls. of 42 gravity oil was found in the 
hole. The development is similar to re- 
sults obtained by The Texas Co. in its 
Logan wells in the Pelican district, where 
many small pumpers of high gravity oil 
have been completed. These wells are 
generally regarded as seepage wells and 
indicate almost to a certainty the pres- 
ence of a mother pool somewhere in the 
neighborhood. Liner is being placed and 
drilling will be continued to the Wood- 
bine sand where a test will be made. 
Showings of gas and oil were obtained 
in this well both in the chalk rock and 
in the Blossom sands and its outcome 
will be watched with interest. The well 





is located on the Rains land in the south- 
east quarter of Section 33, Township 9, 
Range 11, and the oil was obtained at 
3,865 feet. 

Smackover District 

Union County Completions: Production 
exceeding even the unusually heavy rec- 
ord of the preceding week resulted from 
30 completions in the Union County area 
of the Smackover district during the 
past week. Of this number one-half were 
in the four figure class and only two 
were complete failures. 

The best well was Ballard No. 1, Sec- 
tion 10-16-15, brought in by the Oil Oper- 
ators Trust, with an estimated produc- 
tion of 6,000 bbls. at a depth of 2,005 
feet. In the same section, Sam Richard- 
son sompleted No. 1 L. Lawton, with 
5,000 bbls., at 2,085 feet, and the Fed- 
eral Petroleum Co.’s No. 4 J. A. Ballard 
also produced 5,000 bbls. at 2,020 feet. 
Other completions in this section are as 
follows: No. A-1 Lawton, by the A. & 
M. Oil Co., with 2,500 bbls. at 2,065 
feet; No. 1 Lawton, by Chew and others, 
with 3,500 bbls. at 2,081 feet; No. 1 J. 
H. Alphin, by the Gulf Refining Co., with 
2,500 bbls. at 2,005 feet, and No. 2 J. H. 
Alphin, with 3,000 bbls. at the same 
depth by the same company; and No. 1 
Pate, by the Humble Oil & Refining Co., 
with 3,500 bbls. at 2,005 feet. The Detroit 
Summerfield Oil Co. completed No. 6 
Moody, Section 17-17-14, bowing 600 bbls. 
at 2,165 feet. 

The Allday Drilling Co. completed No. 
1 Murphy, Section 15-16-15, with 1,00. 
bbls, at 2,070 feet. This production is 
being secured by swabbing and is un- 
usually high for that method. In the 
same section, another swabber was com- 
pleted by Page and associates, their No. 
1 Murphy, producing 400 bbls. from 2,040 
feet. This section also produced No. 1 
Murphy, completed by I. B. Heard, flow- 
ing 1,500 bbls. from 2,040 feet. Bement 
and others completed No. 1 E. G. Murphy, 
Section 21-16-15, flowing 700 bbls. at 
2,095 feet, and the same production was 
secured by Center and others in their 
No. 2 Morgan, Section 7-16-15, from 
2,015 feet. Crawford & Sebastian com- 
pleted No. 3 Giller, Section 14-16-15, with 
1,000 bbls. from 1,995 feet. 

In addition to the wells in Section 10- 
16-15, the Gulf Refining Co. completed 
the following: No. 6 Flenniken, Section 
5-16-15, with 1,800 bbls. at 1,995 feet; 
No. 1 T. C. Goodwin, Section 16-16-15, 
with 2,000 bbls. from 2,085 feet; No. 2 
Hardy Murphy, Section 4-16-15, with 10 
bbls. of oil and 15,000,000 feet of gas 
at 2,000 feet, and No. 5 Polk & Ezell, 
Section 16-17-14, pumping 60 bbls. from 
2,145 feet. 

The Magnolia Petroleum Co., after re- 
peated salt water tests, abandoned No. 1 
Hedgewood, Section 10-16-16, at 2,670 
feet after pulling casing. Another fail- 
ure was Burton No. 1, Section 28-18-15, 
abandoned at 2,145 feet by the McMurray 
drilling Co., with casing left in the hole. 
The Marion Oil Co. brought in No. 1 
Chappell, Section 19-17-14,.a pumper with 
110 bbls. completed at 2,185 feet. 

In Section 16-16-15, the McPherson Oil 
Co. completed No. 1 McRae at 2,064 feet, 
producing 15,000,000 feet of gas and 10 





Thursday, 


bbls. of oil, and the Sure Oil Co. cog. 
pleted No. 1 Rhodes at 2,085 feet ang 
No. 2 Rhodes at 2,100 feet, both swap. 
bing 1,000 bbls. The Sure Oil Co, alg 
completed No. 5 Brown, pumping 299 
bbls. from 2,170 feet and No. 6 Brown, 
pumping 125 bbls. from 2,170 feet, jp 
Section 20-17-14. Olvey and others com. 
pleted No. 1 Polk & Ezell, Section 1g 
17-14, flowing 200 bbls. from 2,165 feet. 
The Standard Oil Co. completed No, 3 
Alphin, Section 2-16-15, flowing 400 bbis, 
at 2,005 feet. The Sun Co. completed 
No. 1 Gaston, Section 5-16-16, flowing 
250 bbls. at 2,295 feet. Nye Wilson 
completed No. 1 Hughes, Section 10-16. 
16, pumping 50 bbls. from 2,095 feet, 
An interesting fact in connection with 
the completions in Section 10-16-15, is 
that the A. & M. Oil Co.’s well, No. A-1 
Lawton, has 65 per cent b.s. 
Drilling Operations 

Summary of operations in the Union 

County area of the Smackover district 


proves that new operations about equal} 
the number of completions and that ae. 


tivity for the past month has been main- 
tained at accurately the same standard, 
The Norphlet area. continues to main- 
tain the greatest interest with Section 10- 
16-15 probably holding the center, 

The A. & M. Oil Co., Section 10-16-15, 
has rig up for No. B-2 Lawton; is bail- 
ing to test at 2,032 feet in No. C-1 Law- 
ton and has started drilling in Nos. B-1 
and G2 Lawton. The Amerada Petro- 
Corp. is arranging to test at 2,295 feet 
in No. 1 Anderson, Section 5-16-16, and 
in the same section set 1214-inch at 120 
feet in No. 1 Calloway; is drilling at 
1,120 feet in No. 2 A. W. Giller and has 
started drilling Nos. 3 and 4 A. W. Giller 
and is drilling at 1,020 feet in No. 1 
Lyell. Anderson and others have started 
drilling No. 1 Goodwin, Section 5-16-15. 
The Arkado Oil Co. is drilling in shale 
at 1,400 feet in No. 2 Morgan; at 530 
feet im sand in No. 3 and at 820 feet in 
No. 4 Morgan, Section 7-16-15. 

Benninger and others set 6-inch at 
2,125 feet in No. A-2 Aleen, Section 1% 
17-14, and in the same section are bail- 
ing casing at 2,110 feet in No. 3 Allen. 
The Big Four Oil Co. is drilling in gumbo 
at 2,820 feet in No. 1 Rogers, Section 
17-18-17. Bondurant and others are 
drilling at 1,500 feet in No. 1 Clark, Seec- 
tion 34-17-12, and are pulling liner to 
drill deeper in No. 1 Stegell, Section 3- 
18-12, which tested dry at 2,440 feet. 
Arch Brewer is drilling at 800 feet in No. 
1H. R. Murphy, Section 15-16-15. Brod- 
erick & Calvert have rig up for No. 2 
Bradford, Section 8-16-16, and in the 
same section have set 6-inch at 1,820 feet 
in No. 1 Murphy. 

Chandler and others are drilling at 
1,040 feet in No. 2 Cook, Section 16-16 
15. Chew and others have derrick pat- 
tern on No. 2 Lawton, Section 10-16-15. 
Clark & Greer are running roller bit and 
drilling in rock at 1,410 feet in No. 1 
Roseboom, Section 7-17-14. Clark and 
Melat are drilling in shale at 1,080 feet 
in No. 1 Wells, Section 15-16-15, and 
in the same section have rig up for No. 3 
Wells. Coleman and others have tempo 
rarily abandoned No. 8 Pendleton, Sec 
tion 21-1815, which tested dry at 2,160 
feet. The Corby Syndicate is drilling in 
gumbo at 1,820 feet in No. 1 Childs, Se 
tion 8-16-16. Crawford & Sebastian have 
temporarily abandoned No. 1 Harris, 
Section 16-16-16, at 2,390 feet. They 
have started drilling No. 4 Giller, Sec 
tion 14-16-15, and set 65¢-inch at 1,835 
feet in No. 1 Graves, Section 3-16-15. 

Other Operations 

The Del-Ark Production Co. is drilling 
at 1,750 feet in No. 1.J. H. Alphin, Se 
tion 10-16-15. Detroit Summerfield Oil 
Co. is waiting for standard rig at 2,150 
feet in No. 3 Moody, Section 17-17-14 
Dickson & Springer lost casing seat at 
2,300 feet in No. 2 Burton, Section 1+ 
16-17, and recemented 84-inch casing 
Doan and others set 6-inch at 2,140 feet 
in No. 1 Tatum, Section 7-16-15, and i 
the same section have started drilling No. 
2 Tatum. The Dunn Oil Co. set 6i 

(Continued on Page 110) 
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Bessemerize Your Equipment and Get- 











PHILS 


_)) Take alue 
eee the largest and best equip- 


ped plant building oil field 
engines (less than one-third 
shown in illustration ) 


Plus 


twenty-five years of 
concentrated study in 
perfecting designs and 
construction 


Plus 


the practical first-hand ex- 
‘perience gained through 


ag ner 26,000 installations of 
quipment Bessemer engines 

Bessemer Oil Field 

Engines 

Standard Reverse 

Clutches. Plus 


Type S-G Clutch, 
newest improved 
Bessemer equipment. 


Commercial Gas 


acomplete engineering staff 
organized to give expert and 


Baginee, up-to-date counsel on all 
— problems of installation 
Gas or Vacuum and operation 

Pumps. 


Direct Gas Engine 
Driven Pumps. 
Direct Gas Engine 
Driven Compressors. 
Belted Compressors. 
Combination Oil and 
Gas Engines. 

Oil Engines. 
Complete Gasoline 
Plants. 


and you get 
full value for every dollar 
invested plus assurance of 


complete satisfaction. 


If you use any of the products listed atthe ,« 
left specify Bessemer and you'll buy the best 


THE BESSEMER GAS ENGINE COMPANY 
52 York St. Grove City, Pa. 


BESSEMER 


VACUUM PUMPS — ROLLER PUMPING POWERS 








BESSEMER OIL FIELD ENGINES — COMPRESSORS 
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The Texas Co.’s No. 271 Waggoner, Rio Bravo Pool, South Electra, makes 
271 bbls. Swensondale Oil Co.’s No. 27 Swenson, Stephens County, 150 bbls. 
White Oil Co.’s No. 8 K. & K., 150 bbls., and Texhoma Oil Co.’s No. 12 E. 
Ferguson, 125 bbls., Archer County wildcats. 


FORT WORTH, Tex., June 18.—In 
spite of the torrential rains that fell 
almost every day last week in all sec- 
tions of the North Central Texas Field, 
the daily production for the field in- 
creased 1,455 bbls. over the preceding 
week. The Burkburnett Pool made the 
largest gain, 1,800 bbls. daily, Stephens 
County the greatest loss, 960 bbls. daily. 
Total production for the field 140,035, 
against 138,580 bbls. daily for the pre- 
ceding week. 

Reagan County 

The Texon Oil & Land Co.’s No. 1 
Texas University lands continues to be 
the “high light’ of the field. The test 
drilled the cap rock on May 28. The 
production has not yet been gauged. It 
is estimated to be flowing from 40 to 
100 bbls. Whether the producing for- 
mation is a lime or a sand is not known. 
The oil has been tested as low as 33 and 
as high as 38, the producing level being 
from 3,045 to 3,050 feet. The oil emits 
a strong sulphur odor, is heavier and 
darker than the light oil of the North 
Central Texas Field. Its nineteenth flow 
is reported lasting almost an hour and 
estimated around 75 bbls.. Experienced 
operators are divided on what the well 
will make, though all the big companies 
have bought or will buy protection per- 
mits. Its importance will~be determined 
when the producing formation is known. 
If the oil is from a lime, it may be a 
crevice, similar to the Hilburn Pool in 
Eastland County. If from a sand it 
should define itself on size and produc- 
tion with the completion of the first 
offset. The main criticism is the heavy 
sulphur odor, a certain indication of sul- 
phur water, but there is over 300 feet 
of open hole and when properly cased 
from top to bottom the sulphur water 
may be separated. It is reported a full 
string of 65,-inch casing from Eastland 
has reached the well and landing it to 
the bottom, 3,050 feet, to close 322 feet 
of open hole, will begin immediately, 
when drilling in and cempletion will be 
made. 

The well is over 125 miles southwest 
from production, Mitchell County being 
the nearest. It is reported the Texon 
Co. has placed orders for three rigs to 
start offset tests at once. 

Stephens County 

Operating activities in this section are 
decidely slow compared to 60 days ago. 
For three weeks no new locations have 
been made and the number of drilling 
tests has decreased. 

‘Production is considerably more than 
a month ago, the increase being some- 
thing like 5,000 bbls. daily. The aver- 
age daily production for the past week 
is given at 33,480 bblis., or within 12,000 
bbls. of the average 18 months ago. 

Work has started on the carbon black 
plant of the Texas Carbon Industries Co. 
being erected by Bert Blain and asso- 
ciates on the Ackers land 3 miles north 
of Breckenridge. It is to cost approxi- 
mately $500,000. expected to be com- 
pleted within 90 days, will be the second 
of its kind in the State. It will be of 
the modern channel type and will con- 
sume about 12,000,000 feet of gas daily. 

A new-shallow sand has been encoun- 


tered at 1,400 feet in the test on the R. 
Q. Lee farm near Caddo in the eastern 
part of the county, being drilled by R. 
(). Lee, Jr., and associates. It was orig- 
inally started to the 1,900-foot level, but 
at 1,400 feet a strong flow of gas was 


found which made 7,000,000 feet and 
sprayed considerable oil. 
A small number of completions were 


reported for the week, the largest ini- 
tial producer being the Swensondale Oil 
Co.’s No. 27 Swenson for 150 bbls. ut 
1,825 feet. 

Young County 

While development is slow in _ this 
county, there is considerable drilling. A 
number of derricks are erecting and some 
new locations have been made in the 
past 10 days. 

South Bend’s new sensation, the North 
American Oil Co.’s No. 10 B. F. Scott, 
is being connected with the lines of the 
Ranger Gas Co. It blew in making 15,- 
000,000 feet of gas and spraying oil from 
3.952 feet, and is considered an impor- 
tant test. On account of market con- 
ditions, it will not be drilled for oil pro- 
duction now. It is thought the well will 
blow itself in and become a good oil pro- 
ducer. It had been a consistent 100- 
bbl. producer from the 2,200-foot sand 
for nearly a year but was recently drilled 
deeper. 

The Sun Oil Co.’s No. 1 Whittenburg, 
encountered the pay at 3,977 feet, show- 
ing for a good producer. One mile east 
of Graham, the Whitehead and others’ 
No. 1 Johnson picked up a good oil sand 
and made a number of flows; still fish- 
ing for tools caught in a cave. 

Eastland County 

small completions were _ re- 
ported and some important tests, princi- 
pally in wildcat sections, are showing 
for production. A few tests are starting 
but general development can be classi- 
field as slow. 

The new Southern Casinghead gasvline 
plant, just completed 8 miles east of 
Eastland, started Saturday. The plant 
cost $150,000. <A railroad spur will be 
built to the plant which will have a ca- 
pacity of about 5,000,000 feet of gas 
daily. 

The Turner & Clayton No. 1 Jones, 2 
miles northwest of Eastland, is not yet 
completed. It is on the western side of 
the lake field but is not producing from 
the lake sand, but 100 feet deeper from 
the Marble Falls formation. Pay sand 
was struck at 3,305 feet and only drilled 
a few feet and shut down for storage and 
pipe line connection. It is flowing by 
heads with a strong gas pressure. 

G. W. Handlin and others’ No. 1 Earp 
near Okra, about 20 miles south of East- 
land, in wildeat territory, has struck a 
sand at 3,000 feet that corresponds to 
the lake sand in the Eastland Field. It 
is shut down and storage is being erected. 
It will be given a shot. It is believed 
it will be good for around 100 bbls. a 
day. The wildcat test of Gholson and 
others, No. 1 Wood, 4 miles east of 
Eastland, is reported showing gas and 
oil on top of a sand at 3,067 feet, caus- 
ing considerable interest. The test is 
in a territory not drilled for several 


Several 


years. If it turns out a producer it 
will open a new field. 

There should be two new completions 
in the field north of Eastland within a 
few days. The States Oil Corp. is pull- 
ing big pipe on two wells before drilling 
in. At the No. 5 Dooley, 7 miles north 
of town, drilling has started after smali 
casing was run at 3,365 feet and within 
50 to 75 feet a producer is expected. 

The States’ No. 2 Goen, 5 miles north 
of Eastland, is down below the 3,300- 
foot level, and the production around 
3,450 feet is expected to be picked up 
within 50 to 75 feet. 

Near Important Depth 

Tom Dees and others’ No. 1 Gray, 6 
miles southwest of Eastland, is nearing 
an important depth. Started by the Car- 
De-Zone Oil Co. and taken over by Dees 
and associates, it is below 3,200 feet 
and pay is expected at from 3,300 to 
3,350 feet. 

Northeast of Ranger, Andy Urban and 
others’ No. 1 Williamson struck top of 
the lime below 3,000 feet, showing for a 
producer. 

The Herbert Oil Co.’s No. 1 Lay, 4 
miles southwest of Gorman, is reported 
to have hit a good oil sand at 2,760 feet. 
It is only 1 mile south of the Kirk- 
patrick well on the Boone tract, produc- 
ing from a sand found at 3,300 feet. 
Small casing has been set and the well 
is estimated good for 100 bbls per day. 

The Magnolia Petroleum Co. has com- 
pleted No. 15 Westmoreland, estimated 
at 105 bbls. daily. 

Pioneer reports one near completion 
for the week. The Texas Co.’s No. 1 
Morgan, making 40 bbls. from the 2,500- 
foot sand. It is farther north than any 
well in the field and opens up new acre- 
age. 

Completion of a 200-bbl. well at 680 
feet in the Sedwick Pool by Ibach and 
others is reported from Moran. The well, 
on the Broadfoot lease, is flowing natu- 
ral, having the largest flush production 
of any well in that immediate territory. 

(Indications point to new activity near 
Moran during the summer. ‘The Diller 
ranch, southwest, seems slated for a play, 
while the Snyder ranch west and the Dyer 
lands southeast will be exploited. The 
Clancey-Fielder Drilling Co. is reported 
to have closed a deal for 500 acres of 
the Diller ranch in Blocks 49 and 52, 
Lunatic Asylum lands, and will start 
drilling to test sands supposed to exist 
around 1,200 feet. 


Archer County 

A heavy rain over all sections of Archer 
County early in the week insures plenty 
of water for field work for some time. 

The county completed its usual quota 
of producers, with a number of dry holes 
in proven and wildcat territories; the 
number of wildeats drilling and tests 
starting in unproven territory should 
show a decided increase during the sum- 
mer. 

The south part of the county sur- 
rounding the Swastika tests, activity is 
being shown in drilling tests and the 
spudding in of others is almost of a daily 
occurrence. 

Near the Minchew well on the Wilmot 
land several tests are drilling. The dis- 
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covery well which has shown some wate 
was cleaned out and is expected to , 
placed on the pump. 

The Swastika Oil Syndicate has abgp. 
doned No. 1-B Richardson as dry at 2, 
feet. The rig was moved to the Sanfori 
lease, 5 miles southeast of Olney, anj 
has spudded in. The same company’s 
No. 1 Pitts Neal, 5 miles due north 
Olney, is drilling around 1,400 feet, ep. 
ing ahead frequently and expecting ty 
pick up the pay sand any time. 

The well of the Lee Wilson-Eurey 
Drilling Co.’s No. 1 Richardson, two }p. 
cations to the west of the discovery ye 
in the Swastica district, offsetting thy 
same company’s No. 1-B producer 
the north, drilled the plug out and show 
salt water. 

The Texas Co.’s No. 1 Richards 
Swastika Field, is setting and cementiy, 
8-inch casing at 1,326 feet. The con 
showed a quantity of rich sand. 

Contracts are being signed for a 2,0m 
foot test 3 miles west of Megargel. Sey. 
eral drilling contracts are being arrange 
by landowners south of the town. [ 
Baylor County, a test is to be drilled 
the block immediately south of Westove 

Present plans of the Swastika Oil Sy 
dicate operating in southwestern Arche 
County, call for at least 17 wells » 
leases in the Swastika Field. 

Burkburnett-Hirschi ‘ 

One good producer, the Sun Oil Co: 
No. 11 Hirschi, was reported for th 
week. In the shallow fields south ani 
southeast of Burkburnett, tests are drill 
ing on the proven leases. 

In the Hirschi district, the Pigg & 
Murchison No. 1 Allen-Foster in Blod 
833 is rigging up and will offset Boi 
Waggoner’s wells on the east. 

Wichita-Electra 

The Electra district is showing i 
creased activity with several new pro 
ducers, while promise of further increase 
was given by heavy rains, which refilled 
the tanks. The water situation had bh 
come acute in Wichita County. 

After bringing in several small pump 
ers from the 2,170 to 2,200-foot lime it 
Scuth Electra, The Texas Co. complete 
a good well in this deep lime, shale ani 
sand pay. The No. 271 Waggoner, i 
the pool known as the Rio Bravo, Sectin 
31, is flowing and swabbing approt 
mately 465 bbls. daily. It is on the pre 
ent east line of production on The Texa) 
Co.’s Waggoner, H. & T. C. survey, (i 
interest because of its large production 
as good as the larger wells in the 1,90) 
foot sands, the best producing level ij 
this pool to date. 

S. S. Kouri is rigging up for a dee 
test on the Perry Browning farm, 2 mile 
southeast of Lake Wichita, in Arecbe 
County, a section attracting attention be 
cause of showings in nearby tests. 

Two more wells have started in th 
general vicinity of the Knox Finley De 
velopment Co.’s No. 1 Saner shallow pr 
ducer in Clay County. It is the discor 
ery well and deepened slightly, increasé 
its production materially. 

Panhandle Territory 

The Whittington and others’ No. ! 
Sanford, in south Hutchinson Count} 
which extended the field 10 miles nort? 
west on June 2, when the drill scratched 
the pay and oil gushed over the top, ¥% 
opened wide. It flowed at the rate 
20 bbls. per hour through a 25-foot bride, 
in the bottom of the 3,075-foot holt 
While cleaning out the bridge, the “bi! 
wheel” collapsed and permitted the tools 
to drop 40 feet to the bottom. The brids# 
is caused from caving in 98 feet of ope 
hole below 2,900 feet. ad 

The derrick equipment was repallé 
and drillers started cleaning out to dt 
deeper. Operators who witnessed the for 
predict the well may make a 500-bbl pr 
ducer. Five hundred bbls. of storage 
the lease has been filled. 

Completions reported in the Burkbit 
nett and Hirschi Pools are the Bald™ 








Brothers’ No. 10-C Kennedy, 10 bbls. § 
984 feet; Fort Dearborn Oil Co.'s No. 
Eads, 10 bbls. at 860 feet ; the Gulf Pt 

(Continued on Page 38). 






































a | 


hursday 


Me water 
ted to by 


has abap 
y at 20 
P Sanfor 
Iney, an 
‘OM pany's 
North of 
feet, Cor. 
ecting { 


n-Eurek 
1, two i 
very wel 
tting the 
ducer ¢ 
id showei 


chardson 
ementing 
The con 
1. 

>a 2,00 
gel. Sey 
arrange 
wh, | 

lrilled « 

V estover 
Oil Syn} 
mn Arche 

wells 


Oil Co 
for tl 
uth ap 
are dril 


Pigg & 
in Block 
set Boil 





ving in 
ew pre 
increase 
1 refilled 
had be 


1 pump 
lime i 
»mplete 
tale an 
oner, 
Secti 
approx 
he pres 
e Texe 
rvey, 
ductior 
e 1,90 
level i 





a dee 
2 mile 
‘avehdl 
ition b 
& 3 
in tl 
ley De 
low pr 
disco 
crease 


urkbut 
,aldwi 
pbis. 84 
No. i) 
If Pre 













june 21, 1923. 








What the Complete Perfection 
Vapor Pressure Battery Does 


Holds the gravity of oil at its highest 
and thus earns gravity premiums. 


Saves clean dry gas for lease fuel, or 
for gasoline purposes. No oil is lost 
with the gas. 


Stops all gaugeable exaporation losses. 
This loss may be as much as four bar- 
rels to the hundred of production. 


Increases net cash returns from pro- 
duction so considerably as to quickly 
pay for Vapor Pressure Tankage. As 
one producer has said, “The Only 
Tank That Never Cost Me a Nickel.” 


Black Sivalls 





BARTLESVILLE ORLAHOM A 


THE OIL AND GAS JOURNAL 


ERFECTION 














homa, 


A big, basic fundamental business like the oil industry can 
never go to smash completely. There always will be dark 
days like the present, but such a period is bound to be only 
temporary. 


The dawn may be here before we realize it. The report on 
consumption and production of gasoline for the first quarter 
of 1923 has just been made public and shows while produc- 
tion gained 37 per cent over the same space of time in 1922, 
consumption forged to the front fully 40 per cent. 


And in a season, too, admittedly the poorest motoring 
weather in years! 


We join with all other organizations in urging oil producers 
to be conservative—don’t drill in wells needlessly; conserve 
every bit of your crude that’s being pumped. 


Your conservation campaign, of course, is not complete 
without installation of Perfection Vapor Pressure Tanks on 
your lease. 


They are deadly enemies of evaporation—the direct cause 
of your heaviest losses in storage, both as to quality and 
gravity. 


Better still, those tanks will not cost you a cent—the saving 
effected makes that possible. 


Get in touch with our representative in your locality today. 
He has ample stocks on hand. 


“The Tank That Pays Daily Dividends’”’ 


“31 uC- 





tion Vapor 
sure Tanks in Ton- 
kawa Field, Okla- 


VAPOR PRESSURE TANKS 


WOOD, AND BOLTED STEEL TANKS 


Battery of Perfec- 


Pres- 


“Its Darkest Before the Dawn” 
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Gulf Coast Oil Operations 


THE OIL AND GAS JOURNAL 


By P. L. Mc@GREAL 


The Texas Co.’s No. 10, Robinson, Blue Ridge, flowing 3,500 bbls. and the 
Sun Oil Co.’s No. 3 Gunstream, Orange Pool, increased from 2,000 to 4;600 
bbls, chiefly responsible for increase in daily average gross production for 
the week. Reagan County well heading, flowing 60 to 70 bbls. for 40 minutes. 


HOUSTON, Tex., June 16.—The esti- 
mated daily average gross production for 
the week is placed at 104,070 bbls. against 
an estimate of 102,550 bbls. for last 
week. This includes ths Gulf Coast 
proper, the Laredo and Somerset districts 
and Milam County. The estimate for the 
coastal heavy gravity pools alone is 
placed at 97,010 bbls. compared with 
95,430 bbls. last week. 

A well flowing 3.500 bbls. at Blue 
Ridge and smaller completions in other 
pools are responsible for the increase. 

The estimate for each pool is as fol- 
lows: 

District— 








BEBOR ccccccccccccccccccccccccccece 1,320 
ME TED oe cccvcccesccccocseceecee 1,575 
» | rer rere rere rr ee 325 
ED: 6866.5. 06009020600 oerveHedwe 60 
BPOMIOD TEOGRE 2 ncccccccccccccccovee 2,615 
Edgerly 685 
Goose Creek 
Humble 
a eee 
Jennings . 

Markham 

Orange 

Pierce Junction 

IE. id a eiOe: 6d. 0 eee: erk wheel e eas 850 
Kae eee Kees Oa bead ees 0:606O8 1.670 
BP BD cecescceccsscscvcececeees 6.550 
Somerset and Piedras Pintas ....... 3,340 
ED. heb 04-0: m8 ib 6 6. 4-0:5-4-6:6:00-0:60-:05-0048 5,960 
Welsh and Anse La Bute .......... 9 
errr ee 18,610 
Miscellaneous, includes Laredo, Mi- 

lam County, Nacogdoches, Big 

Creek, High Island and other places 3,720 

 .4.6:0:58605606-4-06095.000664066608 104,070 


Gusher at Blue Ridge 


The well at Blue Ridge is The Texas 
Co.’s No. 10 Robinson on the northwest 
side of the dome, completed at 3,890 feet 
with 30 feet of 6-inch screen set. It is 
21 gravity crude. It is located 2,500 
feet north and west from the original well 
on that side that blew in and then 
sanded and was never recovered. It came 
in Thursday morning. The Sun Oil Co.’s 
No. 3 Gunstream, on the south side of 
the Orange Pool, increased its flow from 

. 2,000 bbls. last week to 4,600 bbls. this 
week from 3,475 feet, which also helped 
to make the increase in the gross output. 

The Sun Oil Co.’s No. 1 B. & O. at 
High Island, in Galveston County, a semi- 
wildcat reported last week as making 800 
to 1,000 bbls at 2,160 feet, went to water 
during the week and quit flowing. It is 
being worked over. The Texas Co, aban- 
doned No. 2 Sheffield, on the northeast 
side of the Barber Hill Dome, at 2,260 
feet. A location has been made for No. 
3 500 feet east from No. 2. The com- 
pany may go back into No. 1 Scott on 
the north side and try to deepen from 
4,100 feet, where it was abandoned some 
time ago. 

At Damon Mound, the Sinclair Oil & 
Gas Co.’s No. 3 Mock pumped 75 bbls. 
at 3,415 feet. Its No. 29 Bryan is a 
pumper at 2,245 feet and No. 18 Jack- 
son is being rigged to pump at 3,500 feet. 
The company abandoned No. 6 Becker in 
heaving shale at 2,935 feet and is pre- 
paring to abandon No. 16 Jackson at 
2,850 feet. No. 19 Masterson is drilling 
in sandy shale at 2,695 feet and derrick 
is being erected for No. 7 Becker, 100 
feet north from No. 1 Becker. The South- 
ern Petroleum Co. is still trying to clear 
the sand from No. 2 Norton, which shows 

for a pumper. 

The Grubstake Investment Co.’s No. 
1, 11 miles west of Three Rivers, Mc- 


Mullen County, is reported swabbing 25 
to 35 bbls. per day at 748 feet. De 
Lange, Eisor & Co. abandoned No. 1 
Tom, southeast of Campbellton, Atascosa 
County, at 3,020 feet and made a loca- 
tion for No. 2, 50 feet east. The Hum- 
ble Oil & Refining Co.’s No. 1, southeast 
of Kingsville, Kleberg County, is bailing 
at 3,600 feet, showing oil and gas. 

Casing is being run in the Texon Oil 
& Land Co.’s No. 1 University land, near 
Santa Rita, Reagan County, in far west 
Texas, at 3,055 feet. This test is re- 
ported heading from time to time and 
flowing from 60 to 70 bbls. for 40 min- 
utes at a time. The oil is green in color 
and tests 36 gravity. The location is in 
a sparsely settled section and accurate 
information is hard to get. 


Laredo District 


Completions in the Mirando City-Schott 
Field in Webb County included the Mag- 
nolia Petroleum Co.’s No. 11, rated at 
150 bbls., at 1,645 feet, and the Rydal 
Oil Co.’s No. 7, good for 100 bbls. The 
Dixie Oil Co.’s No. 7 is making 50 bbls. 
and the Schott Oil Co.’s No. 16 is a 
gasser. The Olsan Oil Co.’s No. 2 Naslo 
is credited with 200 bbls. at 1,716 feet. 
In the Aviator Field, the Rio Grande 
Oil Co.’s No. 5 Puigg is rated at 100 
bbls. initial at 1,660 feet. 

In territory outside of the pools, The 
Texas Co. abandoned No. 1 Theilman, 
southwest of Brenham, Washington 
County, at 1,885 feet, and made a loca- 
tion for No. 2. In Liberty County, the 
Gulf Coast Royalty Co.’s No. 1 Yount 
is below 2,350 feet. The Midwest Texas 
Oil Co.’s No. 1 Dolen, 7 miles north of 
Davis Hill, is drilling at 476 feet, test- 
ing for dome formations. In Chambers 
County, the Roxana Petroleum Co. is 
drilling shallow holes for dome forma- 
tions on the White ranch. R. E. Brooks, 
Jr., is below 2,000 feet near the junction 
of Liberty County and Nichols and 
Rosenthal, of Houston, are starting 10 
miles east of Anahuac. The West 
Prince Oil Co. is rigging No. 1 Choate 
in Jefferson County. 

In Orange County, Stark and associ- 
ates are rigging 5 miles southeast of the 
Orange Pool. The Orange Production 
Co. is starting at Gum Island, 5 miles 
west of the city of Orange. Paggi Broth- 
ers, of Beaumont, have rigged No. 1 in 
the shallow sand section of Angelina 
County, where H. C. Jennings is drill- 
ing No. 4. He has completed a gravity 
line to the railroad and will ship the 
product from this three shallow wells 
by tank cars. 

The West Production Co.’s No. 1 
Baer, 3 miles south of Seguin, is drilling 
at 815 feet. The Derrick Oil & Gas Co.'s 
No. 1, 9 miles west of Bastrop, is around 
545 feet. The test near the mouth of 
Caney Creek, on the Gulf, in Matagorda 
County, is below 775 feet. The Acorn 
Oil & Gas Co. is drilling near Alice be- 
low 1,100 feet. 


Other Operations 

At High Island, where the Sun Oil 
Co. is trying to work over No. 1 Brous- 
sard & Ohme, it is also drilling No. 1 
Guidry. The Yount-Lee Oil Co.’s No. 
1 Broussard is drilling on the northeast 
side of the dome and the High Island Oil 
Co. is drilling a shallow test on top of the 


hill. The Gulf Coast Development Co.’s 
No. 1 is around 3,600 feet, 2 miles north 
of the dome. 

In the Big Creek district in Fort Bend 
County, the Gulf Production Co. and 
Snowden & McSweeney’s No. 6 Davis is 
at 2,390 feet and No. 5 Wheat is around 
2,600 feet. The Oil Production Co. is 
setting 84-inch casing in No. 2 Ahlers 
at 1,875 feet. Roch and associates are 
deepening No. 1 Ahlers from 2,400 feet. 
H. T. Staiti’s- No. 1 Jeserk is around 
700 feet. 

At Stratton Ridge in Brazoria County, 
another semideveloped dome, the Free- 
port Sulphur Co.’s No. 11 Dannebaum 
is setting 65-inch casing at 4,110 feet 
and drilling No. 3 Seaburn at 3,600 feet. 
The Fairchild Petroleum Co.’s_ Noal 
Boggs is sidetracking and the Gulf Roy- 
alty Co.’s No. 6 Seaburn is idle. At Big 
Hill in Jefferson County, the Houston 
Oil Co. is preparing to drill in No. 5 
Pipkin at 1,516 feet. The joint No. 2 
Staiti, by the Houston Oil Co. and Hig- 
gins Oil & Fuel Co., is around 1,550 feet. 

At Barber Hill, S. J. Hindman aban- 
doned No. 1 Fisher at 1,150 feet. The 
Humble Oil & Refining Co.’s No. 2 B. & 
F. is fishing at 3,500 feet and No. 3 is 
drilling at 2,516 feet. Mills Bennett’s 
No. 1 Barrow is around 3,400 feet. The 
Coastal Oil Fields Co. is deepening No. 
1 fee. These are on the southwest side 
of the dome. S. J. Hindman is starting 
No. 1 Shear on the east side. 

In the Pools 

The Gulf Production Co.’s No. 7 
Phoenix in the Hull Pool responded to 
a work-over operation by flowing 500 
bbls. at 1,750 feet. The Higgins Oil & 
Fuel Co.’s No. 2 Taylor is a 150 bbl. 
well at 2,985 feet. The Humble Oil & 
Refining Co.’s No. 7 Guedry is bailing at 
3,010 feet. 

On the west side of the dome, The 
Texas and Vacuum Oil Cos.’ joint No. 1 
Hannah is at 1,545 feet. The Higgins 
Oil & Fuel Co.’s No. 3 Taylor is below 
2,700 feet and No. 4 is drilling at 565 
feet. The Mecom Oil Co.’s No. 4 Mecom 
is at 3,335 feet and the Link Oil Co.’s 
No. 3 Reviere at 2,235 feet. The Hous- 
ton Production Co.’s No. 2 Taylor is 
drilling at 1,765 feet. The Monarch Oil 
Co.’s No. 7 Abel is below 600 feet. No. 
1 Miller is at 650 feet. The Crain Oil 
Co.’s No. 1 Camp is at 3,090 feet. Thomp- 
son and others’ No. 1 Ray is around 
1,765 feet. The Humble Oil & Refining 
Co.’s No. 7 Abel is at 1,265 feet. The 
Gulf Co. is deepening No. 10 Morris- 
Phillips. 

On the north side of the hill, the 
Yount-Lee Oil Co.’s No. 6 Merchant is 
shut down at 4,060 feet and No. 8 is 
drilling at 1,565 feet. On the east side 
the Republic Production Co.’s No. 58 
Dolbear is drilling below 2,235 feet. No. 
64 is showing oil at 645 feet in a cap 
rock and a derrick is standing for No. 
65. The Champion Oil Co.’s No. 3-A 
Phoenix is drilling at .3,409 feet. On the 
south side, the Humble Oil & Refining 
Co.’s No. 8 Guedry is working over. The 
Gulf Co.’s No. 1 Harrison is below 1,765 
feet. The Sun Co.’s No. 9 Carr is at 
645 feet. The T. W. & P. Co. is drilling 
No. 5 Carr at 875 feet. 

In the Orange Pool, the Rycade Oil 
Co,’s ‘No. 1. State land, on the banks of 





Smith are working over. 
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Cow Bayou, is flowing by heads after g 
work-over at 3,325 feet. The Kishi De 
velopment Co. is drilling in No. 1 Tj. 
lery at 3,350 feet and the Humbie Oj] ¢ 
Refining Co. is setting strainer in No, 9 
Winifree at 3,800 feet. The Gulf Pro. 
duction Co.’s No. 11 Hager fee, on the 
east side of Cow Bayou, is a gasser at 
3,400 feet. 

The Sun Oil Co. is still trying to bring 
in No. 1 Kato, located three-fourths of 
a mile northeast of production, at 3,210 
feet. The same company’s No. 2 Brown, 
southeast of production, is drilling at 
2,875 feet. It is deepening No. 1 Bellisle. 
The Republic Production Co. is rigging 
No. 1 Garner, near the Kato lease. Qp 
the east side of the bayou, the Kishi Co,’s 
No. 4 McGuire shows oil at 3,115 feet. 
On the northwest side of the pool, the 
Kishi Co.’s’ No. 3 Kishi-Lang is working 
over at 4,265 feet and No. 1 Bland is 
rigging to work over. The same company’s 
No. 1 Smith-Foreman, in the old part 
of the pool, is drilling at 3,618 feet. The 
Sinclair Oil & Gas Co.’s No. 6 Granger 
is below 1,000 feet and the Supreme Oil 
Co.’s No. 3 Jackson below 3,255 feet. The 
National Petroleum Co.’s No. 1 Wini- 
free is drilling at 2,107 feet. Old holes 
are being worked over by the Gulf Pro. 
duction Co., Humble Oil & Refining Co., 
Mutual Oil Co., Atlantic Producing Co, 
Edgerly Petroleum Co. and Brownie 
Babbittee Oil Co. 

Hardin County Pools 

In the Batson Pool, The Texas Co.’s 
No. 1 Autry is around 900 feet and the 
Reliance Oil Co.’s No. 35 Knight at 900 
feet. The Kirby Petroleum Co. is work- 
ing over No. 10 Milhome. The Gulf Co. 
is rigging No. 9 Phoenix fee, the Duetser 
Oil Co. No. 3 trustee and the Sun Oil Co. 
No. 71 Hooks. 


In the Sour Lake Pool, the Lake View 
Oil Co.’s No. 35 Hardin is a pumper at 
1,450 feet. Its No. 27 is working over 
and No. 34 drilling around 2,000 feet 
with derricks standing for Nos. 33 and 
386. The Mystery Oil Co. has a location 
for No. 2 Minor. The Minor Oil Co. is 
deepening No. 69 fee and White and oth- 
ers’ No. 1 Minor is a fishing job. The 
Hart Oil Co. is plugging back in No. 1 
Minor from 2,020 feet. The Sun Oil Co.'s 
No. 57 B. & E. is around 2,000 feet. The 
Gulf Production Co.’s No. 59 Hardin is 
at 1,235 feet and No. 61 below 1,200 
feet. The Humble Oil & Refining Co. 
has a derrick up for No. 37 Hardin. 

The proposed deep test of the Ame- 
rada Petroleum Corp. on the northeast 
side of the Spindletop Pool is side track- 
ing from 3,700 feet. In the Markham 
Pool, the Rycade Oil Co.’s No. 1 Hudson 
is at 1,900 feet. The Monarch Syndi- 
cate’s No. 1 Hawk is below 2,100 feet. 


At Pierce Junction, the Humble Oil & 
Refining Co.’s No. 9 Texas-Dooley was 
worked over into a 50-bbl. well at 2,840 
feet. No. 3 Dooley is drilling at 3,600 
feet. No. 3 Whitehead is below 1,650 
feet and No. 5 Fitzmaurice at 2,345 feet. 
Snowden & McSweeney’s No. 7 Cain is 
below 3,200 feet. The Gulf Production 
Co.’s No. 15 Taylor is drilling at 2,545 
feet and No. 1 Settegast, on the west side 
of the dome, at 650 feet. At Blue Ridge, 
the Oil Production Co.’s No. 1 Lee, on 
the east side, is deepening at 4,100 feet 
and the Gulf Production Co.’s No. 4 
West-Schenck, on the south side, is drill- 
ing at 1,109 feet. 

In the Goose Creek Pool, the Gulf 
Coast-Crown Oil Co.’s No. 24 Galliard 
is bailing at 2,780 feet. No. 29 Galliard 
is shut down. The Gulf Production Co.'s 
No. 10 State land is working over and 
No. 12 going on the beam at 3,350 
feet. No. 23 Beaumont is below 4,980 
feet. No. 23 Smith is drilling below 
2,300 feet and Nos. 18 H. Smith and 3 
The Humble 
Oil & Refining Co.’s No. 51 Smith i 
below 450 feet. No. 37 Smith and Nos. 
24 and 30 Schilling are working over 
The Sun Oil Co.’s No. 14 Smith ie dril- 
ing at 1,224 feet, with derricks standing 
for 15 and 16. Perryman’s No. 1 Brya® 
is below 4,375 feet. The Turnbow Oi 
Co.’s No. 6 Dolen is rigging to work over 

(Continued on Page 108) 
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How It Works! 


aa 
© 


; 


oo | Ta | 











1. Shows catcher hanging in weil 
near bottom of*tubing, before the ac- 
cident. 


2. Shows how it catches, the instant 
tubing parts and before it has dropped 
4 inches. 


It’s action is caused by the fact that, while sus- 
pended, the spring is under pressure, and for 
this reason, when falling the weight with its at- 
tached slips, does not drop quite so quickly as 
does the head and tubing. The head drives 
down between the slips and wedges them 
against the casing walls. 

Protection is given to tubing while running in, 


stationary, or being pulled. 


These catchers are saving millions of dollars to 
producers. They will save money for you, too. 
Place them on every pumping well. 


At All Supply Houses 
Fully Patented 


The Guiberson Corporation 


Box 1106, Dallas, Texas 
California Branch: 1737 E. Seventh St., Los Angeles 


314 New Daniel Bldg., 825 Mason Blidg., 506 Trust Bldg., 
TULSA HOUSTON NEWARK, OHIO 
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(Continued from Page 34) 
duction Co.'s No. 7 Dale, dry at 1,890 
feet; the Sun Oil Co.’s No. 11 Hirschi, 
250 bbjs. at 1,865 feet; The Texas Co.’s 
No. 6 Bywaters, dry. 

Drilling: Baldwin Brothers’ No. 11-C 
Kennedy, drilling at 515 feet; Carter and 
others’ No. 1 Smith, drilling in brown 
shale at 1,145 feet; the Godley Oil Co.’s 
No. 3 Foster, shot with 10 quarts, clean- 
ing out from 1,884 to 1,888 feet; the 
Gulf Preduction Co.’s No. 8 Dale, stand- 
ardizing, sard showing some oil at 1,939 
feet; No. 9 Dale, cementing 654-inch cas- 
ing at 1,870 feet; Magnolia Petroleum 
Co.’s No. 89 Reilly, shut down for or- 
ders at 2,095 feet; No. 11 Cook, showing 
for a small well at 1,930 feet; the Pigg 
Oil Co.’s No. 15 Hirschi, rigging up to 
pump and test a sand at 1,865 feet; the 
Sun Oil Co.’s No. 13 Roller, drilling at 
1,305 feet; Bonner and others’ No. 2 
Beach, shut down for orders at 1,067 feet; 
Lanning and others’ No. 2 Sides, lost 
casing seat, trying to reset same at 1,265 
feet; Magnolia ‘Petroleum Co.’s No. 2-B 
Roller, shut down, boiler blew up, total 
depth 1,031 feet; Stump Oil & Gas Co.’s 
No. 3 Beach, shut down, may be aban- 
doned at 1,472 feet; Staley and others’ 
No. 9 Cropper, rigging up to pump and 
test a sand at 1,255 feet. 

Wichita Completions 

Completions reported from Wichita 
County and the Electra Field are: The 
Texas Co.’s No. 271 Waggoner, 465 bbls. 
at 2,195 feet; same company’s No. 15 
Martin, 45 bbls. at 935 feet ; the Humble 
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showing of oil at 1,976 feet; the Mag- 
nolia Petroleum Co.’s No. 64 Hoanaker, 
cleaning out to test a sand at 1,620 feet; 
The United Production Co.’s No. 3 Jen- 
nings, setting 65-inch casing on top of 
an oil sand at 1,804 feet; Bass and 
others’ No. 5 Waggoner, waiting on ce- 
ment to set on top of an oil sand at 1,480 
feet; Culberson and others’ No. 15 Wag- 
goner, rigging up to pump and test a 
sand at 1,505 feet; the Empire Gas & 
Fuel Co.’s No. 8-A Waggoner, standard- 
izing with a hole full of oil from a sand 
at 1,805 feet; No. 1-C Waggoner, drill- 
ing in and will complete in a sand show- 
ing some oil at 1,915 feet; the .Equity 
Oil Co.’s No. 22 Waggoner, saturated 
lime at 1,840 feet; Finley and others’ 
No. 1 Ancell, drilling in a lime forma- 
tion without any showing at 1,935 feet; 
the Griswold Oil Co.’s No. 1 Waggoner, 
drilling at 1,870 feet; Gulf Pacifie Oil 
Co.’s No. 1 Burnett, pumping a sand, no 
gauge as yet made at 1,524 feet; the 
Gulf Production Co.’s No. 7 Collett, rig- 
ging uy, a rotary machine to drill deeper 
at 1,941 feet; No. 3-B Waggoner, drill- 
ing at 2,055 feet; the Houston Oil Co.’s 
No. 12 Waggoner, drilling in brown shale 
at 1,705 feet; McGregor and others’ No. 
4 Waggoner, rigging up to pump a broken 
sand at 1,513 feet; the Magnolia Petro- 
leum Co.’s No. 3-A Waggoner, swedging 
casing at 2,095 feet; No. 22 Waggoner, 
topped an oil sand at 1,944 feet and drill- 
ing; John O’Neal’s No. 10 Waggoner, 
cementing casing and standardizing on 
top of a saturated lime at 2,074 feet; the 
Rotary Drilling Co.’s No. 1 Burnett, un- 
derreaming 65-inch easing at 1,515 feet; 


Ryan Petroleum Co.’s No. 10 Nance, shut 
down on account of litigation, an esti- 
mated production of 5 bbls. from a sand 
at 1,200 feet; the Texhoma Oil & Re- 
fining Co.’s No. 22-A Waggoner, drilling 
a water sand at 935 feet; No. 24 Wag- 
goner, drilling in and completing in a 
sand at 1,890 feet; No. 4-F Waggoner, 
pumped 93 bbls. in 18 hours from a sand 
at 1,505 feet; the Wichita Petroleum 
Co.’s No. 55 Burnett will test a sand 
showing some oil at 1,435 feet; Darr and 
others’ No. 1 Nechelser, shut down, may 
abandon at 2,005 feet; Fritz and others’ 
No. 1 Fritz, drilling in a rock formation 
at 1,625 feet; Hanes and others’ No. 1 
Watkins, drilling in a salt water sand 
at 1,775 feet; the Kellogg Oil Co.’s No. 
1 Watkins, testing a sand at 1,804 feet. 


Young County 

Completions: The Ralco Oil Co.'s No. 
9 Driver, dry at 3,980 feet. 

Drilling: Bertrand and others’ No. 3 
Lynn, has 700 feet of oil in the hole 
from a sand at 610 feet; No. 4 Whitten- 
burg, preparing to test and pump a sand 
at 1,890 feet; Byrons and others’ No, 1 
Mahoney, fishing job at 3,935 feet; the 
Calmo Oil Co.’s No. 2 Moren, oil sand 
that swabbed 85 bbls., and rigging up to 
pump at 1,885 feet; Carter and others’ 
No. 1 Rubinkoenig, fishing for a bailer 
at 3,748 feet; the Cline Oil Co.’s No. 2 
Costello, has a show of oil and, gas from 
a sand at 1,490 feet, drilling at 1,500 
feet; Creighton and others’ No. 1 Ver- 
non, a fishing job at 485 feet; the Gulf 
Production Co.’s No. 2 Hockaday, run- 
ning 10-inch casing at 3,280 feet; No. 
1-A Hockaday, underreaming 8%-inch 
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Top—Texon Oil & Land Co.’s No. 1 Uni- 

versity Land in Reagan County, Texas, 125 

miles from nearest production. Center— 

Adobe house at Big Lake, Texas, nearest 

railroad station to well. Bottom—Sunday 

excursion crowd at dinner from = chuck 
wagon at Big Lake. 








Oil & Refining Co.’s No. 13-A Douglas, 
18 bbls. at 1,940 feet; the Gulf Produc- 
tion Co.’s No. 4-B Waggoner, 120 bbls. 
at 1,799 feet; the Texhoma Oil & Re- 
fining Co.’s No. 8-A Waggoner, 80 bbls. 
at 1,785 feet; Wakefield and others’ No. 
1 Waggoner, dry at 1,690 feet. 
Drilling: The Texas Co.’s No. 275 
Waggoner, rigging up to standardize at 
1,433 feet; No. 277 Waggoner, drilling 
at 1,185 feet; Bob Brewer's No. 1-A 
Cody, drilling at 1,215 feet; the Humble 
Oil & Refining Co.’s No. 6-B Waggoner, 
swabbed 78 bbls. first 12 hours from a 
sand at 1,945 feet; Kruger and others’ 
No. 1-B ‘Waggoner, 1,000 feet of oil in 
the hole and rigging up to test a sand 
at 1,765 feet; Lake and others’ No. 1 
Wiggs, shut down for funds at 1,570 
fi t ;_ Mansfield and others’ No. 1 Jen- 
nings, puumping a sand with a slight 
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casing at 2,142 feet; Kouri and otherg 
No. 1 Sedden, shot with 40 quarts, hole 
bridged, cleaning out at 3,520 feet; the 
Mutual Oil Co.’s No, 1 Glidwell, drilling 
at 1,740 feet; the New Domain Oj] % 
Gas Co.’s No. 3 Lynn, drilling at 1,549 
feet; the Ralco Oil Co.’s No. 8 Driver, 
fishing at 4,025 feet; No. 10 Driver, run. 
ning 54-inch casing at 3,910 feet; No, 
1-A Hockaday, drilling at 1,840 feet; the 
Shamrock Oil Co.’s No. 1 Glidwell, drill. 
ing at 1,060 feet; the Sinclair Oil & Gas 
Co.’s No. 3 Kisinger, drilling at 2,560 
feet; No. 2 Moren, drilling without any 
showing at 2,300 feet; Snowden & Me. 
Sweeney's No. 2 Shirley, drilling at 1,835 
feet; the Standard Petroleum Co.’s No, 
1 McBrayer, underreaming 65-inch cas. 
ing at 3,828 feet; the Union Oil Co.’s No, 
1 MeLaren, drilling without any showing 
in a shale formation at 2,890 feet. 
Stephens County 

Completions: Seott & Bateman’s No. 2 
Brown, 100 bbls. at 3.255 feet; Hager- 
man and others’ No. 6 Hagerman, 25 
bbls. at 3,235 feet; the Pennok Oil Co.'s 
No. 4 Jones, 40 bbls. at 3,155 feet; the 
Prairie Oil & Gas Co.’s No. TC Veale, 
70 bbls. at 3,215 feet; Swensondale Oil 
Co.’s No. 27 Swenson, 15Q bbls. at 1,825 
feet. 

Drilling: The Admiral Oil Co.'s No, 1 
Jones, drilling in lime at 3,755 feet; No. 
1 Sloan, set 10-inch casing at 1,880 feet 
and drilling at 2,010 feet; the Brewn 
Nil Co.’s No. 1 Akin, topped the gray 
lime and pulling big pipe before drilling 
in at 3,015 feet; No. 5 Brown, drilling 
at 2.105 feet; Corts and others’ No. 1 
Corts, drilling with a hole full of water 
at 2,715 feet; the Delsa Oil Co.’s No. 1 
Ledbetter, running 8-inch casing at 1,625 
feet; the Equity Oil Co.’s No. 4 Brown, 
plugging off water to shoot at 3,215 feet; 
the Fensland Oil Co.’s No. 10 Brown, 
running 6-inch casing at 2,390 feet ; Punk 
and others’ No. 1 Jackson, shut down, 
lost tools at 2,355 feet ; Foster and others’ 
No. 20 Shipley, drilling by casing at 3,020 
feet; the Glenridge Oil Co.’s No. 5 
Walker Caldwell, drilling with a hole full 
of water at 2,755 feet; Gulf Production 
Co.’s No. 4 Carlisle, had a slight show- 
ing of oil at 2,780 feet, drilling in slate 
at 2,800 feet; No. 2-D Ward, drilling 
withcut any showing at 3,250 feet; No. 
1 Wilkinson, drilling in a soft black lime 
at 4,190 feet; Haile & Knight’s No. 1-D 
Shipley, drilling at 1,110 feet; the Hart 
Oil Corp.’s No. 6 Hart, shot with 120 
quarts, tested dry, reaming to drill deeper 
at 3,357 feet; Humble Oil & Refining 
Co.’s No. 2 Caton, drilling in white lime 
at $00 feet; the Ivan Petroleum Co.'s 
No. 1 Martin, cleaning out at 3,580 feet; 
the Magnolia Petroleum Co.’s No. 1 
George, fishing for tools at 3,542 feet; 
No. 3 Jones, drilling at 2,945 feet; the 
Mid Kansas Oil Co.’s No. 10 Atkins, 
drilling at a corrected depth of 2,810 
feet ; No. 2 Hill, drilling in shale at 2,685 
feet; No. 11 Hill, drilling at 2,345 feet; 
No. 5 Knott, drilling in the Ellenberger 
lime without any showing at 4,485 feet; 
No. 11 Tullos passed up a slight show- 
ing of oil at 2,900 feet and drilling at 
3,185 feet; the Practical Oil Co., for- 
merely Agnew and others’ No. 1 Bascome, 
shut down for more than a year, now 
drilling at 2,000 feet; the Prairie Oil & 
Gas Co.’s No. 1-B Ashmore, fishing for 
a lost bit at 3,280 feet; No. 14 Atkins, 
drilling at 2,735 feet; Republic Produc- 
tion Co.’s No. 2 Jones, drilling in a hard 
lime formation at 3,510 feet ; No. 2 Knox, 
drilling out a plug at 3,272 feet; the 
Royal Palm Oil Co.’s No. 1 Newham, 
fishing for a bit at 3,030 feet; Snowden 
and others’ No. 9 Jones, drilling at 2,910 
feet ; No. 10 Jones, drilling at 1,910 feet; 
the Sun Oil Co.’s No. 1 Todd, drilling 
up cavings at 3,230 feet; the Texas Con- 
solidated Oil Co.’s No. 5 Martin, fishing 
for tools at, 3,970 feet; the Texas & Pe 
cifie Coal & Oil Co.’s No. 1 Moon, pre 
paring to plug and abandon at 3,270 feet; 
No. 8 Newell, fishing for tools at 4,04 
feet; the Walker Caldwell No. 1 Jones, 
drilling in black shale at 4,075 feet; No. 
8 Walker Caldwell, rigging up to 4 
(Continued on Page 82) 
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s for STANDARD WIELAND PIPE THREADING MACHINES in Every 
co Field: 
— 1. All chasers are unusually wide, insuring a full thread cut on any kind or size of pipe at 
— one cut. ‘ . 
. © 2. May be equipped with extra wide chasers to cut the long, accurate threads so necessary 
fee. in the oil fields. m~ 
agi 3. May be equipped with quick acting chucks so the pipe can be gripped and released with4 
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now out stopping the machine. ? 
il & 4 . Six spindle speeds, obtained by change gears, provide the proper cutting speed without 
for the use of cone pulleys and the objectionable shifting of belts. 

kins, 5. Die Heads are of floating type, 
due- and therefore relieve the chasers 
hard iain from any undue strain. 

re | Machines can be furnished for 
- ‘ motor, belt or steam engine drive. 
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Pennsylvania-West Virginia 


By D. 8. WAKENIGHT 


GAS JOURNAL 





All grades Pennsylvania anu Somerset cut 25 cents. Development desultory. 
Goble Oil & Gas Co.’s No. 5 Rarick, Jackson Township, Perry County, Ohio, 
making 100 bbls. West Virginia development chiefly gas operations. Midway 
City Co. has 1,250,000-foot wildcat gasser in Cabell County. 


PITTSBURGH, Pa., June 18—All 
grades of Pennsylvania and Somerset 
light were reduced 25 cents, Corning, 15 
cents, Cabell, 20 cents, Somerset medium, 
20 cents, and Ragland, 10 cents, effective 
today. 

Development work in the Eastern 
Fields is moving along in a desultory 
way. Each week shows operators are 
not going to start much new work so 
long as the market remains low. Oper- 
ators were never more conservative. All 
the work some of the larger operating 
companies have under way is in gas ter- 
ritory. Operators and producers are de- 
voting more time to discussion of the mar- 
ket than field developments. Judging 
from the opinions, it would have been 
no great surprise if the posted quotation 
had been reduced during the past week. 

. Some inclined to the opinion that if the 
market should decline it would come 
first in the western fields. Producers 
are still holding their credit balances 
egainst the time when a better market 
prevails. 

Southeastern Ohio 

During the week the southeastern Ohio 
fields completed fewer wells and only a 
few better than average producers. These 
are all in deep sand territory, the only 
section seeming capable of furnishing 
wells of sufficient size to call for special 
mention. Those holding leases on ter- 
ritory known to be productive are wait- 
ing for improvement in the market, ex- 
cept where necessary to protect title. 

The best well completed is the Goble 
Oil & Gas Co.’s No. 5 on the S. S. Rar‘ck 
farm, in the northeast quarter of Section 
14, Jackson Township, Perry County. 
Drilled through the Clinton sand to 3,075 
feet it produced 100 bbls. the first 24 
hours after shot. It is 1,300 feet east 
of the Southern Oil Co.’s No. 5 on the 
McCourtney farm. In the same section 
and township, 850 feet northwest, the 
Southern Oil Co. completed and shot No. 
6 on the A. & I. MeCourtney farm, not 
good for more than 5 bbls. a day, in- 
dicating the uncertainty of the deep sand 
territory. A single location removed from 
a good producer may result in only a 
light pumper or a dustur 

Fairfield County is completing more 
wells than in years. It had been thought 
this county, the first to get production 
in the Clinton sand, had been pretty 
thoroughly developed. A few months ago 
in Rush Creek Township, Section 10, the 
Montana Oil & Gas Co.’s test on the 
Levi Kennedy farm came in a good pro- 
ducer. The wells started soon after are 
now coming in. They are not as large 
as the Kennedy well but creditable pro- 
ducers. Located 600 feet north of the 
initial well, the Carter Oil Co. has com- 
pleted a second test on the H. W. Young 
farm, which produced 55 bbls. the first 
24 hours after shot. Located 600 feet 
north of the first test on this farm the 
Planet Oil Co. and others completed and 
shot a test on the Henry Ruff farm and 
got a 50-bbl. producer in the Clinton. 
There are four wells drilling and two 
rigs up in the district. 





In the northwest quarter of Section 
24, Washington Township, Hocking Coun- 
v, the Gordon Wil Co. completed and 
shot in the Clinton sand No. 3 on the 
C. E. Griffen farm; it produced 30 bbls. 
the ensuing 24 hours. In Section 2% 
in the same township, the company went 
back to its No. 4 on the William Stone 
farm, a failure and abandoned in the 
Clinton, filled up and shot in the Berea 
zrit it will make a light pumper. 

Shallow Sand Completions 

The shallow sand districts completed 
light pumpers and dusters. In Section 
23, Harrison Township, Knox County, 
the Rocky River Oil Co. completed and 
shot in the Berea grit No. 23 on the 
Mary E. McKee farm, not good for more 
than 3 bbls. a day. In the same section, 
I. J. Denbow & Co. completed and shot 
in the same formation No. 16 on the 
George W. Miller farm, good for 5 bbls. 
a day. In Licking Township, Licking 
County, W. W. and A. T'.. Wehrle drilled 
1 test on the Graves farm through the 
Big Lime, a duster. In the same town- 
ship, the Edward H. Everett Co. aban- 
doned its No. 19 on the Cynthia and 
4. T. O’Bannon farm. In the Warner 
district, Aurelius Township, Washington 
County, J. C. Carner & Co.’s second test 
on the E. L. Jackson farm, 600 feet south 
of the first test, is a very light pumper 
in the Berea grit. In Salem Township, 
Schramm & Co. completed e second test 
on the F. W. Schramn farm, good for 
less than 1 bbl. a day in the Mackaburg 
700-foot sand. In the same d@'strict, C. H. 
Magee got a like producer .u the same 
formation at a test on the C. H. Magee 
farm. In section 36, Malaga Township, 
Monroe County, J. F. Forster & Co. have 
a duster in the Berea grit on the W. S. 
Jones farm, 900 feet northwest of the 
test on the Frank Peterman farm. 


In the Turkey Hen district, Warren 
Township, Washington County, Worth- 
ington Bros. completed a test on the 
Charles Stevens farm, dry in the Cow 
Run sand. In Section 18, Harrison 
Township, Knox County, the Preston Oil 
Co. has a 3-bbl. pumper in the Berea 
grit at No. 3 on the Samuel Ross farm. 
In the same section, Snyder & Rohrer 
got a 5-bbl. pumper in the same forma- 
tion at a second test on the Hugh Green 
farm. In Section 17, Russell & Snyder 
completed and shot No. 3 on the Charles 
Bebout farm, not good for more than 2 
bbls. a day. In the Rinards Mills dis- 
trict, Washington ‘Township, Monroe 
County, Harry Binegar & Co. started 
to drill a test on the M. E. Dye farm. 
In’ Lawrence Township, Washington 
County, J. S. Archer is drilling on the 
David Hendershot farm. 

In the northwest quarter of Section 
34, Galls Gore Township, Hocking Coun- 
‘y, the Griffin Production Co. completed 
nd shot in the Clinton sand No. 10 on 

> Harry K. Starr farm, not good for 

vvre than 5 bbls. a day. In Section 24, 
Green Township, the company’s second 
test on the Marlow Oil Co.’s lease is 
dry in the Berea grit. In the same town- 
ship, the American Oil & Development 








Co. has the rig completed for No. 5 on 
the Lewis W. Price farm. In the Corn- 
ing district, Pleasant Township, Perry 
County, C. L. Bullock & Co. have a rig 
up on the John Gannan farm. In Mon- 
roe Township, the Colonial Oil Co. is 
drilling a second test on the William 
Keifer farm. 
West Virginia Fields 
For the amount of work completed the 
West Virginia fields again showed very 
little new production. The most active 
operations are in the gas districts and 
very little doing in the known oil dis- 
‘icts. Some oil compaaies having gas 
territory declined to drill until the oil 
market got low and are now most active 
drilling for gas. A fair gasser is a bet- 
“y paying proposition than a small oil 
well. There is a ready market for all 
the gas produced and now that the su- 
preme court has invalidated the Steptoe 
law, the gas companies wil! begin de- 
velopment work with renewed energy. 
In Jefferson district, Pleasants Coun- 
ty, the Noland Oil Co. completed a sec- 
ond test on the Miller heirs’ farm show- 
ing for a 5-bbl. pumper in the Cow Run 
sand. Near Bearsville, Centerville dis- 
trict, Tyler County, the Carter Oil Co. 
drilled its test on the Pyle heirs’ farm 
through the Big Injun sand, a duster. 
1 the Plum Run Pool, Williams dis- 
trict, Wood County, J. E. Johnson’s No. 
3 on the F. G. Mixer farm is a duster 
also in the first Cow Run sand. 
Gassers in Gilmer County 
Gilmer County had more completions 
than any other. On Sinking Creek, Troy 
district, the Hope Natural Gas Co.’s test 
on the Homer Woofter farm is a gasser 
in the Gantz sand.. On Dry Run, DeKalb 
district, the South Penn Oil Co. got a 
1.000,000-foot gasser at its test on the 
E. M. Bentley farm. On Job Run of the 
Little Kanawha River, the Bell Farm 
Oil Co. completed a second test on the 
%. W. Bell farm, estimated good for 
1,000,000 feet a day. About 2 miles 
northeast of Tanner, the South Penn Oil 
‘o. drilled a test on the S. W. Reynolds 
farm through the Big Injun sand, get- 
ing a very light pumper in that forma- 
tion. 
oeated 2,200 feet south of produc- 
‘ion in Grant district, Ritchie County, 
Nay Kinzer & Co. completed in the 
Maxon sand a test on Okey Howard 
farm showing for a 4 or 5-bbl. pumper. 
In Clay district, the Premier Glass Co. 
drilled a test on the Marsh-Thomas farm 
through the Big Injun sand, a fair gas 
well 900 feet northwest of the com- 
pany’s test on the Minerva Haymond 
farm. In Washington district, Jackson 
County, the Carter Oil Co. drilled a 
est on the Mary Godbey farm into the 
‘alt sand, showing for an 8-bbl. pumper. 
1. Broad run, McClelland district, 
vddridge County, Pence & Schrader 
mmpleted a test on the G. W. Swager 
rm, a gasser in the Gordon sand. 
Wildcat Gasser in Cabell 
On the waters of Indian Creek, Grant 
district, Cabell County, 24%4 miles north- 
east of the Eureka Pipe Line Co.’s 







Thursday 


pumping station, the Midway City 

Co. drilled a test, strictly a wildcat, 

the J. W. White farm, into the 

Lime formation, estimated good for 1,2 
000 feet a day in this formation, 4, 
he waters of Muck River, Carroll 4 
trict, Lincoln County, Meabon & Hyg 
man completed and shot in the salt gay) 
No. 4 on the Charles Gillenwater far, 
showing for a 2-bbl. pumper. On Jaks 
Run, Clay district. Monongalia Count 
‘e South Penn Oil Co. drilled its y, 
14 on the J. W. Wright farm through th 
Bayard sand, a very small gasser. () 
he same stream and in the same distri¢ 
the South Penn Co.’s No. 5 on the Trag 
Tennant farm is dry in all sands. 

In Union district, Lincoln County, th 
Orlando Oil & Gas Co.'s test on the 
Oscar Curry farm is a gasser in th 
Big Injun sand. In the same district, th 
company has a gasser in the Weir sap 
at a test on the Henry Stowers farm, 
In Ten Mile district, Harrison Count 
J. W. Johnson & Son’s test on the Gen 
vive B. Parr farm is a gasser in th 
fourth sand. In Mannington distri¢ 
Marion County, has a show and is tes 
ing for oil in the Campbell Run gan 
on the S. W. Rutherford farm. In th 
same district, J. J. Allen's test on th 
James N. Rice farm, dry in the lowe 
sands, has been put to pumping from th 
30-foot sand and producing 5 bbls. : 
day. In Liberty district, Marshall Cow 
ty, the Preston-Marshal!l Oil & Gas Co. 
test on the John Williams farm is 1 
gasser in the Gordon sand. 

In Washington district, Pleasants 
County, Tait Bros. & Co. completed ani 
shot in the Cow Run sand No. 6 on the 
E. Dye farm, a very light pumper. 9% 
the Lina Lantz farm, Clay district, 
Ritchie County, a half mile northwest of 
production, the Hope Construction & Re 
fining Co. drilled a test through the big 
Injun sand and found it barren. A light 
show of oil was developed in the Maxo 
sand and they filled back to and shot it 
in that formation. It will make a light 
pumper. In Elizabeth district, Wir 
County, J. A. Parks & Co. drilled their 
test on the Kate Morehead farm through 
the Berea grit, a duster. In Murphy 
district, Ritchie County, B. Deem ani 
others have the rig completed for a test 
on the M. Smith farm. 

Drilling and Starting Tests 

On Little Creek, Spencer district 
Roane County, the United Fuel Gas (Co. 
started to drill a test on the J. M. Car 
penter farm. In Reedy district, the Heck 
Oil Co. started to drill on the E. S. War 
ren farm. The locations for the follow 
ing tests have been mede in Courthous 
district, Lewis County: Thomas McGam 
on the Michael Tims farm, Carl Mahone 
& Co., on the J. E. Crowl farm; South 
Penn Oil Co. on the J. W. Rohrbaugh 
farm; Weston Glass Co. on the Kohn A 
Hammer farm and the Hope Natural Gas 
Co. on the Louisa John farm. On It 
dian Creek, Murphy district, Ritchie 
County, Grove & Parrish have a rig 
on the A. W. Smith farm. On the same 
stream in McElroy district, Tyler Cour 


. ty, the Carnegie Natural Gas Co. has @ 


ig up for a second test on the W. & 
McIntyre farm. 4 
In Union district, Lincoln County, the 
Cambridge Carbon Co. has placed m8 
material at a location on the Caleb At 
kins farm. In the same district, the 
Superior Oil & Gas Co. has started to 
drill on the Scott Adkins farm. The 
White Sand Oil Co. is due in the sand 
a test on the Caroline Porter farm 

in Washington district. In the same dit 
trict, Henderson & Moore are due in the 
‘nd on the C. T. McGhee farm. 2 
Curry district, Putnam County, Rashma 
Staunton are drilling on the S. W 
Young farm. In the same district, the 
Albins Oil & Gas Co. has a rig @ 

m the Noah Wheeler farm. In Sardis 
listrict, Harrison County, tke Hope Nat 
ural Gas Co. has a rig up on the Lloyd 

(Continued on Pags 98) 
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Seconds or Rejects 
3 oN HY should you knowingly buy and 
S “05 use equipment constructed of sec- 
OSA onds or rejects, especially if failure of any 
WIZ ey . . 
\ ON a part, or all, may result in loss of life and 
SS id thousands of dollars? 
Me’ Seconds or rejects have no known com- 

‘ Kae | putable strength or ability. They may go | 
ea \\e OX | down under light loads—no one can tell. 
PARSER i 
| om <q 9s S 5 Every piece of material entering into the 
[se \ Se i manufacture of : 

| '< iM Seay) 
| ze International | 
ea 
vis Ideco-Galvanized | 
| eM ’ . 
LN Steel Derricks | 
Mivere | 
| PN EY is rolled according to the standards estab- 
/ ° e F 
| WEA ‘ lished by the American Society for Test- 
| rT ing Material, and is guaranteed strictly 
First Grade Stock. | 
| 
| International structures are 
| first grade equipment, manu- 
| factured of standard material | 
| with abilities capable of com- | 
| putation by standard practice. | 
| May We Serve You? i 
| 
International Derrick & Equipment Co. 
Columbus, Ohio 
The largest company devoted exclusively to the manufacture of Steel (Galvanized) Equipment for the Oil, Gas 
and Artesian Industries. 
Executive OFFICES AND WAREHOUSES 
DaLLas SHREVEPORT TULSA Houston Los ANGELES BAKERSFIELD Om City 
| Export REPRESENTATION 
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By, Ratpu T. BAKER 


Mid Kansas Oil & Gas Co.’s No. 6 Ladd and its No. 11 Allen, both in Green- 
wood County, good for 150 bbls. each. Empire Gas & Fuel Co.’s No. 152 
Wilson, Butler County, swabbed 480 bbls. and No. 151 Wilson makes 376 
bbls. Marion County well of Watchorn Co., No. 32 Townsend, makes 75 bbls. 


With the passing of one of the most 
disastrous floods in history, Kansas oper- 
ators were preparing to resume opera- 
tions on drilling wells where work had 
been suspended fir several days. Nu- 
merous operations were shut down tem- 
porarily due to the high water, which in 
the southern part of the State did a large 
amount of damage. Refineries of W:chita 
and Arkansas City were damaged and 
pipe lines were hampered in their serv- 
ice to the producer in addition to the ac- 
tual damage to some wells and the in- 


convenience due to delays suffered by 
numerous operators. 
Completions in Kansas attained the 


general average for the past few weeks, 
with only a fair amount of new work. 
Several good wells were finished in 
Greenwood County, with a number of 
smaller completions in other parts of the 
State. 

Greenwood County 

In Greenwood County, Parkins and 
others’ No. 2 Freeman, C SE NW SW, 
Section 6-24-11, made 40 bbls. after 
shooting sand at 1,862-81 feet with 40 
quarts. The Vincent Petroleum Co.'s 
No. 13 Dame, SE cor. SW SW, Section 
12-24-12, was good for 35 bbls. after a 
40-quart shot at 1,715-26 feet. The Cos- 
den Oil & Gas Co.’s No. 11 Sullivan, NW 
cor. NW NE, Section 14-24-12, made 60 
bbls. after shooting sand at 1,770-1,791 
feet with 80 quarts. In the southern 
part of the county, Otey and others’ No. 
1 Shell, NW cor. NW SW, Section 9-28- 
11, was abandoned at 1,220 feet, and 
the Selby Oil & Gas Co.’s No. 1 Win- 
grave, C SW SE, Section 16-28-11, was 
abandoned at 1,225 feet. The Connell 
Petroleum Co.’s No. 1 Norman, NW cor. 
NW SBE, Section 14-25-10, was dry at 
2,508 feet. The Mid-Kansas Oil & Gas 
Co.’s No. 6 Ladd, CNL NW NE, Sec- 
tion 30-25-9, made 150 bbls. after a 100- 
quart shot at 2,360-2,445 feet, and the 
same company’s No. 11 Allen, NE cor. 
SW, Section 23-23-10, made 150 bbls. 
after shooting sand at 2,066-2,123 feet 
with 100 quarts. The York State Oil 
Co.’s No. 2 Marshall, SE cor. SW SE, 
Section 32-22-11, was finished as a 100- 
bbl. well after a 140-quart shot at 1,910- 
*9 feet. Paulhamus and others’ No. 9 
Marshall, NE cor. SW, Section 34-24-9, 
‘vag-completed for 40 bbls. after a 120- 
quart shot at 2,147-2,237 feet. The 
Selby Oil & Gas Co.’s No. 6 Wingrave, 
‘ SW SE, Section 16-28-11, was dry at 
1,250 feet. 

Bisagno and others’ No. 1 Cox, NE 
cor. NE SE, Section 6-25-13, was drill- 
ing at 1,600 feet. The Roxana Petro- 
leum Corp.’s No. 1 Marshall, SE cor. 
NW, Section 34-24-9, filled up 1,200 feet 
with o'] after a 60-quart shot in sand at 
2,142-89 feet. It is being drilled deeper. 

Butler County 

In Butler County, the Empire Gas & 
Fuel Co.’s No. 152 Wilson, SE cor. NE 
NE, Section 7-25-5, swabbed 480 bbls. 
the first 24 hours from pay sands at 
2,431-40 feet and 2,462.65 feet. The well 
made an average of 370 bbls. the first 
10 days. The same company’s No. 154 





Wilson, CSL SE NE, same section, was 
drilling at 1,400 feet; No. 153 Wilson, 
CNL NE SW SW, Section 8-25-5, made 
40 bbls. after a 40-quart shot at 2,439- 
10 feet and No. 151 Wilson, C SW SW 
NW, same section, made 370 bbls. from 
sand at 2,412-82 feet. The Phillips Pe- 
troleum Co.’s No. 1 Smith, SW cor. SW 
NE, Section 35-23-3, was dry at 2,802 
‘eet. Rogers and others’ No. 10 Hughes, 
CNL SW SE, Section 9-26-8, made 35 
bbls. after a 20-quart shot from sands 
't 2,488-2,520 and 2,528-42 feet. The 
EXmpire Gas & Fuel Co.’s No. 14 King, 
SW cor. SW NW, Section 36-27-4, made 
10 bbls. sand at 2,503-05 and 50 bbls. 
at 2,544-47 feet. 

The Oklahoma Producing & Refining 
Corp. had a rig on the ground for No. 
t Maxwell, CNL NW SW, Section 31-24- 

Griggs and others abandoned the loca- 
tion for No. 1 Drumm, SW cor. SW NE, 
Section 31-26-8. Stark and others’ No. 
| Ogden, CEL SW NE, Section 29-29-8, 
was drilling at 300 feet. Frawley & 
Ramsey were spudding No. 1 Hyde, NE 
or. NW, Section 10-28-3. Dutton & 
Gillespie were spudding No. 1 Palmer, 
SW cor. SE SE, Section 32-26-6. 


In Marion County, Morgan and others’ 
Yo. 1 Worthington, SW cor. SE SE, 
Section 32-31-4, was dry at 2,532 feet. 
Vincent and others’ No. 1 Stalnaker, SW 
‘or. NE SW, same section, was aban- 
doned at 1,000 feet. The Elmerdale Oil 
Co.’s No. 2 Sands, CNL NE SE, Sec- 
tion 29-21-4, was an abandoned location. 
The Watchorn Oil & Gas Co.’s No. 32 
Townsend, CWL NE SE, Section 5-22-4, 
made 75 bbls. from sand at 2,487-91 feet. 

In Lyon County, the Super Six Oil 
“o. had a rig up and tools strung for 
No. 1 Schrover, NW cor. NW SW, Sec- 
tion 13-21-10. 

In Cowley County, Wallace and oth- 
‘rs’ No. 1 Files, NE cor. SE NW, Sec- 
ion 20-32-5, was drilling at 250 feet. 
The Broadview Oil Co. had a rig up 
for No. 1 Rogers, SE cor. Section 24- 
30-4. 

The Empire Gas & Fuel Co.’s No. 1 
Jokisch, C SW NE, Section 34-31-10, 
ilk County, was dry at 2,350 feet. Roth 
& Burt’s No. 2 Porter, CWL SW SE, 
Section 12-29-8, the first well to be ‘com- 
pleted near the “mystery well’ No. 1 

the same operators, made 50 bbls. 
after a 120-quart shot at 2,045-75 feet. 








News of Mexican Fields 


By GEORGE BLARDONE 


TAMPICO, Mex., June 15.—Mexican 
Eagle Oil Co. has the best well of the 
week in Mexican fields, with the comple- 
tion of No. 27, Lot 132 Amatlan, belong- 
ing to the Los Naranjos group. It came 
in unexpectedly at a sub-sea level of 
1,577 feet, and, with the tools in the 
hole is conservatively estimated now at 
5,000 bbls. The other completions were 
small with scattering failures. 

In the Cacalilao sector of the Panuco 
Field, La Corona Petroleum Co.'s No. 13, 
Lot 4, is rated good for 2,500 bbls. .at 
1,542 feet, and its No. 17 is a failure*at 
2,015 feet. Credito Petroleum Co.'s No. 
8, Lot 1 Cacalilao, has a showing only 
at 2,290 feet. It was this test that de- 
veloped a small pocket of salt water two 
weeks ago at 2,070 feet, but the drill 
was sent a little deeper. This company’s 
No. 16, Lot 7 Tanchicuin, is a duster at 
2.330 feet. The second best completion, 
Lot 1, Cacalilao, has enjoyed to date is 
Mexican Gulf Oil Co.’s No. 16 (2-B), 
which is called a 2,000-bbl. well at 1,650 
feet ; in the same lot, same fraction, Gulf’s 
No. 1 is a 50-bbl. well at 2,250 feet, and 
its No. 17 a duster at 2,450 feet. Mexi- 
can Sinclair Petroleuum Corp., No. 6, 
Lot 2 Cacalilao, is dry at 2,030 feet. 

In the Topila Pool, Price & Thomey’s 
No. 1, Lot 36 Paciencia de Aguacate, is 
complete at 2,115 feet, rated at 500 bbls. 
Across the river from the Paciencia sec- 
tor, Mexican Fuel Co.’s (Pierce) No. 12 
Santa Fe, is good for possibly 150 bbls. 
at 2,470 feet. 

Up at Ebano, Mexican Petroleum Co.’s 
Na. 25 La Dicha is rated at 1,000 bbls. 
at 2,438 feet. Zé ” 


Apart from the completions, field work 
during the week was listless. In the 
Panuco-Cacalilao sector of the Panuco 
Pool, La Corona Petroleum Co. is getting 
deep with its No. 18, Lot 4, in a- lime- 
stone at 2,065 feet. In No. 20, Lot 1, 
it is cementing 8-inch at 1,202 feet in 
the ‘San Felipe. Credito Petroleum Co.’s 
No. 12, Lot 1, has a showing of oil and 
gas at 1,955 feet, in the lime. Interna- 
tional Petroleum Co.’s No. 22, Lot 4, is 
in shale at 3CO feet, and its No. 23 is 
spudding. Mexican Gulf Oil Co.'s No. 3, 
in Lot 1, is in lime ‘at 2,032 feet, show- 
ing -a big volume of gas; its No. 4 is 
drilling in brown limestone at 1,910 feet. 
Mexican Sinclair Petroleum Co.'s opera- 
tions there are confined to Lot 3, as fol: 
lows: No. 5, old test, is being deepened 
at 2,040 feet; No. 10, rigging; No. 18, 
in blue shale at 550 feet; No. 25, in 
same formation at 1,295 feet; No. 26, 
in red shale at 40 feet. Rich Mex Oil 
Co.’s No. 14 is drilling in gray shale at 
590 feet. Vera Cruz Mexican Oil Syndi- 
cate’s No. 1, Lot 1, is making some 500 
bbls. by heads at 2,060 feet. Transcon- 
tinental Petroleum Co.’s Lot 4 operations 
follow: No. 6, drilling in the San Felipe 
at 1,745 feet; No. 20, in limestone at 
2,010 feet; No. 21, rigging; No. 23, in 
the San Felipe at 1,410 feet, and No. 24 
in the limestone at 1,745 feet. 

Older Sectors 

In the older sectors of the Panucs Pool, 
Cia. Pet. La Maritima’s No. 2 is drilling 
its No. 2 Salvasuchi at the head of that 
bend at some 375 feet, in shale. This 
company operates on the federal zone 


‘ander an old zone concession, and is off- 


Thursday 


setting New England Fuel Oil Co.’s Dro- 
ductive Salvasuchi lease. The Maritim, 
people have another productive zone wel 
opposite the Buena Vista lease of Talye, 
Oil Co., in production now for two yeay 
or more. There are three more zone ep. 
cession locations plotted in the Panye 
district, owned by the Mexican Nationg 
Lines. of Railways. Two locations ay 
offsets of Salvasuchi sector, just around 
the bend from Maritima’s, and the thir 
an offset to the Hudson well No. 8 jy 
West Maguabes. According to the ap. 
nouncements made in Mexico when this 
concession was granted the National 
Lines, the lines desired to drill for fyg 
oil. Both -Salvasuchi and the West My. 
guabes sectors have been in exploitatioy 
for some tte. The federal zone on rivers 
is a strip of 30 meters from mean loy 
tide up bank. 

Panuco’s routine operations in th 
older sectors follow: La Corona Petr. 
leum Co.’s No. 49 Potrero del Ojital 
drilling in a limestone at 1,560 feet 
Credito Petroleum Co.’s No. 14, Lot 3 
Lomas y Llanos, in a gray shale wit 


shell traces at 1,610 feet. East Coast 


- Oil Co.’s No. 13 Potrerillos, quite a gasse 


at 1,660 feet, with a little oil followin 
the gas. Ita Mex Oil Co.’s No. 11, Let 
7 Palangana, is drilling at over 20% 
feet in a shell, and No. 10, Lot 18 Lomas 
y Llanos, around 1,000 feet in shale. In. 
ternational Petroleum Co.’s No. 5 Tan- 
chiecuin, is fishing for tools at 250 feet, 
Mexican Gulf Oil Co.’s No. 10 Lopez is 
drilling in a limestone at 1,835 feet; Mer. 
ican Atlas Oil Corp.’s No. 3 Juarez, in 
shale at 650 feet; The Texas Co.’s No, 
4 Cicero, in limestone at 1,525 feet. Tal- 
vez Oil Co.’s No. 4 Maza, has a showing 
of oil in the limestone at 1,830 feet. 


In the South Fields 


Huasteca Petroleum Co.’s (Mexican 
(Petroleum) is preparing to comb its 
Cerro Azul property thoroughly. It is 
resuming on 27, indefinitely suspended 
for a long time, the drill having been 
stopped in a brown limestone at 2,73) 
feet. It is putting material on th 
ground for 29-A, while 32-A is spudding. 
Its No. 33-A is drilling in a brown shale 
at 1,654 feet and No. 34 continues to 
straighten crooked hole at a _ nominal 
depth. In Tierra Blanca, its No. 11 is 
drilling in gray shale and shell at 1,810 
feet; No. 12, in brown shale at 140 
feet; No. 16, in gray shale at 1,760 feet, 
and No. 13-A_ rigged. In Chapopote 
Nunez it is drilling in a gray lime at 
2,101 feet. In Juan Felipe, Huasteca’s 
operations follow: No. 4-A is drilling in 
gray shale at 3,205 feet; No. 5 A, in 
hard shale at 1,620 feet, while No. 10 
is underreaming to the bottom, 1,94 
feet, in basalt. Bravo Drilling Co.’s No. 
83, Lot 17 Zacamixtle is reported around 
2,090 feet in the San Felipe. Cortez Oil 
Corp. is changing back to rotary in its 
No. 2 Aguada, with the hole drilled 4,542 
feet, San Felipe, and its No. 4 drilling a 


3,100 feet in the Chicontepec. Cia. Pet 
Indiana Mexicana’s No. 21, Lot 16l 


Amatlan is drilling in the San Felipe # 
2,120 feet. Island Oil & Transport 
Corp.’s No. 5, Lot 177, is running 8-ineh 
in a lime at 1,825 feet. Mexican Gulf 
Oil Co.’s No. 5, Lot 163 Chinampa, % 
drilling in’ shale at 1,650 feet; Cia. Pet 
de Tepetate’s No. 2 Cabo Rojo, in the 
Alazan shales at 2,115 feet. 
International Petroleum Co., encour 
aged by its success with No. 29 Totec 
holding up around 12.000 bbls a day, ® 
preparing to more thoroughly exploit its 
holdings. Thus No. 22-A is rigging; No. 
30 cemented 6-inch in shale at 915 feet: 
No. 34 spudded and No. 35 rigged. There 
is no change in its three Agua Nacid® 
tests, but in its San Miguel, east af 
Alamo, it is drilling in a brown lime 
stone at 2,875 feet. Mexican Eagle Oi: 
Co.’s No. 7 Palma Sola is fishing in greé 
shale at 1,290 feet; its No. 20 Tier 
Amarilla in rock at 2,630 feet; its N® 
Potrero del Llano, spudding 14 feet ® 
basalt. There is no change in its othe 
active tests. Penn Mex Fuel Oo. is * 
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° Hew low speed engines approach the 
“Ke precision of the Ajax in their con- 
“i he) struction. The machine in the photograph 
R. ¢ ¢ @ * orinds Ajax crankshafts as smooth as those 
me in a high grade automobile. 
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Wyoming Field Operations 


By FRANK B. TAYLOR 






Rocky Mountain production increased 7,500 bbls., largely in Salt Creek, while 
Elk Basin had slight decline. California Oil Co. gets 250-bbl. well in Poison 
Spider Field, best in Sundance sand. Hardrock Oil Co. has similar well in 
Salt Creek. Southwestern Oil Co. reports 100-bbl. well near Medicine Bow. 


CASPER, Wyo., June 16.—The Cali- 
fornia Oil Co., drilling in the Poison 
Spider, found oil in the Sundance sand 
on Section 18-33-82 at 1,395 feet and 
went into the sand 40 feet. The hole was 
still in the sand when the drill stopped. 
About 2,000 feet of oil rose in the hole 
and the well is estimated at 250 bbls. 
It is reported the best yet found in that 
field in the Sundance sand. This loca- 
tion is well down in the south end and 
extends the territory a mile. 

The Hardrock Oil Co. drilling on See- 
tion 24-39-79 in the Salt Creek Field 
found a good producer in the second Wall 
Creek sand that will make around 250 
bbls. 

The Southwestern Oil Co. drilling near 
Medicine Bow and reported last week as 
having a showing of oil at 2,250 feet, 
now appears to have opened a new field. 
The well is reported good for 100 bbls. 
wnd in the Frontier sands about the 
above depth. This is the first commer- 
cial producer found in the Medicine Bow 
district although several wildcats have 
been drilled there. Several promising 
structures are known and the nearest 
field is the Rock River operation south- 
east of the Southwestern’s well about 12 
miles. 

Rocky Mountain Output 

Oil production from the Rocky Moun- 
tain region increased 7,500 bbls. 
the week previous. Salt Creek was 
largely responsible for the increase and 


over 


Elk Basin showed a slight decline. The 
production follows: 
i ee ea . 94.940 
EES rere ree rer re rer re 3,800 
NE cared. erpre oip e-b iar e ticle Sra e TS 4,150 
PE CUED o010.0 6:6 0:0 vive owe d:6's 18:68:90 760 
SE SEE Canevcce ce seeeesees wet tes 95 
SNE ein w9'9.¥-016-0.010.4:.0 opine ee 6i6086e'e 230 
Pe SE cccdvccceavcsers pe gene's 3,870 
BE, ENTE bbe hb caiseoweseeseconees 4,250 
OS eerorrrrr reer ere cree 5.275 
EOE SIONS cs cceviescceseecevens 470 
EY Kobddwiames Cestceeeee sad 40 1,975 
ANA Cr rrr eer ee 199 
EG sre piase ee mae BAO e aCe e eEHe eee se 1,015 
EE Win bs dal oak CSA eee des sete es 145 
oo a Pere r er ir ree re 6.680 
NE yah n'a as Gu. 0ib/a d0i0 74 btw eredahers ad 1,120 
PE kicct cone es es edwas 510 
WE. sig basGiidwwiweleaely gee s4% : 128,575 


Fremont County Wildea 

The Union Oil Co. brought in a pro- 
ducing well on the Circle Dome in Fre- 
mont County, north of the Maverick 
Springs Field. The crude was found in 
the Tensleep at shallow depth, the top 
of the sand being only 250 feet. This 

a wildcat the Union started on the 
structure and the crude is a black oil 
resembling the Maverick Springs oil. 

The well of the Sage Creek Petroleum 
Co. in the Red Desert has bradenheaded 
the gas flow between the 10 and 84-inch 
easing and is drilling again. This gas 
flow was found in the second of the 
Frontier sands and three more are ex- 
pected within 300 feet. 

The Marine O31 Co. is drilling at 2,225 
feet and has set the 84-inch casing at 
2,104 feet on Section 17-39-78 in the 
Salt Creek Field and on Section 20-39- 
78 is cleaning out Taylor No. 4 and is 
on the beam at 170 feet after placing the 
10-inch pipe at 128 feet on the Taylor 
No. 8. 


The Marine has completed the new 
model camp on Section 16-39-78. 

Plans are being drawn for a new bunk 
house. 

The Enos Creek well of the Producers 
& Refiners Corp. found a heavy flow of 
gas at 2,750 feet and mudded off the 
flow to continue to the lower sands. It 
is on the Enos Creek structure west of 
the Grass Creek Field about 10 miles 
and is a wildcat; the geologists’ reports 
are very favorable and hopes are held 
it will open a new field. The location 
is in the foothills of the Continental Di- 
vide Mountains, in a region explored very 
little and many other domes and struc- 
tures are reported. 

Second Billy Creek Well 

The second well on the Billy Creek 
Dome, in Johnson County, north of Salt 
Creek Field about 50 miles, is to be 
mudded off in the second Wall Creek sand 
where a large flow of gas was found last 
week, and will be drilled for deeper 
sands. The Muddy, Dakota and Lakota 
sands lie under the present bottom and 
all three are expected to be found in 300 
feet more. 

The Producers & Refiners Corp. is pre- 
paring to drill deep tests in the Sand 
Draw Field, south of Riverton in Fre- 
mont County. This field now produces 
gas only for the pipe line to Riverton 
and Lander and it has been held that 
the underlying sands may hold oil. The 
Carter Oil Co. drilled one deep hole that 
failed to find production but this location 
is off structure, according to some state- 
ments, and did not make a real test. The 
Producers & Refiners control the greater 
part of the structure and have been util- 
izing the gas for service in the cities and 
for gasoline extraction and the manufac- 
ture of carbon black. 

Salt Creek Prorating 

Full production of the Salt Creek Field 
will be tested about the middle of July 
to form the basis for a new prorating of 
the wells and leases. At present, the 
field is producing on a basis obtained 
early last year; many wells have been 
drilled since and it is supposed the pro- 
duction from the wells under test then 
has fallen somewhat. The field runs are 


based upon a third of the total produc- 
tion. 
The field will be divided into equal 


parts and storage is being provided 
through the emptying of tanks in the 
field, so the wells can be opened and 
flowed to full production for a stated 
period; each part of the field will be 
tested separately. From this test, the 
new prorating of the leases will be made 
by the supervising board of the Salt Creek 
Producers’ Association and a definite line 
ebtained on the wells drilled since the 
previous test. With the completion of 
the Sinclair line this summer and the 
additional lines already finished, besides 
the old Midwest pipe lines, the field pro- 
duction will be handled better. 
To Deepen Gasser 

The well of the Sage Creek Petroleum 
Co., drilling-on the Buffalo. Basin Dome 
in the Red Desert country, is being cased 
with 814-inch pipe to shut off the gas 
flow and the well will then he drilled 
deeper, It is 860 feet deep in the From 


tier formation and gas was found in a 
sand at that depth, 29 feet thick. The 
8%-inch and 10-inch casing will be 
bradenheaded to shut in the gas while the 
drilling is going down. 

The Fargo Oil Co., drilling in the 
Poison Spider Field, west of Casper about 
25 miles, set casing to the top of the 
Tensleep sand and is now drilling in. It 
is showing for a producer. The pipe line 
to Casper is being constructed, the Hope 
Engineering Co. starting the ditching 
work on the field end. 

The Burley Oil Co. is drilling on a 
wildcat east of the San Draw Field in 
Fremont County. It is about 4 miles 
from the Sand Draw wells and about 
25 miles south of Riverton on a structure 
never before tested. 

The well being drilled by the Empire 
State Oil Co. in the city of Thermopolis, 
has spudded in and set the big pipe at 
168 feet. It is being drilled by the He- 
man Curtis interests, associated with the 
Empire State Oil Co. 

To Drill a Mile Deep 

The Teton Petroleum Co. is starting 
a wildcat about 21 miles southwest of 
Riverton. The company is formed of lo- 
cal capital of Riverton, Shoshene and 
Lander. 

The Black Mountain well of the Utah 
Oil & Refining Co., drilling east of Ther- 
mopolis about 30 miles, has reached 2,700 
feet and is near the Tensleep sand, where 
production is expected. It will be a black 
oil producer if “found. 

Montana 

The second well in the western ex- 
tension of the Cat Creek Field, opened 
by the Devereaux well, came in this week 
and proved a bitter disappointment. 
After the completion of the Devereaux 
well, acreage was in great demand, and 
some very good prices were recorded. 
The Mid Northern, the Montana subsid- 
iary of the Midwest Refining Co., was 
the first of the newcomers to get drilling 
operations under way, the location offset- 
ting the Devereaux well. The Mid North- 
ern well found both sands in place, but 
absolutely dry of oil, water or gas. The 
sand was loose and gray, as in the dis- 
covery well, and came in at the same 
level. Oil men are at a loss to explain 
the situation; it can scarcely be ascribed 
to faulting, as the logs of the two wells 
would not conform as they do. It is 
considered possible a wall of hard rock 
may exist between the two locations, 
thereby cutting off the migration of the 
oil to the second well, though the sands 
are on the same level. A number of 
other wells now drilling will be completed 
shortly, and may throw some light on the 
situation. The California Co., which pur- 
chased the discovery well and adjoining 
acreage, has a well drilling, while Sena- 
tor Hogan has two and the Shaffer Oil & 
Gas Co. another. 

Cat Creek Completions 

Two completions are recorded from the 
Cat Creek Field proper. The Mid North- 
ern Oil Co. completed No. 7 Oldham, io- 
cated. on the. southwest quarter-of Sec- 
tion 10-15-29. It is a producer from 
the first sand, found 65 feet in thickness 
at this point. This location is farther 


_ south than any well yet completed in 


Thursday, 


that part. The other Cat Creek eon. 
pletion was the Frantz Corp.'s No, 4 
Brown, located on Section 17-15-30. | 
is rated at 200 bbls. from the second 
sand. No figure on the production of 
the Mid Northern Oldham well has beep 
given. 

The Ohio Oil Co.’s No. 1 Shaw, on 
Section 35-36-2, found some oil in the 
upper sand last week, but is drilling for 
the Ellis. It is new down over 1,709 
feet. The Ohio completed its No. 1 Ep. 
gemon, on Section 14-35-2, and hag g 
small commercial producer. The Sho. 
shone Oil Co. is reported to have com. 
pleted a good well on Section 434-2, and 
the Snyder Jenson No. 1, on Section 36. 
35-2, has 400 feet of oil in the hole, 
Production is coming from the Ellis sand 
at 1,540 feet. This well is close to the 
town of Kevin and proves up additional 
territory. The Montana Empire No. 1, 
on the northeast quarter of Section 25. 
35-2, is reported showing for a 200-bbl. 
well, though no test has been made. The 
Spokane Wyoming No. 1, on the Taylor 
lease, east of production, on Section 7- 
34-le, found some oil in the Sunburst for- 
mation but was continued to the Ellis, 
It is showing for a commercial producer, 
which would mean an extension of the 
field. 

The Imperial Oil Co. well on the Ca- 
nadian side continues an unknown quan- 
tity. Rumor has it a 50-bbl. well, but 
reports from accurate sources show the 
result a matter of conjecture. Oil has 
been found and something definite may 
be expected. The McLean well, in the 
same locality, is rigging up. ‘The Moodie 
well not far from the McLean well, is 
drilling at about 500 feet, while the Me 
Collough well is about the same depth. 
On the Montana side, Ralph Chamber- 
lain is down over 1,000 feet with a test 
3 miles southwest of Sweetgrass. The 
border region has been visited by excep- 
tionately heavy rains, which have made 
hauling nearly impossible. 





TO DRILL IN DERBYSHIRE 





The Mines Department of the British 
Board of Trade has issued the text of a 
license granted to the Duke of Devon- 
shire “to search and bore for and get 
petroleum within and under the lands 
near Hardstoft, in County of Derbyshire.” 
The terms and conditions are in the usual 
form, granted under the Petroleum Pro- 
duction Act, 1918. One important pro- 
vision stipulated that “no gas or oil shall 
wilfully be permitted to escape or be 
otherwise wasted, but all means commer- 
cially practicable shall be used for con- 
fining gas or oil from the licensed area 
within pipes, tanks, or other safe and 
proper receptacles.” The licensed area 
comprises colliery districts of Hardstoft 
Heath and Stainsby, Derbyshire. 





RUMANIA RELENTS 

The Rumanian Government's strangling 
of foreign oil enterprises has somewhat 
relaxed, according to Sir Edward Man- 
ville, chairman of Phoenix Oil & Trans 
port Co., just returned from Rumania. 
The Government will authorize 200 per 
cent larger exports than the present 
quota and withdraw arbitrary price fix 
ing in Rumania. 





SINCLAIR’S HOUSTON LINE 


The 8-inch pipe line of the Sinclaif 
Pipe Line Co. from Mexia to its refinery 
on the Houston Ship Channel, near 
Houston, has been finished. Before the end 
of this year, oil from Wyoming, Kansas, 
Oklahoma and’ northern Texas will reach 
tidewater through this pipe line. 





GERMAN OIL CO. AFTER TAR 


The Deutsche Erdoel Gesellschaft, the 
largest oil-company in Germany, is t 
ported purchasing a majority interest B 
the Graf von Bismarck coal mine 2 
Westphalia for the extraction of t&# 
products from bituminous coal. =. 
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Less Chance; 
More Certainty— 


for those who drill for oil and gas 


Drilling for oil and gas is always “taking a chance.” 
The strata may be hard and rocky or soft and sandy, 
and the driller very often does not know just when he 
will strike an obstruction that may cripple the appa- 
ratus or temporarily stop the operations. 


The severe service conditions of the oil and gas coun- 
try demand pipe that is strong—pipe that is durable— 
pipe that will resist the strains and stresses of drilling 
and subsequent operations—in short, pipe that can be 
depended upon under any condition of service. 


Through many years of close co-operation with op- 
erators and field men, this company has developed a 
line of drill pipe and casings that reduce the element 
of chance to a minimum so far as the tubular equip- 
ment is concerned. 


Our “NATIONAL” Bulletin No. 15 contains many 
helpful suggestions, and we will be glad to send it 
upon request. 


NATIONAL TUBE COMPANY, PITTSBURGH, PA. 


GENERAL SALES OFFICES: FRICK BUILDING 
DISTRICT SALES OFFICES 
Atlanta Boston Chicago Denver Detroit New Orleans New York Salt Lake City Philadelphia Pittsburgh St.Louis St. Paul 
Pacific Coast Representatives: U.S. Steel Products Co. San Francisco Los Angeles Portland Seattle 
Export Representatives: U.S. Steel Products Co. New York City 
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West Kentucky- Tennessee 


By VERN T. WHITNEY 





Gartland & Tate’s No. 2 Kerr, Monroe County, Kettle Creek district, Ken-: 
tucky, blew off casinghead, and 1,000 bbls. lost; gauged 120 bbls. an hour. 
Pipe line runs show increase of 10,037 bbls. for May. E. M. Treat & Co.’s 
well on Summers lease, Simpson County, making 120 bbls. 


BOWLING GREEN, Ky., June 18.— 
Gartland & Tate’s No. 2 M. Kerr, Mon- 
roe County, Kettle Creek district, blew 
off the casinghead and over 1,000 bbls. 
were lost. After being placed under con- 
trol, the Paragon Development Co. 
gauged it at 120 bbls. in one hour; total 
depth 286 feet, in the first Sunnybrook 
sand. Well No. 1 on this lease was the 
discovery well of the Kettle Creek Field. 

The combined pipe line runs for the 
western Kentucky fields show an increase 
of 10,037.77 bbls. for May, with a total 
run of 140,272.77 bbls., an average daily 
production of 4,675.73 1-6 bbls. 

Warren County runs totaled 75,251.17 
bbls., an increase of 6,679.08 bbls. over 
April. Of this amount, the Indian Re- 
fining Co. handled 36,385.23 bbls.; Para- 
gon Development Co., 29,560.84 bbls.; E. 
R. Riggs, 5,693.82 bbls.; Swiss Pipe Line 
Co., approximately 2,500 bbls., and the 
Park City Refining Co., 1,111.28 bbls. 

The total run for the month in Allen 
County was 47,053.13 bbls., an increase 
over the previous month of 3,992.05 bbls. 
Barren County’s run for May amounted 
to 8,012.01 bbls. 

Sought Water; Struck Oil 

Reports from Wheatley in Owen 
County, Kentucky, say C. W. Reister, 
who has been drilling for water on his 
farm, struck a good show of oil at 1,400 
feet. Scouts of the larger companies are 
investigating. Owen County is in the 
north central part of the Blue Grass 
section. 

During the week there were 26 wells 
completed; 17 were producers, with an 
initial production of 231 bbls., and 9 
dry holes. In comparison with the pre- 
vious week a loss of 13 completions, 13 
less producers and one more dry hole is 
shown. The decline in new production 
was 729 bbls. 

Warren County Wells 

The best well in the Warren County 
Field was completed by the Moran Oil 
& Refining Co. in its No. 15 on the M. 
N. Ennis farm in the, Glen Lily section 
of the Davenport Pool. It came in for 
85 bbls. flush at 1.001 feet, and in seven 
days was pumping 7 bbls. daily. Shale 
was found from 815 to 890 feet and sand 
from 971 to 983 feet. The company has 
moved the rig to No. 14 location, com- 
pleted some time ago in the shallow sani, 
and will drill to the deeper pay. On the 
Goad farm, in the same vicinity, M. K. 
Gayman and associates got a dry one in 
No. 2 at 1,112 feet. 

In the Waller-Runner_ section, J. 
Beatty shot No. 1 on the Beck farm, 
which responded for a 2-bbl. pumper at 
1,115 feet. 

In the Browning section, No. 3 Barbee 
of Wilson and others is pumping 6 bbls. 
after shooting at 1,166 feet. 

In the shallow Rockfield district, W. 
E. Massey (Atty.) got a dry hole at 495 
feet in No. 5 on the John Phelps lease. 
No. 8 location has been made. On the 
W. A. Bryant 45 acres, the Ruby Con- 
solidated Development Co.’s No. 6 is 
showing for 4 bbls. at 482 feet. Claypool 
and others’ No. 2 Vance got a big dose 
of water in the shallow pay and plugged 
the well. The recent completion on the 


Bogle 30 acres is pumping 3(C0 bbls. of 
water and 50 bbls. of oil. 


No. 1 was a 





duster. 
off. 

A year ago the Illinois-Kentucky Syn- 
dicate abandoned a well on the Vernon 
Andrews farm after shooting at %50 
feet. During the past two weeks the 
well was put to pumping and started off 
at 40 bbls. and for the past eight days 
has been making 25 bbls. daily. This is 
another case of wells that would have 
made producers being abandoned in this 
field. The lease is south of the Vance, 
Moss and Bogle farms in the Rockfield 
Pool. 

The recent completion of E. M. Treat 
& Co. on the- Summers lease in the Pugh 
district of Simpson County is pumping 
900 bbls. of water and 120 bbls. of oil 
per day at 479 feet. 

Allen County Development 

The Gainesville district, north of 
Scottsville in. Allen County, is the only 
real active spot with the Keen district 
closely following. During the week 14 
wells were completed in the county, 11 
producers showing 109 bbls. flush. The 
best well in Allen County was No. 11 on 
the J. F. Stovall farm, in the Gainesville 
district, showing for 30 bbls. flush at ap- 
proximately 475 feet. The White Plains 
Oil & Gas Co.’s No. 15 Buchanon is 
dry at 350 feet; W. R. Thompson & Co. 
got a duster at 460 feet in No. 1 Griggs; 
on the T. Oliver farm, Sam Bradshaw 
got a 5-bbl. pumper at 277 feet in No. 10 
well; Winterburn & Co.’s No. 1 Guy, 2 
bbls. at 271 feet; J. R. Poynter’s No. 1 
P. Guy, 10 bbls. at 280 feet; C. Trabel’s 
No. 1 Cliburn, 5 bbls. at 276 feet and 
F. E. Warm’s No. 1 Weaver, 10 bbls. at 
299 feet. 

In the Satterfield district, Corbett and 
others’ No. 3 G. M. Willoughby is pump- 
ing 10 bbls. at 401 feet. In the Mt. 
Aerial section, the Ruby Development 
Co. got a 10-bbl. pumper in No. 7 on the 
A. Dyson farm at 314 feet. No. 8 loca- 
tion has been made. 

In the Keen Pool, southwest of Scotts- 
ville, A. V. Bolton got a 20-bbl. well’ in 
his No. 9 at 228 feet; F. J. Chapman’s 
No. 1 R. M. Lyle, 2 bbls. at 374 feet; 
Habagost and associates’ No. 1 R. M. 
Lyles, 5 bbls. at 267 feet. The Kenlatex 
Oil Corp, of New York, got a duster in 
No. 19 Sarver. 

Hopkins County 

During the week two good wells were 
completed in the Willams district of 
Hopkins County. Joe Young and associ- 
ates’ No. 1 Holliman fater a shot is flow- 
ing by heads and estimated for a strong 
50-bbl. producer. Sand was found from 
471 to 496 feet and the total depth is 503 
feet. It is west of the Williams well. 
On another part of this Holliman farm, 
the Copper Flash Oil Co. completed a 25- 
bbl. pumper in No. 1, 350 feet west of 
the Young well. Sand was found from 
482 to 508 feet and the well finished at 
515 feet. This company’s No. 4 Wil- 
liams is dry and abandoned at 500 feet, 
drilled 350 feet east of No. 2. 

To date the Copper Flash Oil Co. com- 
pleted four wells on the Dink Williams 
farm, 2% miles from Nortonville. No. 1 
is pumping 6 bbls. daily at 2,056 feet; 
No. 2, 1,000 feet southeast of No. 1, will 
make 100 bbls. at 498 feet; No. 3 is an 
8-bbl. pumper at 476 feet, and No. 4 was 


No. 3 location has been staked 





dry. There are 1,400 bbls. of crude in 
storage on this farm which tests 349-10 
gravity. On the adjoining MHolliman 
farm, the Copper Flash has one well esti- 
mated at 25 bbls., and Joe Young and 
others have a well estimated at 50 bbls., 
both in the shallow pay. On the Mills 
farm, 1,000 feet south of the Williams, 
Johnson & Sandusky have a duster at 547 
feet; on the K. Allen lease, 1 mile east 
of the Williams, Tom White got a duster 
at 605 feet; on the Ferguson farm, 21% 
miles west of the Williams, in the Oak 
Hill section, Squires & Co. have a duster 
at 600 feet; and on the Clements farm, 
three-quarters of a mile north of the 
Ferguson, Powell & Co. drilled a dry one 
at 651 feet. 
New Drilling 

Joe Young and associates are spud- 
ding No. 1 Pete Morgan, which joins the 
Williams on the east. Randolph & 
Stevens are drilling No. 1 Little Page, 
3% miles southeast of the Williams and 
one-half mile south of the town of White 


Plains. H. E. Cowling is down 600 feet 
in No. 1 Virgil Scott, 244 miles north- 


east of the town of Anton, and approxi- 
mately 12 miles northeast of the Wil- 
liams. Two oil shows have been found, 
the first, in the Sebree sand at 451 feet, 
and the second, in the Walton sand, at 
540 feet. It is thought by geologists the 
Williams sand will be encountered at 
about 900 feet. Lewis S. House is down 
150 feet in No. 1 on the D. Leigon 
farm, 1% miles southeast of Hansom 
and 15 miles northwest of the Williams 
farm. 

A wildeat is being started 2 miles 
southeast of Slaughterville, in the north 
part of the county by B. S. Kelley, who 
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claims he will drill to 2,500 feet unlesg 
oil is found in paying quantities. 
Cumberland-Monroe Counties 

Work in the Cumberland-Monroe 
County district was hampered by bad 
road conditions. 

Bear Creek District—W. S. Raydure’s 
No. 3 Smith is drilling at 125 feet; Me. 
Clintock Oil Co.’s No. 2 W. M. Rage] 
down 200 feet, where the 64-inch cas. 
ing will be set. W. A. Henson is spud. 
ding No. 1 on the J. M. Melton lease, 
Paragon Development Co. set 61-inch 
casing to 447 feet and drilling on top of 
the second Sunnybrook; Earl Williams 
and others resumed drilling after a ge. 
rious fishing job; McClintock Oil Co. jg 
now moving a rig in on the Smith farm 
located on Judie Creek; Lewis J. Emery, 
Jr., & Sons, of Bradford, Pa., are moy- 
ing a rig to the Williams tract on Goose 
Creek. 

Kettle Creek—S. D. Bushaw and oth- 
ers’ have put No. 1 Thurn Smith on jack, 
and will try to exhaust salt water. Rig 
is being moved to No. 2 location, where a 
deep test is planned. Pederson Brothers 
have abandoned their No. 2 on the Thurn 
Smith lease at 160 feet. 

Drilling Activities 

The Daniel Boone Oil Co. reached the 
second Sunnybrook in No. 2 Logan heirs 
and had 35 feet of fluid in the hole. Being 
unable to pull casing it was shot out 
and the company is now running packer 
and will test. W. S. Raydure’s No. 1 
Dave King has resumed pumping with a 
3-inch working barrel. Water is show- 
ing a little coloring. Bushaw and oth- 
ers’ No. 1 Overstreet is shut down; Gart- 
land estate’s No. 2 Kerr is shut down 
by engine trouble, as is No. 1 Billy 
Blythe. Petroleum Exploration Co. has 
spudded in No. 4 on the Melton Blythe. 
The No. 1 Luther Blythe of Sloan & 
Zook has been plugged after being re- 
shot in the second Sunnybrook. W. &. 
Raydure struck a large flow of salt water 
in No. 2 H. Wells at 150 feet. Six and 
one-quarter casing is being set to 160 
feet. 

Sulphur Creek 

The Associated Producers encountered 
fresh water im second Sunnybrook in No. 
2 G. W. Coop, Jr., and is reaming, after 
which 4%-inch casing will be set. The 
Kanawha Oil Co. set 256 feet of 8-inch 
casing and is drilling at 300 feet in its 
No. 1 John Groce. 

The cement in the Pencil cave did not 
set in No. 3 Huddleston of the Morris 
Petroleum Co. and others’ and instead 
packers are being set above and below 
the cave. It will be on the completed 
list, it is expected, next week. 











News From Fields of Canada 


By VICTOR LAURISTON 


CHATHAM, Ont., June 18.—The most 
recent development in the Imperial Oil, 
Ltd.’s drilling campaign in the Canadian 
West is the abandonment of the Willow 
Creek test, Section 29-14-2-5, west of 
Nanton. It was in the southern foot- 
hills, south of the Okotoks Field, at a 
point where geological indications were 
somewhat similar. Drilling was started 
about 1920, and recently the hole reached 
3,587 feet without encountering more 
than a slight show of oil at 2,918 feet. 
All casing has been pulled and the rig 
is being dismantled. After starting the 
Willow Creek well, Imperial Oil, Ltd. 
arranged to complete an unfinished test 
of the Alberta Associated Oils, Ltd. in 
the same general area. This Christie 
well had to be abandoned owing to drill- 
ing difficulties. The completion of the 
Willow Creek well without production 
marks the abandonment by Imperial Oil, 
Ltd. of the Willow Creek portion of the 
southern foothills. More than a year ago 
a similar foothill area at Twin Butte 
was also abandoned after two tests, one 
earried below 4,300 feet. 

The only Imperial Oil, Ltd., develop- 
ment work now being carried on in the 





foothills south of Calgary is in the 
Okotoks Field, where there is a small 
lefinite production, and operations are 
. the hands of the Royalite Oil Co., an 
Imperial subsidiary. 

In this field Royalite Oil Co.’s No. 3, 
Section 6-20-2-5 is putting the 8-inch 
casing in shape, preparatory to deeper 
drilling. Drilling operations at Royal- 
ite’s No. 4, Section 7-20-2-5, have been 
interfered with by floods which under- 
mined the foundations of the rig and 
forced in the cribbing of the cellar. The 
drillers are now engaged in repairing 
this damage. The torrential rains were 
also responsible for a break in the main 
gas line connecting the Royalite plant 
with Calgary, and a 12-hour shut dowa 
was necessary. 

At Red Coulee, Section 5-1-16-4, in the 
western section of the Canadian Sweet- 
grass, an endeavor is being made to sbut 
off the water encountered at 2,542 feet 
so the hole can be bailed and a test 
made of the oil showing at 2,525 feet. 
About 2 bbls. of oil rose to the top of 
the water standing 2,000 feet in the 
hole, and analysis is now being made. 





June 21, 











































































































yne 21, 1923. THE OIL AND GAS JOURNAL 47 
J 
nlesg | 
hroe 
bad 
Me 
age] 
= WEST UNION 
pud- 
inch 
p of 
ams 
se- 
. is RECEIVED AT W. U. BUILDING. 7th & WALNUT STS., KANSAS CITY, MO. 
a 1922 AUG 25 AM 11:52 
a WKC295 52 ELDORADO KANS 25 1138A 
oth- SUPERIOR TUBE CO 
ack, 301 SECURITY BLDG KANSAS CITY MO 
Ri 
me WE ARE PLEASED TO ADVISE THAT SUPERIOR SIXTY SEVEN 
hers 
urn FOOT PUMPER PULLED 2397 FEET OF SIX AND FIVE EIGHFHS 
AND TWENTY HUNDRED SIXTY FEET OF EIGHT AND ONE 
= QUARTER INCH CASING IN A PLUG AND ABANDONMENT JOB 
a AT SHRIVER NUMBER 4 SECTION 3-26-4 
ker 
, 1 
be EMPIRE GAS AND FUEL CO 
»th- a 
4 oe , 
lly a ; 
has eS a 
he. yee 
ne ti . A 
8. ° ‘ ‘ 
: NE of the Superior 67- = 
and eat 
160 e 
foot heavy pumping ee 
=n derricks used by the Empire 4 
‘ter re se 
e ‘N , ate 
vd Gas and Fuel Company to Peay 
its ' es 
” pull casing from plugged and mi 
‘ris te . a 
~ abandoned wells in the El- 255 Soe 
ted ie = 
7 dorado and Augusta fields in ah. oa 
Kansas. “A | 
We are prepared to furnish imme- eg | 
he diately from several stocks our new . oe _ | 
all e ° Be acer ; — 
“= 67-foot and 74-foot light pumping ay 4 San By : 
“ derrick in addition to our heavy : :,% ie 
b duty pumper. 
al- 
ea Communicate with our nearest sales office. 
nd 
he 
we a ASN een 
: SUPERIOR [ UBE COMPANY 
: STEEL DERRICKS CASING | TUBING _ LINE PIPE | 
7 General Offices: 301 Security Bldg., Kansas City, Mo. | 
ut Branch Offices: | 
af Pittsburgh, Pa. Dallas, Tex. Tulsa, Okla. St. Louis, Mo. Casper, Wyo. | 
| 











THE OIL AND GAS JOURNAL 





Oil men are being daily re- 
minded of Darcova Valve 
Cups through advertisements 
such as this in their local 
newspapers. Every Supply 
House should have a stock of 
Darcova Cups on hand. 
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DARCOVA 


VALVE CUP 
The Original Composition Cup 


How Long Does It Take 
To Change Valve Cups? 


Seasoned oil men say it takes at least three hours to pull out of the well and re-cup. 








As soon as you begin pulling up, any one of a dozen things might happen, and before 
you know it those three hours grow to four or five. 


But suppose it takes three hours—nearly half a day. Half a day of labor at high 
wages—half a day with the well idle and no oil flowing into the tank! Your expenses 
go on, but you get no return. 


And frequently that loss is unnecessary. The average life of a Darcova Valve Cup is 
much longer than the life of an ordinary cup. 


By using Darcova you save expensive re-cuppings. The original cost of the cups is a 
difference of cents. You save dollars—tens—twenties! 


The Darcova composition is our invention. Of all materials known it is the most resist- 
ant to the cutting action of sand and gravel. No imitation is as good. 


Get GENUINE Darcova Valve 
Cups from your dealer, and 
make a big cut in your 

operating costs. 
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The gravity is understood to be about 
29. . 

No progress is reported in the tests on 
Section 3-49-21-5 in Coalspur district, or 
on Section 23-80-13-6 in Pouce Coupe 
district, both in the northern foothills; 
nor has any word been received from 
Fort Norman. In the Irma-Wainwright 
rea of east central Alberta, Imperial 
Oil, Ltd., is rigging up its new test on 
L. S. D. 2, Section 14-45-8-4. 

It is officially stated that Imperial 
Oil, Ltd., has no location in the Many 
Island Lake district, northeast of Medi- 
cine Hat; nor is the company supplying 

rig for a test there by any other com- 
pany. 

Sweetgrass District 

In Sweetgrass district, southern Al- 
berta, Dr. M. Y. Williams of the Uni- 
versity of British Columbia, has been de- 
tailed by the Geological Survey of Can- 
ada to conduct a survey this summer of 
the prospective oil fields in southern Al- 
berta close to the international boundary. 
The territory to be covered extends from 
the Saskatchewan border to British 
Columbia, and for 50 miles north of the 
Albert-Montana line. 





In the Sweetgrass drilling, Border Oils, 
Ltd., Section 6-1-14-4, is unofficially re- 
ported to have encountered some oil in- 
dications around 2,000 feet. but is now 
drilling below. Imperial Oil, Ltd., Red 
Coulee, Section 5-1-16-4, is reported to 
have finished cementing and to be prac- 
tically ready to start bailing. Canadian 
Oil & Refining Co. (Rogers) Section 
29-1-11-4 is reported drilling around 1,550 
feet. Coutts-Sweetgrass Oils, Ltd. (Mce- 
Lean), Section 1-1-15-4, is setting 4%4- 
inch casing to shut off water. It is re- 
ported that the Canadian Oil & Refining 
Co. is arranging to complete the Leth- 
bridge Oils, Ltd. (Baalim), Section 12- 
1-15-4, shut down at 2,030 feet last fall. 
The hole is in good shape to be drilled 
deeper. North of the Canadian Oil & 
Refining (Rogers) the Talpey-Arnold 
Synd. is making a location to be started 
this summer, and is hauling derrick tim- 
bers. Ira E. Segur of California has 
returned to Lethbridge and is reported 
interested in a new drilling venture. The 
J. F. Moodie Syndicate test on Section 
t-1-15-4 and the McCullough-Patterson 
test on the Quarantine Reserve are both 
drilling and down several hundred feet. 

n Many Island Lake district, north- 
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ast of Medicine Hat, the Canadian- 
American Oil & Gas Co., Section 31-13- 
1-4, is reported drilling. It is reported 
a second rig will be placed in the district 
shortly. S. E. Slipper is making a loca- 
tion for the Provincial Oil & Gas Co. on 
the Sashkatchewan side of the provincial 
boundary, to the east. 

In Barnwell district, southern Alberta, 
the Canadian Western Natural Gas Co.'s 
No. 6 Barnwell, which came in a gasser 
last year but later was flooded with 
water, promises to make a good producer 
when the water is shut off and the hole 
cleaned. No. 7 Barnwell is down 856 feet 
and will set 14-inch casing and go on 
with a 10-inch hole to a point just above 
the gas sands, when the test will be 
finished with cable tools. The derrick 
for No. 8 is nearing completion, and the 
company expects to move the rotary out- 
fit from No. 7 to No. 8 within three 
weeks. No. 1 was finished in 1918 and 
is producing 4,500,000 feet a day. Nos. 
2 and 3 were dry, and the locations for 
Nos. 4 and 5 were abandoned as it was 
believed they were in the same formation 
as the dusters. In Foremost district, No. 
1 Foremost is drilling at 1,190 feet, and 
the derrick for No. 2 Foremost is up. 











Fields of the Central West 


By WHIT 






Mondark Oil Co.’s No. 2 Patton, Darke County, Ohio, makes 80 bbls. Faulk- 
ner & Brown’s No. 3 Seifring, 60 bbls. Ohio Oil Co.’s No. 11 J. McClelland, 
Hancock County, is 50-bbl. pumper, also Romshe & Wright’s No. 2 Fred 
Kohler, Auglaize County, Union Oil & Gas Co. has 62-bblL. well. 


FINDLAY, Ohio, June 18.—The old 
Lima Field of northwestern Ohio is do- 
ing its bit to hold up the Central West 
Field, and while fewer wells are being 
completed than in Kentucky, their pro- 
duction cames in much better, and there 
is but little difference in the cost, mak- 
ing them the most valuable, because of 
their long-lived production when settled 
to steady pumpers. 

In the Fort Recovery Field, in south- 
western Mercer County and northwestern 
Darke County, with possibilities of the 
producing area extending into Indiana, 
much leasing has been done recently on 
the Indiana side. 

The strike a week or so ago by Neely, 
Harting & Miller on the John Fecher 
farm east of Fort Recovery, in Recovery 
Township, Mercer County, has brought 
additional developments, nearly a dozen 
new locations have been made, and the 
well on the Henry Lechner farm in Gib- 
son Township, is looked upon as a prom- 
ising: producer, adding much territory. 

iin’ Gibson Township, Mercer County, 
Schilling & Kiensel’s second well on the 
P. F. Weamer, Section 24, is rated at 
10 bbls. while the Pyramid Oil Co.’s No. 
1 B. Brunswick, Section 30, looks like 
5 bbls. A. Bauer and others’ No. 1 H. 
Mieurer, Section 36, is reported at 10 
bbls. The Central Wést Oil & Gas Co.’s 
No. 3 P. Schmidtz, Section 36, pumped 8 
bbls. The Lemuel G. Neeley Oil Co.’s 
No. 1 J. Robbins, Section 25, shows 5 
bbls., while its*No. 1 on the C. N. Wat- 
kins, Section 26, is dry. In Recovery 
Township, “the Mad Anthony Oil Co.’s 
No. 2 W. Disher, Section 16, is showing 
for 5 bbls. 

Numerous new ‘locations have been 
made in southern Mercer, County, on the 
Bretenstein, William Post, Ben Post, 


Nieport, W, E, Wilson, Peter Fecher, 


Painter, Leonard Rummell and 


farms. 


The banner well found in Darke County 
for the week was the Mondark Oil Co.’s 
No. 2 J. T. Patton, Section 7, 80 bbls., 
followed closely by Faulkner and Brown's 
No. 3 H. Seifring, Section 6, with 60 
bbls. The Mondark Co.’s No. 8 George 
Gerlock, Section 7, pumped 30 bbls., all 
on the Allen Township side of Darke 
County. 


Mose 
others’ 


In Mississinewa Township, Darke 
County, the Illindo Oil Co.’s No. 8 F. 
Seifring, Section 2, pumped 45 bbls., and 
its No. 2 J. Schmidtz, same _ section, 
pumped 25 bbls. E. G. and J. L. Hen- 
derson’s No. 6 John Miller, Section 11, 
pumped 35 bbls. and the Pyramid Oil 
Co.’s No. 2 G. W. Ream, Section 15, 
pumped 10 bbls. The Neeley-Clover Co. 
drilled a duster in No. 3 O. E. Current, 
Section 3. 

West of Bowling Green in Plain Town- 
ship, Wood County, the Underwood Oil 
Co.’s No. 7 L. M. Brown, Section 26, 
pumped 4 bbls. at 1,605 feet. Ohio Oil 
Co.’s No. 10 Homer C. Brown, Section 
26, pumped 10 bbls. at 1,618 feet. One 
of the good completions of Wood County 
was made by L. D. Langmade in No. 1 
on the Langmade: farm, Section 23, show- 
ing 65 bbls. from 1,450 feet. In Perrys- 
burg Township, John EB. Welton’s No. 3 
George Limmer, Section 28, pumped 20 
bbls. at 1,289 feet. 

Fifty-Bbl. Pumpers 

In Eagle Township, Hancock County, 
the Ohio Oil Co.’s No. 11°J. McClelland, 
Section 7, pumped 50 bbls., and above 
the general run of wells for that field. 
In Liberty Township, the. Baseline Oil 
Co.’s No. 10 Fred Browneller, Seetion 33, 
pumped but one bbl. 


In Bath Township, Allen County, Car- 


man, Botkins and others’ test on the Solo- 
mon Land Co., Section 10, pumped 10 
bbls. at from 1,301 to 1,350 feet, and 
C. A. Peavey and others’ No. 2 E. Prow- 
atn, Section 1, pumped 10 bbls. at from 
1,322 to 1,358 feet. In Jackson Town- 
ship, Satterlee and others’ No. 6 A. J. 
Plaugher, Section 6, pumped 15 bbls. at 
from 1,307 to 1,347 feet. In Americus 
Township, the Ohio Oil Co.’s No. 7 
Thomas Montague, Section 10, pumped 
8 bbls. 

In Douchouquet Township, Auglaize 
County, Romshe & Wright’s No. 2 Fred 
Kohler, Section 17, pumped 50 bbls. In 
Moulton Township, Charles Mertz and 
others’ No. 1 John Butcher, Section 9, 
pumped 18 bbls., and the Logan Develop- 
ment Cv.’s No. 1 J. Sutton, Section 7, 
pumped but 2 bbls. 

{In Woodville Township, Sandusky 
County, the Michigan-Ohio Oil Co.’s No. 
1 J. Sanders, Section 5, proved dry at 
from 1,208 to 1,228 feet, where salt 
water was encountered. 

In Ridge Township, Van Wert County, 
Ralph Ziegen and others, with J. Pugh 
as trustee, drilled in a 15-bbl. well in a 
test on the Mrs. Joseph Palmer farm, 
Section 34. This should encourage fur- 
ther test work in that section. 

In Allen Township, Ottawa County, 
the Ohio Oil Co.’s No. 6 G. D. Rousch, 
Section 35, pumped 3 bbls. at 1,372 feet. 

The Western Ohio Oil Co. started spud- 
ding on its first well on the old Frank 
B. Loosee 55-acre lease at the town of 
Cygnet, in Wood County. 

Gas and Oil in Michigan 

Report from Michigan is that the Jack- 
son County Oil & Gas Co. contemplates 
shooting its test on the Frank Roe farm, 
Section 19, Dundee Township, Monroe 
County, as well as its No. 1 on the Sil- 
yers farm, in Section 31, Napoleon Town- 





Thursday 


ship, Jackson County. The shot in ty 
latter well will be where the gas Showing 
was encountered, as there is a big map. 
ket for gas at Jackson, 11 miles away, 
Oil may be found if the five wells ay 
drilled in western Monroe County apg 
two additional wells in Jackson County, 
There is some talk of testing territory 
near Coldwater, where a_ structure ig 
known by old-timers of the Ohio Fieg 
Central Ohio Fields 


Slight changes were noticeable in ce, 
tral Ohio for the week. The most jp. 
portant find was one of the best gas 
wells of the year in an unexpected ares. 
This well found its gas in the secong 
Cow Run at 900 feet, the Ohio Fuel Gas 
Co.’s second test on the A. J. Russel] 
farm, Section 5, ‘Carthage Township, 
Athens County. It has been estimated 
at close to 6,000,000 feet open flow. The 
Logan Gas Co. has made a location op 
the W. S. and Mary Dye 93 acres, Sec. 
tion 12, same township, and the Ohio 
Fuel Co. is starting Nos. 3 and 4 Russel 
farm. In Dover Township, this com. 
pany drilled a dry hole in No. 3 on the 
Sugar Creek Coal Co.’s land, being a 
40-acre piece in Section 3. 

In Prairie Township, Holmes County, 
the East Ohio Gas Co. made another in- 
portant oil find in its test on the |, 
Smithisler, Section 7, estimated at 25 
bbls. Jt made a location for No. 1 on 
the Avery Metcalf 15 acres, Section 30, 
same township, and started a test on 
the W. M. Steele, Section 18, Franklin 
Township, Jackson County. 

In Ripley Township, Holmes County, 
the Central Ohio Gas Co. drilled in a 
nice gas well in No. 1 J. B. Williams, 
Section 13, while Gano and others’ only 
got a fair gas well at No. 1 A. Spayae, 
Section 1. The Ohio Fuel Gas Co. is 
drilling No. 2 R. and C. Hallon, Section 
13, and the Ohio Oil Co. made a location 
on the Lewis C. Sprowles 40 acres, Sec 
tion 25. 

In Benton Township, Hocking County, 
the Ohio Fuel Gas Co. struck a light 
gas well at No. 1 E. C. Pettitt, Section 13 

In Brunswick Township, Medina Cour- 
ty, the Central Ohio Gas Co. started 
drilling No. 1 Edwin C. Beuttel, Section 
7. dn York Township, the Ohio Fue 
Gas Co. is drilling No. 1 George Acker, 
Section 3. In East Union Township, 
Wayne County, the Ohio Oil Co. is drill- 
ing No. 3 H. B. Jamison, Section 8. 

Illinois Field 

In the Allendale area of Wabash Coun 
ty, the territory southwest of production, 
is to be given a thorough testing. The 
new or later pool opened last fall known 
as the Wright-Litherland Pool, is some 
thing like 1144 miles southwest of the 
Biehl, and the late finds on the Matheney, 
Sharon Price and Ziegler farms, about 
the same distance south west of the 
Wright-Litherland Pool, suggest a south- 
western extension, or new pool, which 
may be found in Wabash County or 2 
Edwards County. 

Hartman and others’ well on the Zieg: 
ler, Section 13, Friendsville Township, 
Wabash County, is in and looks like 4 
fair well. Both sands in the Matheny 
well have been given small shots with 
quite an improvement. 

The well on the Reel farm a couple of 
miles southwest of Mount Carmel, drill 
ing by Joe Young and others, had reached 


approximately 1,850 feet in a very hard 


lime formation. The contractor finds tt 
hard to make more than 10 feet a day- 
The owners expect to go to 2,000 feet 
for sands in which good wells were found 
in the Bridgeport Field some years 48° 
hoping to encounter the Green or Mc 
Closkey sands. Report from the north 
end of Wabash County is that Porter and 
others are setting 12-inch casing at 1, 
feet on the Lewis Armstrong lease and 
the formation appears regular. 
Nothing new has been reported frow 
the Ava Field in Jackson County, 
the southwestern section, although ¢ 
Mid-Egypt Oil & Gas Co. continues ope 
ations and is shipping its output by tank 
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ears to refining plants. Roy Diament of 
Bradford, Pa. expects to start develop- 
ment on leases held in the Ava area. 

In Waterloo Field 

In the Waterloo Field, in Waterloo 
Township, Monroe County, southeast of 
St. Louis and in the southwestern part 
of the State and north of Jackson Coun- 
ty, the Kaskaskia Oil Co.’¥ No. 2 on the 
Dena Acker 81l-acre farm, Section 1, is 
credited with 5 bbls. at 422 feet. 

In Centralia Township, Marion Coun- 
ty, Stella Timberlake’s second well on 
the Joe Gaitt, Section 30, is reported at 
15 bbls. from 782 feet. Miller and others 
have abandoned their No. 1 W. C. Mor- 
gan, Section 19. 

In Dennison Township, Lawrence 
County, the Ohio Oil Co.’s No. 1 C. J. 
Borden, Section 25, pumped 5 bbls. from 
the Tracy sand at 1,735 feet. 

1n Robinson Township, Crawford 
County, Fred Burns and others’ test on 
the N. H. Boyd, Secfion 24, pumped 2 
bbls. In Prairie Township, Bell Broth- 
ers’ No. 14 J. F. Johnson, Section 24, 
pumped 8 bbls., while No. 15, same farm, 
was dry. McNally & Starr got a duster 
on the A. E. Joseph, Section 23. 

In Martinsville Township, Clark Coun- 
ty, the Trenton Rock Oil Co. is down 
close to 1,000 feet in No. 8 John Carper, 
Section 30, and moving in to start spud- 
ding No. 9. Same company is drilling 
No. 3 E. Ault and No. 7 William Carper, 
Section 3@. Ohio Oil Co. is starting a 
well on the James Atkins, Section 30, 
and Ellis, Mlyers and others are getting 
material on the ground for No. 5 William 
Morgan, same section. 

Claypool and others drilled a dry hole 
in a second test on the J. Claypool, Sec- 
tion 12, at 927 feet, Johnson Township, 
Clark County. 

Indiana Field 


According to the division of geology’s 
report of the State conservation depart- 
ment, there are 100 wells pumping oil 
in the West Princeton Field, in Gibson 
County, Indiana, of which some have 
been pumped for 19 years. The East 
Princeton Field, opened August, 1921, 
has six producing wells. The Oatsville 
Field, Pike County, opened in 1915, has 
approximately 150 wells, while the Ridge- 
ville Field, south of Jay County, opened 
last year, has more than 50 wells. In- 
diana during April produced 88,000 bbls. 
of oil, 69,000 bbls. in southwestern fields 
and 19,000 bbls. in the northeastern or 
Trenton Fields. During March, 83,000 
bbls. were produced in Indiana. 

The great activity in the Fort Recov- 
ery Field, in Darke and Mercer Counties, 
Ohio, has encouraged leasing on the In- 
diana side, and if reports are true, con- 
siderable development work will start in 
both Jay and Randolph Counties. Tests 
are under way in Noble and Madison 
Townships of Jay County, and the Hot- 
mier Pool, along the Jay-Randolph Coun- 
ty line, is in for a heavy play. The find 
of a flush 125-bbl. well by the Omar Oil 
& Gas Co. recently in No. 9 on the 
O’Bryan farm, in Pike Township, Jay 
County, and in the Hotmier area, will 
encourage development. 

In the [Princeton Field, in' Washington 
Township, Gibson County, Fought & Lo- 
powitz drilled in a 20-bbl. well in a test 
on the W. H. McAtee, Section 18. Top 
of sand was found at 1,302 feet and 
drilled to 1,115 feet. The Vicar Oil & 
Refining Co.’s No. 3 on the J. P. Vier- 
ling, Section 1, is reported dry at 1,659 
feet, and No. 1, same farm, has been 
abandoned. 

In Center Township, Gibsun County, 
the Murphy Oil Co.’s No. 1 E. Whiting, 
Section 1, reported at 22 bbls. with top 
of sand at 1,572 feet and drilled to 1,589 
feet. Munn, Huber & Tichenour aban- 
doned No. 3 M. Hollinsworth, Section 13. 

In Logan Township, Pike County, the 
Noble-Bolyard Oil Co.’s No. 4 W. Crece- 
lius, Section 22, reported with 20 bbls. 
at from 1,014 to 1,026 feet. 

In Turman Township, Sullivan County, 
the Mattix Oil Co.’s test on the Isaac 
Mattix, Section 2, was dry at 775 feet, 





Eastern Kentucky 
One of the active spots of the eastern 
Kentucky fields is Ayresville, the stopping 
off place of the Union Gas & Oil Co, al- 


though the postoffice is at Martha. The 
Union Gas & Oil Co. has drilled over 
400 wells, and found but 8 dry holes 


and numerous gas wells. The company 


has close to 19,000 acres. 

The week shows very few completions, 
but there is no let up in development and 
numerous large companies are going after 
the Weir and Berea sand oil and the 
better weather condition will help. 

Over 500 tons of steel have been trans- 
ferred from Webbville, Ky., into the oil 
fields of Lawrence County. The freight 
rate from Pittsburgh to Webbville, ap- 
proximately 200 miles, is 43 cents a hun- 
dred. (It costs $1.75 a hundred to get it 
the remaining 20 miles to Ayresville. 

In Johnson-Magoffin-Lawrence County 
areas, the Union Gas & Oil Co. completed 
No. 21 P. P. Holbrook farm for 25 bbls. ; 


No. 26 J. J. Gambill farm, 20 bbls.: No. 
2 Alfred Skaggs farm, 4 bbls.; No. 4 
J. A. Dials farm, 62 bbls.; No. 10 Ben 


Ferguson farm, 12 bbls., and No. 1 Wil- 
liam Lester farm, 8 bbls. 
R. G. 


In the same field, Gillespie, but 
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in the Elna district, drilled in a 20-bbl. 
producer in No. 7 Darius Conley farm. 
Tackett & Wheeler's No. 3 Lock Blanton 
farm shows 10 bbls., while the Eastern 
Kentucky Oil Co. found a duster in No. 
2 James Fairchilds farm, also in the 
Edna district. 
Cumberland Pipe Line Co. Runs 

The runs of the Cumberland Pipe Line 
Co. for the week through its eastern 
Kentucky gathering line handled a total 
of 88,376.88 bbls., for a daily average 
of 14,396.14 bbls., distributed among the 
various districts as follows: 

During May the Indian Refining Co. 
handled a total of 141,097.56 bbls. from 
the Kentucky fields. Of this 59,680.87 
bbls. came from Estill, Lee and Poweil 
Counties, 3,659.43 bbls. from Haneeck and 
Ohio Counties ; 32,385.23 bbls. from War- 
ren County and 45,87203_ bbls. from 
Allen County. 


KILL MOTOR LINES BILL 
AUSTIN, Tex., June 18.—The Clark 
bill to declare commercial motor trans- 
portetion lines common carriers, and reg- 
ulate such motor lines, was indefinitely 
postponed after a three-hour fiilibuster. 


Thursday, 


TO MERGE OPERATIONS 
IN SALT CREEK FIELp 


CASPER, Wyo., June 16.—A hearin, 
is being held before the Secretary of th 
Interior at Washington by which the 
firms affiliated with the Midwest Ref. 
ing Co. in the Salt Creek Field, th 
Mountain & Gulf, Mountain Producers 
Boston Wyoming, Wyoming Associated, 
Salt Creek Consolidated and other cop. 
panies, seek permission to consolidate op 
field operation of leases. 

The petitioners say if they were per. 
mitted to operate their leases as a whole, 
the cost would be lessened and the need 
of offset wells obviated. Practically lj 
the central Salt Creek Field is owned 
by these firms, working as a whole, g 
separate directorate and set of officials 
for each company would be unnecessary 





GUATEMALA-TEXAS DISPUTE 





AUSTIN, Tex., June 18.—Guatemak 
may deny Texans valuable Government. 
owned concessions because of State laws 
preventing citizens of that nation from 
acquiring Texas oil rights. 








REFINING COMPANY’S PLANT WHICH BURNED WITH LOSS OF $750,000 
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View of portion of Atlantic Refining Co.’s plant at Pittsburgh taken shortly after lightning struck the 30,000-bbl. crude oil tank. 


This tank is shown in picture. 


PITTSBURGH, Pa., June 18.—A pe- 
cuniary damage estimated at approxi- 
mately $750,000 was caused and more 
than 50 persons painfully burned at a 
fire started by lightning at the plant of 
the Atlantic Refining Co. at Butler and 
Fifty-seventh ‘Streets here last Friday 
afternoon. The blaze swept the plant, 
which covered 26 acres of ground near 
the Allegheny River, beyond all control 
for 26 hours with the entire fire depart- 
ment of Pittsburgh on the scene. 


It collapsed shortly after the picture was taken, 
plant and endangering lives of many firemen. 


Late | 





Saturday afternoon, the blaze was 
brought under control but had not been 
entirely extinguished yesterday. 

The lightning struck a 30,000-bbl. tank 
of crude oil and shortly after the fire 
started, the tank burst, permitting the 
blazing oil to spread through the plant. 
Seven crude oil tanks and four gasoline 
storage tanks were destroyed, it being 
estimated more than 100,000 gallons of 
gasoline burned. 

The fire is regarded as one of the 
worst to combat in the history of Pitts- 


rmitting the burning oil to 


spread through the 


burgh. Rescues were numerous, firemé! 
playing a prominent part in saving thei 
fellow workmen from the blazing flood 
of oil when the tanks collapsed and also 
from under a number of small building 
which collapsed. : 
While the money loss sustained * 
heavy, it will not interfere with the com 
pany’s business as it has a large st 
of gasoline in storage and, if necess#y 
can draw on its refineries for & 
cient supply to meet its immediate ™ 
quirements. 
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Dependable 
Efficiency 











Has all the qualities required to make 
an absolutely satisfactory, successful! 
sucker-rod elevator. The result of a 
knowledge based on years of actual 
experience in the field. 


DUNN 


SUCKER-ROD 
ELEVATOR 


is (1) dependably efficient, (2) safe, and (3) faster 
than any other appliance of its kind 1n the field today. 





FOR SALE BY 
LEADING SUPPLY HOUSES EVERYWHERE 


Descriptive Folder Sent on Request 


DUNN MANUFACTURING COMPANY 


Office and Works: Oxnard, California 











Cable Address: All Correspondence 
“Dunoiltool” Standard in All 
Oxnard, California Codes Languages 
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OKLAHOMA 





One of the best wells completed in 
Pawnee County recently was the Mag- 
nolia Petroleum Co.’s No. 3 Lesher, NE 
cor. SE, Section 21-20-6, good for 100 
bbls. from sand at 2,455-67 feet after a 
60-quart shot. 

Southeast of Mannford in northern 
Creek County, Charles Page’s No. 1 
Bradley, SE cor. NW SE, Section 5-19-9, 
was dry at 2,888 feet and his No. 1 Jack- 
son, NE cor. NW NW, Section 9-19-9, 
was dry at 2,890 feet. In the Depew 
area, the Skeliy Oil Co. and Jackson's 
No. 3 Beaver, C NE NW NW, Section 
9-15-8, was abandoned at 3,110 feet, due 
to a bad fishing job. The Eastern Oil 
Co.’s No. 1 Roberts, NW cor. SE NE, 
Section 17-15-8. made 19,000,000 feet of 
gas at 3.205-08 feet. C. J. Wrightsman’s 
No. 1 Harjo, SE cor. NW SE, Section 
32-15-8, was dry at 3,445 feet. Kline & 
Brann’s No. 1 Frank, NE cor. NW SE, 
Section 25-14-7, was dry at 1,732 feet. 
The Prairie Oil & Gas Co.’s No. 6, NE 
cor. NE NW, Section 11-14-8, was good 
for 60 bbls. after a 100-quart shot at 
2.445-84 feet. The Lawrence Gas Co.’s 
No. 1, NW cor. NW SW, Section 28- 
14-8, was making 20 bbls. oil and 60 
bbls. water several days after completion 


in sand at 3,370-71 feet. The Roxana 
Petroleum Corp.’s No. 1 Jackson, NE 


cor. NE SW, Section 30-14-8, was good 
for 130 bbls. naturally at 3,397-3,407 
feet several days after completion. The 
Jomace Oil Co.’s No. 2 Jackson, SW cor. 
NE NE, Section 4-15-9, made 20 bbls. 
after a 10-quart shot at 2,900-18 feet. 
Tom Kelly’s No. 1 Fife, SE cor. NE SW, 
Section 8-15-9, was dry at 3,645 feet. 
Wileex & Oswalt’s No. 1 Clinton, NW 
cor. SW SW, Section 12-15-9, was dry 
at 3,427 feet. The Jomac Oil Co.’s No. 
1 Clinton, NE cor. NE NW, Section 13- 
15-9, was dry at 3,452 feet. The Waite 
Phillips Co.’s No. 2 Grayson, NE cor. 
SE NE, Section 13-15-9, made 50 bbls. 
after a 20-quart shot at 3,425-32 feet. 
Okmulgee County 

In Okmulgee County, Jackson & Wise’s 
No. 1 Grayson, CSL SW SW, Section 
8-15-11, made 15 bbls. oil naturaily and 
4,000,000 feet of gas after plugging back 
to sand at 2,263-73 feet. The Beggs Oil 
& Gas Co.’s No. 12 Cooper, SW cor. NW 
NW, Section 10-15-11, made 45 bbls. 
after a 60-quart shot at 2,263-79 feet. 
The Transcontinental Oil Co.’s No. 12 
Harrison, NW cor. NW SW, Section 10- 
15-11, started at 60 bbls. after a 20- 
quart shot at 2,133-63 feet. The Ran- 
ger Gulf Oil Co.’s No. 4, SW cor. SW SE, 
Section 30-15-11, an oll well, made 20 
bbls. after a 3-quart shot at 3,023-29 feet. 
Skelton’s No. 4 Gooden, NE cor. NW 
NE, Section 5-14-11, made 5 bbls. nat- 
urally from sand at 2,507-13 feet. The 
Iron Mountain Oil Co.’s No. 3 Thorn- 
berry, an old well, SW cor. SE SW, 
Section 13-13-14, was dry at 2.500 feet. 

In the Tonkawa Field, the Comar Oil 
Co.’s No. 14 Beverlin, CEL NE NW, 
Section 34-25-1w, was good for 500 bbls. 
at 1,983-2,034 feet, and No. 4 Endicott, 
CNL NW SE, Section 34-25-1w, started 
at 250 bbls. from sand at 2,130-35 feet. 
The Comar Oil Co.’s No. 3 Endicott, SE 
cor. NE SW, Section 35-25-1w, made 550 
bbls. at 2,450-2,532 feet; No. 3-A Endi- 
cott, a twin to No. 5, made 500 bbls. at 
1,800-15 feet, and No. 4 Endicott; NE 
cor. NE SW, same section, was good for 
50 bbls. when plugged back to sand at 
2.490-2.530 feet. The Comar Oil Co.’s 
No. 14-B Carmichael, NE cor. SE NE, 
Section 3-24-lw, started at 300 bbls. at 
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1,876-81 feet, and No. 10 Ruzek, CEL 
NE SE, Section 3-24-lw, made 1,124 bbls. 


from sand at 2,036-78 feet. Slick and 
the Comar Oil Co.’s No. 9-C Endicott, 
CSL SW SW, Section 35-25-lw, made 
1,000 bbls. at 1,839-65 feet. The Comar 
Oil Co.’s No. 8-A Blubaugh, NE cor. NE 
SW, Section 2-24-lw, made 423 bbls. the 
first 24 hours while drilling ahead in 
sand at 1,967-2,020 feet. 
Other Completions 

In Okmulgee County, Egolf & Lowere’s 
No. 2 Morrison, CSL NE NE, Section 
35-15-13, made 7,000,000 feet of gas at 
1,766-69 feet. The Southwest Oil Fields 
Co.’s No. 4 Morrison, NE cor. SE NE, 
Section 35-15-13, was good for 160 bbls. 
naturally from sand at 1,745-56 feet. H. 
E. Jones’ No. 1-A Sills, SE cor. NE NE, 
Section 25-15-14, was dry at 2,150 feet. 
The Black Petroleum Co.’s No. 2 Snak- 
eye, SE cor. SW NW, Section 11-14-13, 
made 2,000,000 feet of gas at 1,830-40 
feet. 

In Okfuskee County, the MeMan Oil 
Co.’s No. 3 Buckley, SE cor. SE SW, 
Section 12-12-11, was dry at 2,805 feet. 
The North Baltimore Oil Co.’s No. 4 
Buckley, SE cor. same section, was dry 
at 3,131 feet. The Anglo-Tex Oil Co.’s 
No. 1 Robinson, SW cor. SW SE, Sec- 
tion 28-12-11, was dry at 2,730 feet. 
Webster and others’ No. 2 Tarvin, CHL 
NE SW, Section 3-11-11, was dry at 
2,742 feet. 

North of the Red River, the Fidelity 
Oil Co.’s No. 1 Indian land, CNL NW 
NW NW, Section 6-5s-15w, was dry at 
3,108 feet. 

In the Kilgore area of northeastern 
Stephens County, Zock & Barnes’ No. 3 
Payne, SW cor. SE SW, Section 2-1n-5w, 
was swabbing 60 bbls. from sand at 
1,288-98 feet. Kilgore and others’ No. 
3 Simpson, CNL NW SE NE, Section 
11-1n-5w, was good for 50 bbls. at 1,065- 
1,072 feet. 

In Caddo County, the Waldo Drilling 
3o..8 No. 7 McKenna, NE cor. NE SE, 
Section 11-5n-9w, was. flowing 100 bbls. 
from broken sands at 1,862-2,395 feet. 
The Dixie Oil Co.’s No. 3 Rigney, CWL 
SW SW NW, Section 12-4n-9w, was fin- 
ished for 100 bbls. in broken sands from 
1,900-2,419 feet. The Homa-Okla Oil 
Co.’s No. 6 Bontrager, CNL NE NW, 
Section 13-5n-9w, made 50 bbls. from 
sand at 2,380-89 feet. 

In Grady County, Ship, Nash & Gant’s 
No. 1 Cass, C NE NE SE, Section 17- 
4n-Sw, was estimated good for 11,000,000 
feet of gas at 1,988-95 feet. _The Carter 
Oil Co.’s No. 1 Foraker, C NW SE, See- 
tion 14-4n-Sw, was estimated good for 
5,000,000 feet of gas from 1,494-1,513 
feet. Caudill Brothers’ No. 2 Farrill, 
SE cor. SW NW, Section 36-4n-8w, was 
dry at 1.568 feet. 

Crump & Beard’s No. 9 Smith, CNL 
NW SW NE, Section 31-1s-8w, Stephens 
County, was good for 30 bbls. from sand 
at 2,172-S5 feet. The Magnolia Petro- 
leum Co.’s No. 2 Marks, CEL NE NE 
SE, Section 13-2s-8w, made - 14,000,000 
feet of gas at 1,401-24 feet. 

Daily average production for the Ton- 
kawa Field during the week ended June 
13, follows: 

No. Output, 


Company— Wells Bbls 
Amerada Pet. Corp. ...... 23 10,936 
Blackwell Oil & Gap: Co 19 6,014 
Carter Ol] Gor. MFA. S. 2,325 
Champlin Ref. Co. ....... 2 85 
Cee Ge GO, cccccececcce 118 41,094 
Cosden & Marland Cos.... 8 805 
SO GE GE sccdeccecece 43 13,661 
Healdton Oil & Gas Co.... 6 4,073 
McCaskey & Wentz ....... 26 9,451 
McMan Ol] Co. .......00::. 1 1,103 






Pennok Oil Co. 


Phillips Petroleum Co. ..... 2 1,190 
Prairie Oil & Gas Co. .... 7 1,019 
Slick & Comar Oil Co. .... 20 9,552 
Southwestern Petroleum Co. 14 1,667 
White Eagle Oil & Ref. Co. a 1,320 

WOE. bAsddvabidasosceciee 311 111,891 





GUSHER AT BLUE RIDGE 





HOUSTON, Tex., June 19.—The well 
of The Texas Co. on the Robinson lease 
on the northwest side of the salt mass 
at Blue Ridge, is flowing 3,000 bbls. 
per day through %-inch choker. It is 
the best completion there to date after 
three years of active drilling. The loca- 
tion is 2 miles across the dome from the 
first production and 2,500 feet north 
from the original well on the west side of 
the dome. The Blue Ridge Peol is 12 
miles southwest from Houston. 

In the Hull Pool, the Humble Oil & 
Refining Co.’s No. 7 Guidry is a pumper 
at 3,010 feet. The Republic Production 
Co.’s Nos. 58 and 62 Dolbear on the east 
side of the dome are both pumpers. The 
Mecom Oil Co.’s No. 4 Mecom is bail- 
ing at 3,350 feet. 

In the Orange Pool, the Mutual Oil 
Co.’s No. 2 Chesson is making 30 bbls. 
at 3,160 feet and No. 6 was abandoned 
at 3,970 feet. The Humble Oil & Refin- 
ing Co. abandoned No. 18 Chesson at 
3.446 feet. The Rycade Oil Co.’s No. 1 
State land-A is flowing 130 bbls. by 
heads at 3,325 feet and No..1-B is pump- 
ing 35 bbls. at 3,395 feet. 

The Texas Co.’s No. 73 Hogg in the 
West Columbia Pool is making S00 bbls. 
of fluid, 65 per cent oil, after being 
worked over. The same company is 
abandoning Nos. 5 and 9 Burt, old holes, 
in the Humble Pool. No. 18 Burt there 
is showing salt water at 3,515 feet. 

In the Goose Creek Pool, the Sun Oil 
Co.’s No. 13 Bartlett is pumping 60 
bbls. at 1,080 feet and No. 14 is bailing 
at 1,170 feet. The Gulf production Co.’s 
No. 12 State land is pumping 75 bbls. 
at 3,350 feet. Its No. 23 Smith is bail- 
ing at 2,550 feet, as is No. 14-A Wright 
at 2,845 feet. The Humble Oil and Re- 
fining Co.’s No. 50 Smith is a 50-bbl. 
well at 1,090 feet. 

Complete Large Gasser 

The Reliance Oil Co.’s No. 35 Knight 
in the Batson Pool is bailing at 745 feet 
and §..R. Buchanan is working over 
No. 37 Milhome. The Stella Oil Co.’s 
No. 16 at Spindletop is drilling at 835 
feet. S. J. Hindman abandoned No. 1 
Fisher at Barber Hill at 1,150 feet. 

In the Mirando Field in Zapata Coun- 
ty, the Witherspoon Oil Co. completed 
No. 11, good for 75 bbls. In the Schott 
district in Webb County, the Magnolia 
Petroleum Co.’s No. 1 is a 10,000,000- 
foot gasser and in the Aviator section 
in the same county, the Andrews Petro- 
leum Co.’s No. 1 is rated at 100 bbls. 
at 1,675 feet. 

Burns and Knight abandoned No. 3 
in El Paso County at 3,146 feet. 

In the Sour Lake Pool, the Hart Oil 
Co.’s No. 1 Minor and White and others’ 
No. 1 Minor, both got salt water at 
2.025 and 2,900 feet respectively. The 
Lakeview Oil Co.’s No. 35 Hardin is 
pumping 200 bbls. at 1,450 feet and No. 

is bailing at 1,950 feet. 

Outside of the pools, Clark & Co.’s 
No. 1 near Willis, Montgomery County, 
is drilling around 1,545 feet. The Ken- 
La-Tex Oil Co.’s No. 1 Allen, pear 
Friendswood, Galveston County, is drill- 


Thursday 


ing below 1,575 feet. The Magnolia p, 
troleum Co.’s No. 1, west of Galvesty, 
on the island, is below 2,725 feet. 


In Victoria County, the Guadalupe Vy. 
ley Oil Co. plugged back in No. 2 Weaye 
from 4,315 feet to 3,600 feet and baile 
salt water with some gas showing. Ty 
Fensland Oil and Gas Co.’s No. 1 Kutey 

the northeastern part of ‘the county, 
is drilling below 2,500 feet. The Frang, 
Oil & Gas Co.’s No. 1, 5 miles west o 
Victoria, is below 2,450 feet. 

The Home Oil Co. is rigging No, | 
Dubock, 6 miles east of Estherwood, La, 
ynd the Robinson Oil Co. is rigging 2y, 
miles from the Jennings Pool. 

The Crockett Drilling Synd. spudde 
‘n No. 1 Shannon ranch, Crockett Coup. 
ty, Texas, 20 miles south of the Texoy 
Oil & Land Co.’s wel’ at Santa Rita, 





NORTH CENTRAL TEXAS 





FORT WORTH, Tex., June 19.—Ty 
Texas Co. ,has completed its No. 275 
Waggoner in the South Electra Field 
The well is flowing around 450 bbls. at 
1,485 feet. This is the largest initia] 
producer at that depth in that territory 
during the past several months. 

The Roy Carter's No. 1 K. & K, 
Block 538, on the south edge of Wichit, 
County, is showing for a good producer 
at 1,800 feet. The pay was picked wp 
t 1,798 feet and was drilled 4 feet, 
The well will be standardized and drilled 

little deeper. The test is a wildcat 
and its completion as a--producer will 
mean considerable development in its in- 
mediate vicinity. 

The Landreth Oil Co.’s No. 8 Poin. 
dexter on the east edge of: Shackelford 
County, is a near completion for around 
400 bbls. at 3,500 feet. 


The Texas Consolidated Oil Co.’s No, 
4 Martin, 1 mile south of Eliasville in 
Young County, is showing for around 
350 bbls. at 3,930 feet and not yet com- 

eted. 

The Magnolia Oil Co.’s No. 1 George 
in Stephens County, without any bad 
‘uck should be a completion this week. 
The top of the lime was found at 3,40 
feet and drilled 26 feet. The well is 
now showing initial around 200 bbls. If 
the production does not increase with 
deeper drilling it will probably be shot. 

The Babington Pool in Coleman Cou- 
vy was extended a quarter of a mile east 
with the discovery of a pay sand in the 
Sunflower Petroleum Co.’s No. 1 Gates 
it 1,050 feet and drilled 50 feet. The 
well is flowing by heads every half hour. 
Its completion as a commercial producer, 
will mean a substantial increase to the 
present producing limits of the pool. 

it is reported from Colorado City. 

chell County, that a Catifornia syt- 
dicate had purchased a block of leuses 
in the southwest corner of Scurry Cout- 
ty and has agreed to spud in inside of 
90 days. The test will be a simon pur 
wildcat and will be just north of the 
Mitchell County line. 





CROW INDIANS ASK 
MONTANA OIL OPENING 





WASHINGTON, D. C., June 18- 
About 28 Crow Indians from the Cre¢ 
Indian Reservation of Mpntana have 
discussed with Commissioner Burke of 
the Indian office the opening up of il 
lands in their reservation by construc 
tion of a railroad. Final approval by 
the Secretary of the Interior of the 
schedule of allotments of the entire lands 
of the reservation to the 1,768 members 
of the Crow tribe was announced. Th 
total acreage to be distributed amounts to 
1,596,942 acres and 121 Indians will te 
ceive their allotments of land outright 
without any restrictions while other 
will not receive full title but will & 
given trust patents with restrictions { 
25 years. 





June 











ursdayf June 21, 1923. THE OIL AND GAS JOURNAL 55 


CHAPMAN 








nolia Pe 
ral vest, 
at. 
lupe V4] 
. Weare 
id baileg 
ing. The 
. Kuteha 
- county, 
Franes 
west of 


: No.1) || 
od, La, f || 
sing 24 || 
| 
] 





spudded 
t Cou. 
? Texon 
Rita. 


AS 


9.—The 
No. 275 
| Field 
bbls, at 
initia 
erritory 





| 

| 

& K, | 
Wichita | 
| 

| 

| 

| 

| 

| 









roducer 
ked up 
4 feet 
drilled 
wildcat 
or will 
its im- 


SUTTER 





Cast Steel 
GATE VALVES 


For Cracking Processes 





Poin- 
kelford 
around 





’3 No 
ille in | 
hround 
t com- | 


Designed and 
Constructed for 


ALL PRESSURES 


and Temperatures 
up lo 


1000 degrees Fahr 


George 
y bad 
week 
3.540 
yell is 
ls. If 
with 
shot 
Coun- 
e east 
in the 
Gates 
The 
hour 
ducer, 
o the 
ol. 
City. 
gyn: 
leuses 
Coun 


me The Chapman Valve Manufactu i 
Indian G@rchard, nen U.S 


diel ‘ BRANCHES: 1% 5 Bs nee 
r racuse . a 
Boston fase ‘ie ¥:. 2S Atlanta 
ING Chi¢ago Philadeipni ee ‘Tulsa 


18.— 
Cres 
have 
e of 
f oil 
truc- 
| by 
the 
ands 
bers 






























ts to 
| re 
ight 
hers 
| be sigan ‘¢ ROR TORE HOS WeATs 

oO Qeararans : — ace (Sas . 4 ivsaw hs A o4, 4 ¥ sae! 


im , a ga a Sevomey Duta Saehan- + Meee 
wwe thin. mS hiner | vee 


vee wre 














a! 
Beta i ait 
—_—S 

















Inne 21. 1923. Tw ATT ABT RAGS TATIMeweAaT we 








56 


THE OIL AND GAS JOURNAL 


California Field Operations 


By L. P. STOOKMAN 


LOS ANGELES, Calif., June 16.— 
The California crude oil situation con- 
tinues to present problems difficult of so- 
lution. Some progress has been made to- 
ward curtailing production by the com- 
mittee of independent oil producers, in 
line with the Union, Associated and Gen- 
eral Petroleum Cos., but the Standard Oil 
officials take the position that while the 
committee’s plan is excellent and calcu- 
lated to produce good results, the policy 
of their company has alfays been to abide 
by all the provisions of its contracts and 
it cannot consistently take the initiative 
in a move to curtail the deliveries of the 
companies from which it is purchasing 
oil. It is entirely up to the smaller com- 
panies to take the initiative and request 
the Standard to reduce its runs. 


Notwithstanding the attitude of the 
Standard Oil Co., the committee of oil 
producers finds ground for considerable 
encouragement in the results being pro- 
duced. 

Long Beach 

The General Petroleum Co. completed 
the deepest producing well in the United 
States, No. 1 B. & S., at 5,430 feet, 
through more than 2,000 feet of an oil 
sand and a sandy shale carrying oil. The 
initial production was 3,975 bbls., testing 
26.3 degrees. Its No. 3 K. & H., now 
at 5,350 feet, should equal it. The Fred 
B. Foster Co.’s No. 42, drilled to 4,007 
feet, is flowing 3,500 bbls. a day of 24 
gravity oil. The Bartholomae Oil Syn- 
dicate brought in a new 2,000-bbl. well, 
No. 3, and was drilled to 3,948 feet, test- 
ing 27.3 degrees. Joseph K. Tobin’s No. 
1 Wiley was the largest recompletion, 
2,000 bbls. a day. 

The Union Oil Co.’s No. 7 Long Beach 
Community, is the first large well which 
the Union has brought in at Long Beach. 
This well, which came in at the rate of 
7.000 bbls. a day, although it was later 
pinched down to 3,500 bbls., was drilled 
to 4,988 feet. The oil, which is clean, 
tests 26.2 degrees and is flowing through 
a ¥%-inch bean under a pressure of 400 
pounds. The Bush-Voorhies Oil Co., by 
completing No. 1 Brennicke, increased its 
production approximately 5,000 bbls a 
day. Drilled to 4,424 feet, it came in 
with a bang and upset severa! pessimistic 
predictions. It is in the southwestern 
part of the field, where it was believed 
the production would be smaller than 
the general run, but because of the heavy 
initial output of this new producer this 
section looks particularly good. The oil 
is testing 27.5 degrees and shows an un- 
usually small cut. The Fred B. Foster 
Co.’s No. 39, which came in at the rate 
of 3,000 bbls., shows a settled production 
of 2,000 bbls.,. the oil testing 26.4 degrees. 

Santa Fe Springs 

The Standard Oil Co. completed five 
new wells with an aggregate daily pro- 
duction of 19,161 bbls. The largest was 
No. 4 Koontz, making 6,561 bbls. of 33.7 
gravity oil, cutting less than one-half of 
one per cent, coming from 4,687 feet. 
All the wells were producing from the 
Meyer sand. No. 1 Weisel was the sec- 
ond largest, 5,000 bbls. a day at 4,549 
feet, the oil testing 34.6 degrees. No. 5 
Johnson jis doing 3,500 bbls. a day from 
4,715 feet, while No. 8 Walker came in 
doing 3,350 bbls. from 4,440 feet. The 
oil from the former tests 34.3 degrees, 
while the latter tests 33.2 degrees. ‘The 
Universal Oil Co.’s No. 1 O’Connell came 
in producing 3,500 bbls. a day of 33.9 
gravity oil, drilled to 4,698 feet. The 
Federal Drilling Co. completed for the 
Anchor Oil Co. No. 4 Baker at 4,691 
feet, good for 3,500 bbls. a day of 34.5 
gravity oil. The Petroleum Midway Co. 
drilled No. 4 Patterson to 4,908 feet with 
1,600 bbls. of 33.8 gravity oil. It sanded 
up and went to water, and plugged back 
50 feet, may be good for 1,000 bbls. The 
General Petroleum Co.’s. No. 91 Santa Fe 


mace 1,500 bbls., testing 30.1 degrees, 
from 4,197 feet. Oscar Howard's No. 1 
Hathaway, flowing 1,000 bbls. a day, is 
reported testing unusually high;-it was 
drilled to 4,313 feet. 


Huntington Beach 


(Production for the week shows an in- 
crease of 10,000 bbls. a day, the present 
production running about 120,000 bbls. a 
day. The Amalgamated Oil Co.’s No. 1 
Pearce, redrilled and deepened at 4,999 
feet, is producing 2,250 bbls. of 23.9 grav- 
ity oil, The Auburn Oil Co.'s No. 1 
Hanson, at 4,660 feet, only did 500 bbls. 
a day of 20.5 gravity oil, cutting 20 per 
cent. The Petroleum Co.'s No. 3 O’Don- 
nell made 2,000 bbls. at 4,901 feet, test- 
ing 26.1 degrees,, The White Behr Pe- 
troleum Syndicate, financed by motion 
picture interests, completed No. 4 Coogan 
at 4,720 feet for 1,000 bbls., testing 25.2 
degrees. The A. B. C. Oil Syndicate 
completed No. 2 at 4,520 feet and bail- 
ing without success. 

Oil field operations reported to the 
State Oil and Gas Supervisor show 36 
new wells started, as compared with 16 
during the previous week, a total for the 
current year to date of 702, as compared 
with 602 at the same time last year. 


BIG TANK WOULD RUN 
A FORD AUTO 566 YEARS 





An interesting statement was made by 
a prominent Standard official in a speech 
at Casper, Wyo., recently and the figures 
authenticated. If Columbus had taken a 
Ford car back to Spain when he dis- 
covered America, and had had one of 
the big tanks now standing on the tank 
farm at Casper, full of gasoline to run 
the auto, there would still be enough 
gasoline in the tank to run that Ford for 
135 years to come. There are hundreds 
of these big tank now on tank farms at 
Casper and Clayton and the ordinary 
observer has but a very small idea of 
the vast amount of oil held there. 





KENTUCKY ROYALTY DECISION 





BOWLING GREEN, Ky., May 19.— 
Judge John H. Gilliam, in Warren 
County Circuit Court, has decided that 
the Indian Refining Co. is both a pub- 
lie service corporation an@ 2 common 
carrier, and cannot retain the 32 cents 
per bbl. on oil, said to be collected from 
the Keller lease, and avoid liability 
therefor because it is a discrimination 
between plaintiffs and others, who have 
the same class of oil for sale, and from 
whom the defendant purchases oil with- 
out making said deduction. 








MANUFACTURERS ARE RESERVING 
SPACE IN PETROLEUM EXPOSITION 


The sale of space in the International 
Petroleum Exposition and Congress, to 
be held in Tulsa October 8-14, is pro- 
ceeding briskly, headed by the first con- 
tract, which was signed by The Oil and 
Gas Journal. Requests and inquiries are 
pouring into the exposition office, and 
according to present indications, the 200- 
odd spaces will all be engaged full two 
months before the opening of the expo- 
sition. 

The exhibits will include all types of 
oil well supplies, tools and machinery, 
refinery equipment, ete., and for the 
most part will be displayed by the manu- 
facturers themselves. This modern 
equipment will form a striking contrast 
to the collection of old time tools which 
will be shown in the historical section 
of the exposition. 

Among the many companies that have 
applied for from one to 14 spaces up to 
this time are the Bovaird Supply Co., 
Brown Instrument Co., C. 8. Cooper Co., 


Crane & Co., De Laval Separator Co., 
General Fireproofing Co., B. F. Good- 
rich Rubber Co., Gustin-Baker Manufac- 
turing Co., A. Y. McDonald Manufac- 
turing Co., Pyle National Co., Schaeffer 
& Budenburg Manufacturing Co., Sizer 
Steel Corp., Superior Tube Co., Trimont 
Manufacturing Co., Wheeling Steel Corp., 
The White Co., Yale & Towne Manu- 
facturing Co., Frick-Reid Supply Co., 
Producers & Refiners Corp., Norris Broth- 
ers. (Inc.), Oil Well Supply Co.. Par- 
kersburg Rig & Reel Co., Hudson Wire & 
Iron Co., Graver Corp., Webster Engi- 
neering Co., National Supply Co., S. M. 
Jones, Oil Well Improvements Co., Bo- 
dine-Hopkins Motor Co., Rand McNally 
Co., J. T. Ryerson, Guiberson Corp., 
Robinson-Packer Co., Twin Packer Oil 
Co., A-1 Packer Co., National Carbon Co., 
Tulsa Rig & Reel Manufacturing Co., 
Bessemer Engine Co., Stewart Iron 
Works Co., Boor Engine Co., and E. J. 
Longyear Co. 
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SIGNING FIRST CONTRACT FOR SPACE AT PETROLEUM EXPOSITION 


Left to right: 
Egan, vice president and gené 
son, president and 


Edward F. McIntyre, general manager of exposition; Robert W. 
manager of The Oil and Gas Journal; L. B. Jack- 

J. M, Hayner, .vice president of the International Petroleum 
Expesition 


Thursday, 


California Near Its 
Productive Peak, Is 
Belief of F. J. Fohs 


F. Julius Fohs, nationally known 
geologist and vice president of the Hum. 
phreys Oil Co., recently had a survey 
made of the California oil fields for the 
purpose of determining the advisability 
of his company entering that field for 
development purposes. While the survey 
was not exhaustive it was sufficient jp 
its scope and results to convince Mr, 
Fohs that it is too late for any oil map 
or oil company to invade the California 
territory with any assurance of success, 

In the Los Angeles basin, in which the 
four big new fields of California lie, thege 
being Santa Fe Springs, Huntington 
Beach, Long Beach and Redondo, there 
could be found only one place where 
there seemed any hope whatever of get- 
ting big production and another where 
the possibilities were fewer and the po- 
tentialities in the way of production even 
less. 

Mr. Fohs is of the opinion that in. 
year from now California will be exer. 
c:sing no influence on Mid-Continent 
crude market. He believes that before 
this year is over the gas will be gone 
to such a degree in the big fields of Los 
Angeles County that the natural produc. 
tion of the wells will be reduced to a 
low figure, if not altogether ended. The 
three big fields have been and will con- 
tinue to be very closely drilled and when 
the gas begins to go it will affect all of 
the wells in a short time. 

Mr. Fohs thinks the peak of produc- 
tion in California is pretty close at hand. 
Santa Fe Springs which is only 2,400 
acres in extent, is 90 per cent developed. 
Long Beach, 2,200 acres, is 85 per cent 
developed; Huntington Beach, 2,80 
acres, is 70 per cent developed and Re- 
dondo, 3,600 acres, is 15 per cent de- 
veloped. The four fields cover only 11, 
000 acres. Offsetting this small acreage, 
however, the fields show about 1,000 feet 
vf sand, 70 per cent of which is pay, 
and to this the immense production per 
aere may be attributed. The sands lie 
from 4,000 to 5,000 feet in depth and 
when the wells stop flowing California 
cperators will face the very expensive 
problem of three-stage pumping, a system 
tnknown in the more easter. fields, iu 
order to recover the vast amount of oil 
yet in sands. At the price now paid for 
California crude it will be a question 
whether or not it will pay to pump the 
wells. It may be the big fields of Cali- 
icrnia and the M/:d-Continent may all 
slump about the same time which would 
reduce production to a point where it 
weuld be insufficient to meet the demands 
of the refiners, and that the resultant 
high price of crude will warrant the 
Catifornians going to the great expense 
necessary to pump their oil. 

Outside the Los Angeles basin Cali- 
fornia gives little promise of supplying 
any new big fields. A survey of the San 
Joaquin Valley showed one possible field 
but it would be a very expensive de- 
velopment and one wherein the most 
scientific methods would have to be used 
to obtain profit paying results, which 
could not be expected to be on the scale 
the big fields the Los Angeles basin have 
shown. 

Mr. Fohs in calling attention to the 
very limited scope of potential production 
in the four Los Angeles basin fields says 
that hundreds of wells are being drilled 
outside the four fields with no possibility 
of getting oil. The properties on which 
these wells are being drilled were pur 
chased at tremendous bonus figures, run 
ning from hundreds of dollars up to $50,- 
000 per acre. The wildest days of the 
North Central Texas fields when maby 
fortunes were spent in dry holes will 
be dwarfed by the waste of money that 
has gone and will go into the failures out: 
side the narrow productive zones withia 
30 miles of Los Angeles. 
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INCREASED PRODUCTION 
BRINGS 


REPEAT ORDERS 


1923 
Ras ea ROLE dtm PanKy 
Bomnesyce, iran, 


april Srd, 1928 
Jenes O11 Well Reamer Co., 


Independence, Kansas 
Gentlemens with regard to the Jones 0il Well Reamer, which we have pur~ 
ohased from you and have been using over a riod of time, I wish to state 
that we have some ten or twelve of these reamers now in use and have found 
them entirely satisfactory. On old wells which were making around one bar- 
rel each, we have been able to increase the production up to as high as 
five barrels each. Of course this doesn't apply on all wells, but as a 
gneve thing, we have been able to increase the production more than doub- 
le on each well and with regard to the cleaning out, we have never had to 
go back and clean out a well after using a Jones reamer on same. Our pull- 
ing expense has been cut fully 80% on wells which we have reamed with your 
reamere I am now installing one of your reamers in the Burbank pool 

| and I am going to try out some ideas of my own and I hope to be able to 


give you some more information on this reamer after I have tried it out a 




















Burbank. 


Very trul rs, ° 


wrn/go 


The Phillips Petroleum Company ordered their first 
“Jones Oil Well Reamer” in 1920. Today they have 
twelve “Jones Reamers” in use. 


In the majority of wells that have been reamed the pro- 
duction has been doubled and in some cases increased five 
times. 


The “Jones Oil Well Reamer” not only increases produc- 
tion but it saves fully 80 per cent on pulling expenses. 


The “Jones Oil Well Reamer” has proved its worth in all 


oil fields, deep or shallow, large or small production. 


| Write Our Home Office Direct 
for Information 


JONES OIL WELL REAMER COMPANY 
x INDEPENDENCE, KANSAS 
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TONKAWA PRODUCED 16,164,262 
BBLS. IN LESS THAN TWO YEARS 


By James MoInNtTyRE 


The Tonkawa Field in Kay and Noble 
Counties, Oklahoma, produced, up _ to 
May 30, a total of 16,164,262 bbls. The 
first production recorded was in July, 
1921. It is, therefore, less than two 
years old. At the close of the final re- 
port on which the figures here given 
were based, there were 292 wells pro- 
ducing oil on 31 leases aggregating 4,080 
acres. Up to May 30 the 31 leases had 
averaged 3,961 bbls. of oil per acre. 

Six leases in the field, of which five 
were 160-acre properties and one of 89 
acres, had produced over 1,000,000 bbls., 
and two others of 80 acres each on one 
farm had produced between them in ex- 
cess of 1,000,000 bbls. The most pro- 
ductive acreage in the field thus far has 
been an 80-acre property which had 
shown a recovery of 13,569 bbls. per acre. 
This was the Slick & Comar Oil Co.’s 
lease in the south half of the southwest 
quarter of Section 35-25-1w. 

Individual Lease Records 

The Southwestern Petroleum Co.’s 160- 
acre lease on the Murray farm, south- 
west quarter of Section 10-24-lw, Noble 
County, which started producing in No- 
vember, 1921, reached its crest in Octo- 
ber, 1922, when it produced 159,016 bbls. 
In May of this year it made 65,838 bbls. 
from 14 wells. Its total production to 
May 30 was 1,310,454 bbls., or 8,184 
bbls. per acre. 

The Mariand Refining Co. and Cosden 
Oil & Gas Co.’s school land lease, east 
half of Section 16-24-lw, which opened 
the field, reached its crest in May, 1922, 
with 51,102 bbls. for the month. It pro- 
duced 995 bbls.-in May, 1923 from three 
wells. 

The Comar Oil Co.’s See lease, north- 
west quarter of Section 15-24-lw, Noble 
County, which has produced 1,391,604 
bbls. up to the close of this report, was 
at its best in July, 1922, with 144,559 
bbls. for the month. It was opened in 
November, 1921. In May, 1923, it pro- 
duced 35,045 bbls. from 12 wells. The 
recovery per acre on this lease has been 
8,698 bbls. ; 

The Comar Oil Co.’s Pettit lease, north- 
east quarter of Section 3-24-lw, ‘opened 
in June, 1922, produced up to May 30 
1.641.973 bbls. from 26 wells. This lease 
in May last produced 171,197 bbls. from 
26 wells. Its best month was in March, 
1923, when it made 351,146 bbls. The 
recovery per acre up to May 30 was 
10,262 bbls. 

The Gypsy Oil Co.’s Clark property, 
northwest quarter of Section 2-24-lw, 
got into the million-barrel class in May, 
its total production up to May 30 having 
been 1,192,628 bbls., or 7,454 bbls, per 
acre, from 32 wells. It produced in May 
$20,125 bbls. It was opened in Septem- 
ber, 1922, and in March, 1923, produced 
303,251 bbis., falling off in April and 
coming back in May to make its record 
production from 30 wells. 

13.569 Bbls. per Acre 

Thomas B. Slick and the Comar Oil 
Co.’s Endicott lease, an 80-acre prop- 
erty, the south half of the southwest 
quarter of Section 35-25-lw, which has 
entered the charmed circle of leases that 
have produced over 1,000,000 bbls. pro- 
duced in May 243,384 bbls. In March 
it made 263,757 bbls., its high record, 
dropping in April to 258,062 bbls.. fall- 
ing still lower in May as the above figures 
indicate. There are 18 producing wells 
on the farm. Considering the fact that 
it is only an-80-acre piece, it is the larg- 
est producing lease, per acre, in the 
field thus far, with a total of 1,085,532 
bbls from 18 wells, or 13,569 bbls. 

Other notably good leases have been 
the Comar Oil Co.’s 80-acre C. Endicott, 
Section 34-25-lw, which had produced 
up to the close of this report 750,499 
bbls., or 9,881 bbls. per acre from 13 
wells; Pennok Oj] Co.’s 80 acres of the 
same farm, which had produced 579,383 
bbls., or 7,242 bbls, per acre, from 13 


“ve 





wells; the Amerada Petroleum Corp.’s 
Goltry lease of 80 acres, which produced 
571,208 bbls., or 7,140 bbls. per acre, 
from 14 wells, and McCaskey & Wentz’s 
160-acre McKee farm, with a record of 
1,079,044 bbls., or 6,744 bbls. per acre, 
from 20 wells. 
Production Falling Off 

In the middle of June the Tonkawa 
Field was making less production than 
in the middle of May. The weekly re- 
port closing May 16 credited the field 
with 114,661 bbls. from 253 wells. This 
was the biggest week the field has had. 
The report for this week credits Tonkawa 
with 111,891 bbls. from 301 wells. The 
average production per well in the May 
16 report was 409 bbls., while the re- 
port for this week shows the average per 
well less than 372 bbls. The biggest 
monthly production the field has. had 
was in May, 1923—38,366,046 bbls. 

The operators with the - largest . pro- 
duction in the field thus far have been 
the Comar Oil €o.. with 6,480,564 bbls. 
recovery from its own leases and its share 
of the 1;085,532-bbls, produetion from: a 
lease held in partnership with T. B. 
Slick; Gypsy Oil Ce: -~vith 4,797,587 
bols.; Southwestern Petroleum Co., 
1,310,454 bbls.; McCaskey: &-° ‘Wentz, 
1,089,671 bbls., and the Blackwell Oil 
& Gas Co., with 955,453 bits. 

The Outlook for the Field 

While it is now thought’ that’ the 
Tonkawa Field will be much smaller in 
area than the Burbank Field; there are 
still a large, number of untouched _loca- 
tions in what is considered logical terri- 
tory for production. .With four or five 
producing sands in the main part of 
the field, it is easy to see that develop- 
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ment, even within the present defined 
limits, will be kept up for many months 
following the lifting of drilling restric- 
tions. 

In the older part of the field to the 
southwest, development has been con- 
fined largely to the Tonkawa, or 2,600- 
foot sand, and no large amount of new 
work is anticipated in this region due to 
numerous dry holes in this sand west, 
southwest, south and southeast of the 
Mar‘and-Cosden discovery well in the 
northeast corner of Section 16-24-1w. 
The Hoover sand on the Smith farm, 
northeast quarter of Section 15-24-lw, 
pinched out to the east and the produc- 
tive area in the Tonkawa sand was con- 
stricted on the adjacent quarter sections 
to the north. 

Recent drilling has indicated that large 
wells in several sands may be antici- 
pated in Sections 2 and 11-24-1w, in the 
region recently affected by the shutdown 
agreement among the operators holding 
leases in that territory. Additional ex- 
tensions of the productive territory fur- 
ther east into Section 1-24-l1w is not con- 
sidered impossible. To the northeast, 
north and northwest of the present pro- 


lifice production area, dry holes have de-- 


fined the limits of the field to a reason- 
able degree of exactness. Several un- 
drilled locations are still possible to 
the northwest with perhaps an additional 
line of wells to the west of present pro- 
duction. 

Compelled by necessity to complete 
their wells to the different producing 
sands in haste in order to keep the prop- 
erty from being drained, the Comar Oil 
Co., Slick & Comar Oil Co. and the Pen- 
nok Oil Co., holding 80-acre leases in 
Sections 34 and 35-25-1w, have shown the 
most enterprise in bringing out the oil. 
This condition was brought about partly 
because of the emergency conditions due 
to the small size of the leases and partly 
because of the number of different rich 
sands under the surface. 


FIELD, KAY AND NOBLE COUNTIES, 


OKLAHOMA 
From the Opening of the Field in July, 1921, to May 30, 1923 


Location, farm, owner,. month opened— 
: 2.9 












Acres No. Wells Ttl.Prod. 
4 2% 8 









NE A -24-lw, Gaume, Comar Oil] Co., Jan., 1928.......cee:ce0. 160 ,186 
SW% lw, Blubaugh, Comar Oil Co., Nov., 1922............ 160 11 591,294 
NW M4 -lw, Clark,- Gypsy’ Oil‘ Co;, Sept., 1922............... 160 30 1,192,623 
NE Iw, Pettit, Comar Ofl Co., Jume, 1922.....0....cceee 160 26 1,641,973 
SE\% -lw, Ruzek, Comar Oil Co., Sept., 1928.....cccccresce 160 12 463,386 
NW %, 4-lw, Ruzek, Blackwell O. & G. Co., Sept., 1922...... 160 11 794,998 
SW, 3-24-lw, Hayes, McCaskey & Wentz, Oct., 1922........... 160 1 10,62 
NW, 10-24-1w, Plumb, Humphreys Pet. Co., Aug., 1922........ 160 2 43,163 
sw 10-24-lw, Murray, Southwestern Pet. Co., Nov ee 160 14 1,310,454 
NE%, 10-24-lw, Evans, Gypsy Oil Co., Sept., 1922........... 160 10 604,959 
Nu, SE%, 10-24-lw, Novotny, The Prairie O. & G. Co., June, 80 7 261,386 
Ss, SE%, 10-24-lw, Novotny, White Eagle O. & R. Co., Mar., 1 80 4 267,582 
NW %4, 11-24-lw, Rence, Healdton O. & G. Co., Dec., 1922.... 160 4 665,320 
W'%, NE, 15-24-lw, Smith, Amerada‘ Pet. Corp., Feb., 19 . 80 15 198,429 
NW, 15-24-1w, See, Comar Oil Co., Nov., 1921.......... o« 3160 12 1,391,604 
Sk, SW, 15-24-1w, Morris, Champlin O. & R. Co., June, 1922... 80 1 22,805 
Nk, 16-24-lw, Wintermuth-Talbert, Marland & Cosden, July, 1921 320 3 352,902 
E's, NE, 21-24-lw, Smithhisler, Champlin O. & R. Co., Jan., 1923 80 1 7,450 
NE, 33-25-lw, Wood, Marland & Cosden, Jan., 1923........ -.- 160 5 116,436 
NW \% 34-25-lw, Beverlin, Comar Oil Co., Dec., 1922........... 160 17 585.966 
My 5-lw, C. Endicott, Comar Oil Co., Jan., 1923.... 80 13 750,499 
Endicott, Pennok Oil Co., Nov., 1922 80 13 879,383 

vy, Goltry, Amerada Pet: Co., Jan., 1923. ..... 80 14 571,208 

, McDaniels, Phillips Pet. Co., Mar., 1923... 40 2 53,428 

SE? 7, McDaniels, Blackwell O. &:G. Co., Feb., 1923 40 5 160,465 
SW y McKee, McCaskey & Wentz, Sept:, 1922........ 160 20 1.079,044 
SE% -25-lw, Ogs, Comar Oil Co., Jam., 1933...........-..08 160 6 308,782 
N%, SW% 5-25-lw, L. En:licott, Comar Oil Co., Jan., 1923..... 80 7 3,584 
NW, 35- lw, Goltry, Carter Oil Co., Apr., ee 160 3 105,509 
S%, SW, 35-25-lw, L. Endicott, Slick & Comar, Dec., 1922..... 80 18 1,085,532 
SW, 36-25-lw, Koffenbrink, Comar Oil Co., Apr., 1923........ 160 1 "990 
EE a6 GOe Pane bh aN Ned ROWERS TRUER SEb Bde Se sO eee edawe 4,080 292 16,164,262 








More Paying Wells 
and Some Failures 
in Sunburst Field 


SHELBY, Mont., June 16.—The Mon- 
tana-Empire Oil Co.’s No. 1 Stannard, 
in the southeast of the northeast of the 
northeast, Section 25-35-2w, stands with 
700 feet of oif in the hole awaiting a 
shot. It has Ellis sand at 1,463 feet, 
total depth 1,475 feet. It extends the 


field a mile soutHhland:a mile east of the-: 


nearest producing. well. 

G. W. Snyder’s No. 1 Jensen, center 
of the east line of the northeast of the 
southeast, Section 46-35-3w, -got the top 
of the Ellis sand at §,540 feet and drilled 
to 1,542 feet. Sulphur, water was. found 
and had to be plugged off. The Grew 
bailed about 12 bbls. of oil each day. 
The well had not been shot. It is im- 
portant as_to. location, lying some. dis. 


tance southwest of the nearest produc- 
tion. It had 2,000,000 feet of gas in 
the Sunburst sand. 

‘The Spokane Wyoming Oil Co.’s No. 1 
Taylor, southwest of the southwest of 
the northwest, Section 7-34-le, got the 
top of the Sunburst sand at 1,220 feet 
and found 100 feet of it. Sulphur water 
was found in the Ellis sand. The Ellis 
was shot with 40 quarts from 1,468 to 
1,478 feet, and the biggest shot yet given 
a well in this field, 65 quarts, was ad- 
ministered to the Sunburst sand at 1,245- 
1,315 feet. The well was being cleaned 
out. 

The Ohio Oil Co. and Sunburst Oil 
Co.’s No. 1. Bruins, southwest of the 
northwest of the southeast, Section 10- 
35-2w, is a failure. It was drilled 
through the Madison sand and fin- 
ished up at 1,630 feet. Sand at 1,616 
to 1,630 feet was shot with no results. It 
had q very light showing in the Ellis 


~ Sand, 


Thersda ¥, 


The Ohio Oil Co. and Sunburst oj 
Co.’s No. 1 Clair Stevenson, southeast of 
the northeast of the northwest, Section 
3-35-2w, plugged off water found in the 
Ellis sand and will use the gas produe. 
tion found in a stray sand in the Ellis 
formation. The well was drilled to the 
Madison sand at 1,600 feet. 

The Ohio Oil Co. and Sunburst jj 
Co.’s No. 1 Shaw, center of the southeast 
of the southwest, Section 35-36-2y, 
drilled to 1,759 feet and got water in the 
Ellis sand. The Sunburst sand will be 
shot after plugging off water in the Ellis, 
This well showed 100 feet of Sunburst 
sand and there was 700 feet of oil in the 
hole. 

The Franklin Oil Co.’s No. 1 Wait. 
center of the northeast of the southwest, 
Section 13-35-2w, looks like a good well, 
The oil flowed over the top of the tubing 
from 2 inches to 4 feet while the tubing 
was being pulled after an unsatisfactory 
cleaning-out job. 

The Mutual Oil Co.’s No. 1 Beardsley, 
northwest of the northwest of the north- 
east, Section 16-35-2w, pumped 125 bbls, 
the first 24 hours and 135 bbls. the see. 
ond. It lies between the Mutual Oil Co.'s 
group in Section 22 and the Mid-Northern 
group in Section 9-35-2w, and makes that 
area look sure for production. 

The Western Petroleum Exploration 
Co.’s No. 1 Swears, northeast of the 
northeast of the southwest, Section 9-35- 
2w, is pumping 45 bbls. a day. It started 
at 70 bbls. 


Humphreys Oil Co. 
and U. S. Tex Get 
Big Wells at Powell 


CORSICANA, Tex., June 18,—The 
Humphreys Oil Co. has what appears to 
be another bonanza lease in its 320 acres 
of the Kent farm, lying southwest of the 
big Hughes Development Co.’s well in 
the Powell Field. The Humphreys well 
started off at 4,800 bbls. a day and to 
day was flowing 196 bbls. an hour. The 
company will finish another well farther 
south this week which will tell .an im 
portant story. If it comes in as big a 
producer as the company expects, it will 
make the Humble Oil & Refining Co.’s 
acreage look very valuable. The 
Humphreys Oil Co. paid $63 an acre for 
the Kent lease, which was purchased on 
the advice of F, Julius Fohs, vice presi- 
dent of the company and its chief ge 
ologist. The Kent property lies right 
along the fault, east of which is the big 
production in the field. The U. S. Texas 
Co.’s No. 1 Burke, which looked like 4 
possible failure for a while, developed into 
a -2,200-bbl. initial producer and later 
it was reported variously up to 3,000 
bbls. 

The field report for the week shows 40 
drilling wells in the Powell district, 17 
wells preparing to drill and 21 der 
ricks up. 

New derricks: include Cavanaugh and 
others’ No. 1 Christian, Lane survey; 
Cosden Oil & Gas Co.’s Nos. 1 and 2 
Springfield, both rigging up _rotaries; 
Gulf Production Co.s No. 3 Blumeroset, 
Lane survey; Hardison & Elkins’ No. ? 
‘Christian, Lane survey ; King and others 
No. 1 Christian ; Maysten and others’ No. 
1 Christian; Munger and others’ No. 1 
Christian ; Roxana Petroleum Corp.’s No 
1 Blumerosen, Lane survey; Sun Co.' 
No. 2 Springfield, Lane survey, and the 
Japs Oil Corp.’s No. 1 Brown, McCané 
less survey. 

Trapshooter-Reilly’s No. 1 Warrel, 
Adcock survey, is dry and abandoned 2 
3,317 feet. The well of Hoover & Thom 
son, which is now regarded as avilé 
been a freak, on the edge of develo? 
ment, has not comé back as a produce? 

In the Currie Field, Burphreys 0 
Co.’s No. 7 Meador, is good for 15 bbis. # 
2,991-94 feet. 

The Humphreys Oil Co. now has # 
30,000-bbl. production in the Mexia, Out 
rie and Powell Fields, for which it ® 
receiving $1.50 per barrel, 
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Salvage Your 
OLD FIRE BRICK 


Use them for Rebuilding and to 


REPAIR FURNACE WALLS 


By Crushing them and Bonding them with 


HYTEMPITE 


Reg. U. S. Pat. Off. 


This type of monolithic fill for 
sidewalls is saving one Company 
only many thousand dollars an- 
nually in material, fuel and labor 


Bulletin 53B tells how and why 





THE ATLAS SUPPLY COMPANY 
General Offices 406-420 N. Main St., Muskogee, om. 
OKLAHOMA BRANCHES: — faainiv . TEXAS BRANCHES: 


Tulsa, Bartlesville, Pawhuska, Oilton, KANSAS BRANCHES: Fort Worth, Eastland, Ranger, 
Okmulgee, Slick, Bristow, Henryetta, Augusta, El Dorado ridge, Rising Star, Mexia, 
Shidler, Duncan Write for Bulleti Graham 
El Dorado, Smackover. Arkansas wie tor Sunstens Haynesville, Louisiana 
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Pan American Enters 
Gascline Trade on 


an Increasing Scale 


By N. O. FANNING 


NEW YORK, June 18.—The Pan 
American Petroleum & Transport Co. is 
entering the domestic gasoline business 
on an increasing scale, according to J. 
M. Danziger, vice president, in an inter- 
view with The Oil and Gas Journal. The 
company is beginning to extend its mar- 
keting facilities in the New Orleans dis- 
trict, and is distributing gasoline at sev- 
eral points along the Mississippi. 

There are two reasons for this, Mr. 
Danziger states. The Pan American Co. 
recently completed a $2,000,000 plant in 
Mexice for finishing gasoline. Prior to 
that time the company’s Tampico refin- 
ery was equipped to manufacture only 
crude gasoline. A year ago the company 
sold large quantities of crude gasoline to 
the Standard Oil Co. of New York at 
prices which were higher than the price 
of the finished product at New Orleans. 
The company has not renewed this con- 
tract, however, and is manufacturing the 
finished gasoline and marketing it in- 
stead. Although its marketing territory 
is restricted at present, Mr. Danziger 
says that later on the company may enter 
new fields, including the Atlantic Sea- 
board territory, depending on conditions 
in the market. 


California a Factor 

Another cirucumstance that has aided 
the Pan American Petroleum & Trans- 
port Co. in its gasoline business is the 
big production of crude oil in California. 

“Pan American plans to bring 5,000,- 
000 bbis of California crude oil around 
to New Orleans through the Panama Ca- 
nal in its own tankers within the year,” 
Mr. Danziger said. “The company’s own 
production in the Kern River oil fields 
‘ig shut in, but it is purchasing oil in 
the flush fields of southern California at 
low prices. We are putting in our own 
pipe lines and purchasing oil from other 
producers, like the Standard Oil Co. and 
others. It is cheaper to buy oil in south 
ern California today than to produce it. 
Oil of 35 degrees gravity, yielding 30 per 
cent gasoline can be purchased at $1 per 
bbl. This oil can be laid down on the 
Gulf Coast at $1 per bbl. below the pres- 
ent price of Mid-Continent crude oil. 

Mexico Big Producer 

“Poorly informed people have said that 
the reason we are taking advantage of 
the situation in California is because 
Mexico is becoming exhausted as ar oil 
producer. This is not so. The present 
situation in California merely yielded us 
an unparalleled opportunity to buy high 
grade crude oil at low prices and to bring 
it around to our New Orleans plant at 
low cost in our own tank steamers. On 
the other hand, we are increasing our 
output of gasoline in Mexico and aré be- 
ginning to go into the business of mar- 
keting the finished product there and in 
the United States ourselves. 

“At one time we received 19 cents per 
gallon for crude gasoline at Tampico, 
while the finished product only brought 
16 cents per gallon at New Orleans. Un- 
der these conditions it would not have 
paid us to manufacture the finished prod- 
uct. 
California, with its high gasoline con- 
tent, averaging as high as 30 per cent, 
has enabled up to keep our New Orleans 
plant running on a profitable basis. 

“There is nothing in the report that 
the Pan American Petroleum & Trans- 
port Co. is negotiating for control of Cal- 

"(Continued on Page 76) 


Now, however, the cheap oil from — 


LOWER PRICES MOVE 
COASTAL LUBRICANTS 


HOUSTON, Tex., June 19.—Although 
the past week has brought better move- 
ment on lubricants from cohkstal crude 
oils, prices are even lower than last 
week and quotations show a wider range 
from the lower figures to the higher. 
Sales are almost wholly within the group 
of heavy oils, those demanded for sum- 
mer motoring. The price structure is un- 
certain in the Houston market, especial- 
ly with the independent refiners. Some 
are selling admittedly at losing prices, 
hoping to keep plants in operation until 
the real summer demand brings quota- 
tions back to profits. 

On the other hand, larger ones are 
not selling on present quotations for the 
district. Through their own distributing 
agencies and by contracts, they are mov- 
ing their products at profitable figures. 
Because of this, the South Texas market 
is spread over an abnormal range in the 
price structure. Both elements are firm 
in their convictions that the present un- 
settled condition will be of short dura- 
tion. Both are holding ready for the true 
summer market on coastal lubricants. 

The pickup in orders for oils from 
South Texas has come largely from the 
Middle West. This territory is being in- 
tensely worked with salesmen, as it has 
afforded an outlet of immense propor- 
tion in past seasons. The active plants of 
the coastal section seem to be running 
at capacity. Prices have been forced 
down. But the stills are kept hot in the 
hope of increased sales, long delayed on 
account of weather conditions, but now 
evident to a small extent in increased 
orders. 








SAN ANTONIO PLANT SOLD 

HOUSTON, Tex., June 16.—The equip- 
ment of the Mogul Producing & Refin- 
ing Co. has been sold by order of court 
for $17,000. A 20-acre site is not in- 
cluded. The plant, located at San Jacinto, 
was built two years ago, but was never 
operated. 


KEYSTONE REFINERS 
HAVE BACKS TO WALL 


OIL CITY, Pa., June 18.—Refiners in 
the northwestern Pennsylvania district 
have their backs against the wall. They 
are losing money, but they cannot shut 
down because that would cost them even 
more. They are between two fires, one 
from the West, the other from the East. 
From the West they are meeting com- 
petition with Mid-Continent refiners. 
They experienced some relief when the 
Mid-Continent refiners raised their prices, 
but now they have decreased them the 
same situation prevails as before. The 
Mid-Continent group can place gasoline 
in the selling territory of the local re- 
finers cheaper than the northwestern 
Pennsylvania refiners. Gasoline from 
California crude oil is being sold in New 
York, New England and eastern Penn- 
sylvania much cheaper than motor fuel 
from Pennsylvania oil. As a result the 
northwestern Pennsylvania refiners sold 
less gasoline during the week than dur- 
ing any week for some time. The worst 
feature is that there does not seem to be 
anything promising in sight. 

Consumption of gasoline throughout 
the territory of the northwestern Penn- 
sylvania refiners is exceedingly great. The 
tourist trade has started to open up and 
is consuming large quantities of motor 
fuel. 

Neutrals are off a little, Whereas a 





SECTION 








short time ago it was almost impossible 
to buy neutrals in this district for spot 
delivery, there are now very few refiners 
not in the market. The jobbers have 
bought for their present needs and are 
not so much in the market. Cylinder 
stocks are no stronger. 

Kerosene is about the same. There is 
a fair demand but the prices are still 
very low. 

Wax was the best feature during the 
week. There was a considerable demand 
and prices are a little stronger. The most 
of this demand is for export. 





WILLARD SELECTED AS 
TEMPORARY SECRETARY 


CHICAGO, June 15.—Walter G. Wil- 
lard was elected temporary secretary of 
the American Oil Men’s Association at 
a meeting of the executive commitiee 
held at the association’s headquarters at 
the Congress Hotel today. He will suc- 
ceed Melville C. Hill, who has announced 
his resignation to take effect July 1. Mr. 
Willard has been field secretary of the 
Western Petroleum Refiners Association 





Walter G. Willard 


for some time and is widely known in 
the oil industry generally. 

The executive committee also decided 
to hold its fall convention at Chicago, 
October 2, 3 and +4. The convention will 
be held at the Congress Hotel and tenta- 
tive plans assure that it will be one of 
the most interesting meetings ever held. 





NEW REFINERY IN ALBERTA 





CHATHAM, Ont., June 18.—The 
Standard Refining Co. (Ltd.) recently in- 
corporated with $50,000 capitalization 
and head office at Lethbridge, Alta., is 
planning to erect a 300-bbl. refinery at 
Lethbridge, to operate about August 1. 
L. R. Olsen, who has a small plant at 
Winnett, Mont., will build and manage 
the Lethbridge plant. A site has been 
secured on C. P. R. property north of 
the tracks and about $25,000 will be 
spent. Crude will be secured from the 
Kevin-Sunburst Field. The National Sup- 
ply Co. at Sunburst is reported to be 
supplying 10,000 bbls. of tankage. The 
output will include gasoline, kerosene, dis- 
tillate and fuel oil, and an agitator will 
be installed. 


Pipe Line Co. Stops 
Buying Surplus Qj] 


HOUSTON, Tex., June 19.—Due 4 
insufficient facilities the Texas Pipe Lin 
Co. has discontinued purchases of gy. 
plus crude oil from independent refines 
of the Wichita Falls area. The amouy 
involved is 5,000 bbls. daily. Early jy 
April, several refiners of this distri¢ 
having their own production, offered 4j 
to The Texas Co. When it became ne 
essary to reduce refinery runs The Tex 
Co. continued to take the o% until lay 
week. 

Officials of the company said today thy 
insufficient storage in the district an 
crowded pipe lines leading from the dis 
trict compelled the company to diseo 
tinue these purchases. This decision ha 
no bearing on purchases of oil from ip 
dependent producers who are withoy 
storage or refining plants. 








TEXAS LUBS FOR EUROPE 





HOUSTON, Tex., June 19.—Ty 
tanker Mexico last week cleared fron 
docks of the Deepwater Refiners on th 
Houston ship channel with a cargo of 
30,000 bbls. of nixed lubricants for Han 
burg. The cargo is for distribution 
throughout continental Europe. The whok 
shipment was from the Deepwater plant 
This concern also loaded part of an ail 
cargo on the steamer Ossag, to be com 
pleted at other ports before clearing for 
Europe. 


TOO MUCH GASOLINE 
BOTHERING NORTHWESI 


CASPER, Wyo., June 16.—The gaw 
tine situation in the Northwest is both 
ering refiners. Much of the output ¢ 
gasoline and light oils is going into stor 
age. The new plants in the oil field 
operating in natural gas from the well 
is materially affecting the market. 

The E. T. Williams Gasoline Co. nov 
has two plants in operation at Salt Creek 





_The Ohio Oil Co., Carter Oil Co., Con 


tinental [Producing Co. and the Fenslani 
Oil Co. are building or considering plat 
ing plants in operation this summer. Ty 
Midwest has the largest eompressiit 
plant in the world there and the Pr 
ducers & Refiners has a large plant ¢ 
Casper. 

The Midwest ships its gasoline ini 
the blending plant at Casper by two pip 
lines specially laid. The E. T. Williaw 
Gasoline Co. ships the products of it 
two plants by tank trucks to Cast 
after blending in the field. The outpi! 
is about 10,000 gallons daily. 

The Producers & Refiners has author 
ized the building of a $2,000,000 ga 
line plant at Salt Creek that will riv 
the big Midwest plant. 





CARBON BLACK PERMIT 





WICHITA FALLS, Tex., June 19- 
Arab Gasoline Corp., of Eastland, Eat 
land County, Texas, has been granted! 
permit by the Railroad Commission ' 
burn carbon black from waste residue # 
from casinghead gasoline plants in Ba 
land County and will begin erection © 
ence of a carbon black plant, which ¥ 
be completed and in operation some ti 
during the present year. In connetti# 
with it, the.company will build a ™ 
casinghead gasoline plant with’ a dail 
capacity of between 20,000 and 25,000 
gallons daily. Both plants will i 
erceted about 6 miles north of East? 
and will mean an outlay of $900,000. 
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Why KAW-Built Stills are Better 


A still is no better than the steel and the workmanship which go into it. 
Average grade steel is not equal to the severities of time and temperature 
which a still is called upon to withstand. The average riveter seldom at- 
tains the skill which dependable still construction requires. 


Appreciation of these facts governs the construction of KAW-built stills. 
They.are built up to a standard—not down toa price. “Still Bottom” Steel 
—the finest obtainable—is used exclusively in their fabrication. Rivets are 
set by men who are masters of their craft. 


These are the reasons why KAW-built stills are better—why they can he de- 
pended upon for years of satisfactory, economical service. 


Get KAW specifications and prices on all steel refinery equipment. 


Stills Stacks Storage Tanks Rundown Tanks 
Towers Agitators Horizontal Tanks Condenser Boxes 
KAW BOILER WORKS CO. 
Offices: Waldheim Bldg., Plant: First and Walker Ave., 
Kansas City, Mo. Kansas City, Kansas 
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Group 3 Gasoline Market Demoralize 


New Navy Hovering Near 10 Cent Level While Eastern Crude 
Cut and Fear of Cut or Pro-Rating in Mid-Continent are Factors. 


Despite a marked improvement in 
weather conditions throughout the coun- 
try and a e@orresponding indicated in- 
erease in consumption, the past week 
has witnessed a further crumbling of 
the Group 3 gasoline price structure and 
New Navy gasoline is now hovering per- 
ilously near the much dreaded 10-cent 
level with all signs pointing to such a 
price becoming an actuality within the 
next week unless some unforseen circum- 
stance comes to the rescue. Kerosene, 
gas and fuel oil and other products, while 
not suffering to the same extent, have 
reacted in sympathy with the demoralized 
gasoline situation and are slightly weak- 
er than a week ago. 

That the Mid-Continent refining indus- 
try is facing the most serious situation 
in its history is admitted by the most 
optimistic observers. Refiners who have 
steadfastly maintained that conditions 
would right themselves once open weath- 
er prevailed now grudgingly concede that 
warm weather and increased consumption 
may have come tco late to prevent a re- 
fining debacle in this territory which will 
set the industry back at, least until 1924 
and possibly longer. Though this opin- 
ion is daily enlisting recruits in refining 
ranks the major organizations who have 
piled in tremendous gasoline stocks dur- 
ing the past six months in expectation 
of a record-breaking summer still declare 
that they will not make any price con- 
cessions regardless of the trend of spot 
quotations. 

Crude Cut a Factor 

While there have been many contribut- 
ing factors to the sharp break in spot 
gasoline, quotations which during the past 
few days have verged almost on a rout 
by the smaller plants and marketers, the 
reduction of 25 cents per bbl. in Penn- 
sylvania crude announced Monday which 
is momentarily expected to be reflected 
in the Mid-Continent Field by either a 
eut or proration or possibly both, re- 
moved from the minds of close students of 
trade conditions the last vestige of hope 
of maintaining the 1314-cent price level 
for New Navy which the major refiners 
have been holding for since their meeting 
the first part of June when it was de- 
cided that this price represented the ac- 
tual cost of manufacture and raw ma- 
terial. 

Such an action, that is a proration or 
reduction in Mid-Continent crude, while 
already largely discounted by the trade 
unquestionably will result in at least a 
further temporary market reaction, as it 
automatically will bring up again the 
question of a reduction in the Standard 
of Indiana tank wagon which has been 
one of the chief trade retardants of the 
past three months. 

Whether such an action in reality 
would not prove a blessing in disguise 
from the standpoint of the Mid-Conti- 
nent refining industry if preceded by a 
proportionate cut in Mid-Continent crude 
is an open question, but many veteran 
marketers who have weathered similar ex- 
periences in the past believe it would. 
The fear of at least a 2-cent cut in the 
Indiana tank wagon has hung over the 
heads of refiners and jobbers like the 
sword of Damocles and has resulted in 
both branches of the industry resorting 
to plans which have run the gamut from 
the ridiculous to the sublime. 

Situation Summarized 

In the case of refiners, they have, fig- 
uratively speaking, endeavored to lift 
> themselves by their own boot straps. De- 
* spite the weak statistica! position of the 





refining 


By J. B. GAMBRELL 


REFINED MARKET BAROMETER 


Improved motoring weather reported from all parts of the eountry indicating an 


increase in consumption has failed to stem the decline of motor fuels. 


Gasoline 


prices are weaker in all refining areas with refiners and marketers of the Mid-Conti- 


nent Field and Chicago district on the verge of a panic. 
Jobbers fearing further crude 


however, have not developed business. 


Drastic price concessions, 
and tank 


wagon reductions will follow cut in Pennsylvania are buying cautiously confining 


orders to immediate requirements. 


Other products show little change over last week. 


Mid-Continent—Reduction of Pennsylvania crude and the belief that it will be 
followed by a pro-ration or cut or possibly both in the Mid-Continen Field, with a 
corresponding cut in Standard of Indiana tank wagon has started a veritable stam- 
pede on the part of a large number of smaller refiners and marketers to unload their 


gasoline at any price. 


Many refiners who few weeks ago confidently expected to hold 


1314 cents price for New Navy have gone to other extreme and fear utter demoraliza- 


tion of the market structure. 


Larger concerns such as Cosden, Empire, ete., still 


holding to old prices according to sales executives but admit industry is facing most 


serious situation in its history. 


New Orleans—Improvement in export shipments with fewer crude shipments re- 


ceived from Mexico and California. 


market weak. 


Chicago—Gasoline market demoralized. 
Additional plants which have been holding to higher gasoline prices are now 
Sales of New Navy at 10 to 11 cents over June to July reported. 


ported. 
endeavoring to sell. 


Export prices 


unsettled. Domestic gasoline 


Sales of New Navy under 10 cents re- 


Jobbers apparently buying as little as possible due to unsettled conditions in regard 


to tank wagon and crude markets. 


Naphtha market better than other straight run products. 


demands for lubricating oils. 


Atlantic Seaboard—Noticeable increase in consumption. 


Kerosene demand spotted with prices firm. 


Gas oil sluggish. Active 


Less California gaso- 


line available but refiners still have large stocks refined from California crude. Gaso- 


line prices unchanged. 
Wax firm. 


Demand for lubricants improved with more export buying. 


Pennsylvania—Competition of Mid-Continent and California gasoline has brought 


further price concessions. 


day tended to unsettle all markets. 
fair with prices firm. 


Jobbers buying as little as possible regardless of price in 
expectation of further crude and tank wagon reductions. 
Strong demand for wax. 


Cut in eastern crudes Mon- 
Demand for kerosene 


Gulf Coast—Movement of lubricating oils shows improvement but prices are 


generally lower. 


Smaller plants giving price concessions in order to move part of 
output with the larger plants generally refusing to meet these low prices. 
generally expects improved demand and higher prices in the 


Trade 


near future. Sales 


almost entirely within the group of heavy oils used for summer motoring. 





industry, refiners in the Mid- 
Continent Field, starting the latter part 
of December, began to hang up new daily 
throughput records which, coupled with 
the unseasonable weather and low con- 
sumption of the first five months of this 


year, has resulted in a new high for 
stocks. Refiners, however, were not 
wholly to blame for this mistake. The 


grading of crude and the subsequent ad- 
vances in Mid-Continent crude very natu- 
rally led them to believe that the domi- 
nant factors of the industry anticipaced 
a record breaking demand and econsump- 
tion and they very naturally desired to 
participate in this business, the net re- 
sult of which is that industrial incon- 
gruity experienced a year ago of a tobog- 
ganing market at a time when, according 
to all laws of economies, prices should be 
consistently mounting. 

Action of jobbers during this period 
has been with few exceptions what could 
normally be expected. With Government 
agencies. trade and newspapers heralding 
broadcast the great increase in gasoline 
and crude stocks, jobbers have naturally 
confined their purchases to immediate re- 
quirements, except in instances where 
they were able to secure bargain counter 
prices. Such a policy, coupled with poor 
motoring weather, could have but one out- 
come—a constant widening of the differ- 
ential between refinery quotations and 
tank wagon, which has developed the sit- 
uation as it exists today, leaving the in- 
dustry only one of two alternatives— 
either the advancing of refinery quota- 
tions to a point where the proper rela- 
tionship between the wholesale and job- 
bing structure will be established or the 
accomplishment of the same end by the 
reduction of distributing prices. 


The “Buy-a-Car” Movement 

The first method of procedure has been 
tried during the past six months and its 
results are a matter of too recent his- 
tory to be worthy of comment, the most 
notable example being the recent venture 
of the National Petroleum Marketers’ As- 
sociation into the realm of industrial al- 
truism when it undertook to get its mem- 
bers to purchase 1,000 cars of surplus 
gasoline above immediate requirements at 
a price of 131% cents. While this move- 
ment was most commendable from a phil- 
anthropie viewpoint, from the standpoint 
of sound business economics it was a 
grave mistake, as such an appeal could 
not be considered in any other light than 
a tacit admission that the Mid-Continent 
refining industry was prostrate and ‘in- 
~aple of managing and running its own 
business. 

An effort 


similar to this episode oc- 


curred in the cotton business a number 
of years ago. Misguided bankers and 
friends of the southern cotton grower 


launched the “buy-a-bale’” movement. A 
considerable quantity of cotton was sold 


through this slogan but in comparison 
with stocks it was negligible. On the 


other hand, New England and European 
manufacturers, realizing that the move- 
ment would never assume any worth 
while proportions, stayed out of the mar- 
ket until they were able and ready to 
buy at their own price. 

The “buy-a-car” movement of jobbers 
closely parallels the case of the cotton 
growers. The producing, refining «nd 
marketing of oil is one of the big basic 
industries of this country. There is no 
inhibition on a producer, refiner or jobber 
to pay any more for a produet than is 
absolutely necessary, according to the in- 


exvrable law of supply and demand. The 
producer purchases his acreage and drill- 
ing equipment at the best market price 
obtainable. The refiner adopts a_ like 
policy in the purchase of his material, 
as does the jobber. In their business re- 
lationship, the refiners and jobbers’ view- 
point are diametrically opposite and any 
effort to function under any other prin- 
ciple than that of barter and trade is 
foredoomed from the start. 
Effect of Tank Wagon Drop 
A much more practical plan for say- 


ing the present refining situation and 
maintaining the present Indiana _ tank 
wagon and one with a great deal more 


chance of success, in the opinion of many 
of the leading refiners of this territory, 
would be for the Standard of Indiana to 
step into the present Group 3 market 
and buy 1,000 or 2,000 ears of surplus 
gasoline, or as one refiner puts it, one- 
fifth of the Standard’s weekly gallonage 
purchased in the Mid-Continent Field 
would tend to stabilibe motor fuel quo- 
tations. This refiner points out that the 
Standard of Indiana is credited with 
having over 7,000,000 barrels of gasoline 
in storage which, if a reduction of 2 
cents a gallon is made, would mean a loss 
of over $5,000,000 immediately. He 
claims that the Standard would be able 
to get this gasoline at 10 cents a gallon, 
which is unquestionably true if they 
could see fit to enter the market, and 
such a purchase would be but a drop in the 
bueket in comparison with the loss they 
must absorb if the tank wagon goes down 

On the other hand, it is doubtful 
whether such a plan would succeed and 
permanently correct the situation. The 
Standard of Indiana has had some bitter 
experiences in the past in endeavoring 
to bolster or hold prices by taking out 
of the Mid-Continent surplus material. 
Another. angle that must be considered 
in the present situation is the fact that 
there has already been a 40-cent decline 
in Mid-Continent crude without any cor- 
responding reduction in the Indiana tank 
wagon and it is extremely doubtful if not 
impossible, that the big distributor could 
afford to ignore any further cuts in crude 
should they evenuate. 

Might Change Over Night 

While all of these conflicting angles 
have only served to further complicate 
an already perplexing situation, those ad 
vocates of a cut in crude and tank wagon 
(and they are not all brokers or small 
refiners) declare that such a policy might 
very well develop a healthy market con 
dition almost over night. They argue 
that once jobbers are no longer obsessed 
with the fear of an impending tank wagon 
reduction, a marked psychological effect 
will be observed and they will come into 
the market and buy freely. They contend 
that prices will not be materially lower, 
pointing out that such reductions have 
been already largely discounted as many 
small refiners and marketers have been 
offering Navy around 11 cents for the 
past 10 days or more. And while the 
larger refiners have stood steadfastly for 
15% cents, they agree that their spot 
sales have been insignificant. A reduc- 
tion in their raw material would enable 
these refiners to lower their prices, 
though, of course, it would not help them 
in so far as their storage gasoline is con- 
cerned. However, if they could market 
their current manufacture on the new 
basis and reserve their stocks until mid- 
summer, it is reasonable to expect that 
they would get a better price. 

(Continued on Page 66) 
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_ Compare/ 


MAN TOMAN @nd OILTO OIL 


— Just as it often seems true that ‘clothes 
make the man,” so does it often seem 
that “tradition” and “locality” make 
lubricating quality. 


— Compare two men--one an eastern finan- 
cier, fashionably dressed, immaculately 
groomed--the other a western civil 
engineer, roughly clad and unshaven. 


—Strip them of their clothing and regular 
“setting”---compare them man to man. You 
will find more times than not that they are the 
same in all essentials---evenly matched phy- 
sically, as well as in modern refinements. 
Perhaps you’ll find that they came from the 
same western college, with equal advantages 
in every way. 


—It is much the same with petroleum. Take 
two lubricating oils---one a good eastern 
paraffin base oil---well known, cloaked in 
the glamour of traditional excellence---the 
other a good western paraffin base oil---its 
true quality known only to a comparatively 
few discriminating oil men. 


—Strip these oils of their “tradition” and 
“Jocality”---strip them of what their sellers 
say about them---compare the actual oils--- 
specification by specification. You will find 
that they are the same, despite the different 
localities from which they come-—eguals in 
all essential lubricating qualities. 


—We invite quality oil jobbers to make such 
a test with Empire OKLAHOMA ParaFFIN 
NEvuTRALS---comparing them with any other 
neutrals, anywhere. Let us send you samples 
now for this purpose. 


EMPIRE REFINERIES 


SUBSIDIARY CITIES SERVICE CO. 


KANSAS CITY _ NEW ORLEANS _ ATLANTA 





\ 


WS 
INC. 


NEW YORK 


GENERAL SALES OFFICES-TULSA, OKLA, = owas. 


CLEVELAND 






PHILADELPHIA 
Commerce Bidg. 1107 Carondelet Bldg. 226 Hurt Bldg. ¢/o Cities Service Oil Co. ¢/o Crew Levick Co 
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REFINERY anp CRUDE PRICES 


Quotations on Principal Refined Products and Crude 
Petroleum Markets in All the American Oil Fields 

















GASOLINE AND NAPHTHA KANSAS— UL 
24-26 Fuel Oil 1.05 110 105 115 110 115 . 
CHICAGO DIST. (Based en Group 3)— Fal 7 June 12 June5 | 32.36 Gas Oil..-..--.--- se sees ee eee 02% 038 02% 03808 By a: 
50-52 450 end point (Naphtha)........... 11% .11% .12 - —. 2 | ~ —“eegepeneeneunenagennaaanan 03° 038% 03° 08% 103 ‘ou Br, 
56-58 450 end point..................0:. 10% 11% 11% “11% 12% ‘ ° ; 2p No. 
3 Y, % 12 12% . ; — . 2 
58-60 437 end point (New Navy)......... 10% 1% 11% 12% 138% OKLAHOMA (Group 8) No a 
60-62 400 end point.................-... 12% 138% .14 14% 1.14 .14% | 24-26 Fuel Oil (buyers’ cars)............ . 99 95 95 1.00 95 1.00 No. By 
te TP OMG MONE. occ ci cccccesccesces 14 14% £«.14% 15% #15 .15% | 24-26 Fuel Oil (sellers’ cars).............. 95 1.00 1.00 1.05 1.00 1.10 No. 3% 
68-70 360 end point..................05. 15 «4.15% «=.15% 16% «4.16 38.16% 28-90 Feel On SOOT GEUE).. 26.0 60055-- 1.05 1.10 1.05 1.10, 1.10 1.15 - ty 
OKLAHOMA (Group 3)— 2- OS Ol... cecrcccrscccrcrecceeces « 02% 02% 02% 34 02% 02% \ 
50-52 450 end de Rechthe) ri Si i ced 10% 10% 11% .12 12 12% 38-40 Straw Distillate................... .03 03% 03 038% 08% .08% - te 
Ce en eae 10% 10% 11 "111% 12 12% NORTH TEXAS— No, 24 
56-58 437 end point (New Navy)......... 10% 10% 11% 11% = 12K 12% | 24-26 Buel Oil.............cccccceceeees 83 95 85 _.59 85 95 No. 24 
58-60 437 end point (New Navy)......... 10% 104 11% 12 12% 18% | 26-30 Fuel Oil.......... 0. cece eee eee 90 1.00 90 1.00 90 1.00 No. 5 
60-62 400 end point...............---... 12 12% 12% 13% 18% 14% | 32-86 Gas Oil.............ecceceeecceeee 02% .03 02% .03 02% .08 No. 5 
64-66 375 end point..............+-.+-+.-. 13.13% = 618% 14, 14% 15, | 86-38 Gas Oil... 2... eee cece eee ee 02% .03 02% 03 .02% 03 § No.6 
68-70 350-305 end point................+.. 15 15% = .15% 15% «= .16 16% | 38-40 Straw Distillate... 00, 02% 08% .02% .038% 02% 034 f No. 6 
KANSAS— NORTH LOUISIANA— 
58-60 437 end point (New Navy)......... 10% .11 11% .12 12% 138% 24-26 Fuel Oil aa 95 1.00 1.00 1.00 
NORTH TEXAS— . aie nent inn mmeen re 03 02% 02% CHI 
48-52 450 end point (Naphtha)........... 10 10% 11, 11% 11% 12, | 38-40 light straw distillate. 66000000 03% 03 03 60-62 4 
aaa... 10 10% 11" 111% 12. “194g | _ GULF COAST (South Texas)— 6166 
58-60 437 end point (New Navy)......... oy 11 114% .12 12% .13 PM tetasecendeesiocerestesedcowess 04% 04% 04% .08Y OKL 
60-62 400 end point...................2+. 12 2% .13 Cig “Se ik EE gD rp nanpnsepennnro—one: 140 160 140 160 1.40 1.0 60-62 < 
64-66 390 end point................20006. 1B 13% 13% 14 14% .15 PENNSYLVANIA— ae 
NORTH LOUISIANA— gcse nia winaidaciielemenebae 0L% 04% 04% 
58-60 450 end point..................... 10% 11% 11% .12 11% .12 65 ieee hnciansidainaewiad's 05% 05% 051% NOR 
OOSe Set at point (Mow Kory) -- sera eioheth ok AER ED. ES ERT | GR OGUIR ois iis ioscscswwcdecessseeses 071%, 08% .081%4 os ‘ 
AL -60 ¢ 
7 Ag y 4 4 at : 
ya ne INGUY ) cccccees 15 15 15 ROAD OILS = 
> ao Sateen eGiat ond arora Ds prolate ss Ra STOE E 13% 13% Be OKLAHOMA (Group 3)— June 19 — June5 164.66 
ee eee eerie rt ° Kk” iy -—" 50-60 Asphaltic content.................. 1.25 130 125 130 1.80 1.40 68-70 
a aaa ee iad el an tera a ceca niles 14 14% 14% 60-70 Asphaltic content.................. 130 1385 1380 135 1.85 1.40 
IED 5) Sis Sl avncosgi Sravtomiawiy ouotvinieidietrateie; sib 15Y 1544 151% CHICAGO DISTRICT— * 
I acarigc ci crorsiosscoracoisierbiaie ccorbiwinrs: 6% 1614 16% Lt 50-60 Asphaltic content (Group 3)........ -. Pia 1.25 1.35 1.25 1.85 
oo sre Sed! ddan. peekieereeres-naare a 11% 17% 17% 50-60 Agphaltic content (River Refineries) . 04% .05 Sold out 
Rica inkik a iastkebeea bah catiiten scien’ i 94 ‘19% 19%, 
eli leaped "214 ‘D114 ‘9112 NEUTRAL OILS Mot 
j Greate 


NATURAL GASOLINE 





New } 
OKLAHOMA (Group 3)— 

CHICAGO DIST. (Based on Group 3)— June 19 June 12 June 5 Pale Neutrals: June 19 June 12 June 5 ane 
80-88 compression, 350 end point.......... 08 .08% 10 10% #£.09% .10 + es vis., 24% color, yes cold test........ 05% .051%4 051% .054%4 .05% .05% ie) 
a precees. See ONE POUR. ccccccwcss 09 09% 11 11% 10% .11 00 vis., 2 color, 20-25 Sree 07% 07% 07% 07% 07% 07% VMP 

LAHOMA (Group 3)— 100 vis., 3 color, 20-25 cold test.......... 06%, 4 07 .06°4 .07 063%, .07 ‘Tee 
Gude A, 72-78, under 375 e.p., rec. 90%.. .08% .09 091% .10 10 10% 150 Vis., 3 color, 20-25 cold test.......... 10% .11 10% .11 10% 11 Greate 
Grade B, 76-82, 375 end point, rec. 85%. - 08 .08% .09 09% 09% .1 150 vis., 4 color, 20-25 cold test.......... 10% 10% .10% .10% .10% .10% oo 
Grade C, 80-88, 350 end point, rec. 78%.. .07 .07% .08 0814 08% 03 180 vis., 4 color, 23-28 cold test.......... 11% 12% .11% .12% .11% 124% Yor 
Grade D, 88-92, 350 end point............ 07 07% .08 .08% 08% .09 180 vis., 3 color, 23-28 cold test.......... . 12% .13 12% .13 12% .18 Califo 

NORTH TEXAS— = . 200 vis., 3 color, 23-28 cold test.......... . 13. 13% 18 13% #««4.18~= = .18% ne | 
80-84 compression............-.eeeecees 07 07% 07% .08 07% .08 200 vis., 4 color, 23-28 cold test.......... . 12% 12% .12% 12% .12% .12% Lubric 
84-90 Gammon. LENG AMT 06%, ‘07 ? ‘07 07% ‘07 074, 220 vis., 3 color, 25-30 cold test.......... 14 14% +14 14% #«4.14~= 14% B 
72-76 absorption...............cceeceeees 07% .08 08 0814 ‘08 ‘0814 220 vis.. 4 color, 25-80 cold test.......... 18% .13% 13% .18% 13% .13% Cyline 
76-82 absorption Se ea ee et 07 07% 0714 ‘08 ‘074 ‘0g 240 vis., 4 color, 25-30 cold test.......... 14% .14% .14% 14% .14% 14% Cyline 

NORTH LOUISIANA— © | ee on ———* 280 vis., 3 color, 25-30 cold test.......... 17% .18 17% .18 17% .18 Coline 
80-88 ion 10 11 12 12 280 vis., 4 color, 25-30 cold test.......... 16% .17 16% 17 16% 17 Cyling 

itt ila adalah +e - - 300 vis., 3 color, 25-80 cold test.......... . 18 18% (18 (18% 18° 18% J fylin 
BURNING OILS Red Neutrals: - 
180 vis., 5 color, 23-28 cold test.......... lt 4% 2. 226 OS 11% 

CHICAGO DIST. (Based on Group 3)— June19 June 12 June 5 180 vis., 6 color, 23-28 cold test.......... 10% .10% 10% .10% .10% .10% — 
41-43 water white Kerosene.............. 04 04% 04 04% 04 04% 200 vis., 5 color, 23-28 cold test.......... 11% .12 11% .12 1144 .12 170 v 
42-44 water white Kerosene. . EO 04 044% ~& «2.04 044 04 041% | 200 vis., 6 color, 23-28 cold test.......... 10% 11% .10% 11% .10% .11% 212 v 

OKLAHOMA (Group 3)— 220 vis., 5 color, 25-30 cold test.......... 12% .13 12% .13 12% .13 265 y 
41-43 water white Kerosene a 08% 04 03% .04 08% .04 220 vis., 6 color, 25-30 cold test.......... 11% .12% 11% .12% 11% .12% 295 y 
42-43 water white Kerosene.............. 04% 04 04% 04 104% | 240 vis. 5 color, 25-30 cold test.......... . 13% i 13% 14, 13% ay Paraf 
44-46 Kerosene Distillate................. “05%, 0514, .05% 0514 .05% .05% | 240 vis., 6 color, 25-30 cold test.......... . 3, BA BBA OB =” Spind 
45-47 Kerosene Distillate (500 end point). .06% .07 06% 07 = 0614 .07 = br 6 color, as = ne lectern = = ist = — “4 Lut 

isti i 1 714 7V, he 1 x, » 0°0U COIM LOBL. 222s ee eee ot” . 10%. lof 4% 4 
a yg Distillate (480 end point). 07% 07%, 07% 07% 07 ts 07% 300 ris, 5 color, 25-80 cold test. ean Ay 15 Asis 15, 14% 15 — 
: 7 , or ~ 50- vis., 1 color, | ee 0: .08% O84, .08y4 08% .08% ‘ 
8 ee ete Reremne eieeKersinncieiarsie isis 04% .05 04% .05 04% .05 190 200 dark green, 40-50 cold test....... 064 107 ‘06% 7" 06% 07 Trane 
e<¢ water pe + hand eeccemian enielece rth y= tty ye tty yom S00-400 Bright Booch {Pope Red etary = = = on 
41-43 prime white Kerosene.............. . 033 038% .08% .0% fon | ee as tte "2 "2 unk 
40-42 prime white Distillate........-.-.-- 03” 108% 103° 08% 103 ‘o3i¢ | 000-610 Bright Btock..................... - a 41 Diese 

NORTH LOUISIANA-ARKANSAS— 124-126 White Crude Scale Wax........... 02% .02%  .02% .02% .02%% .02% We 
41-43 prime white Kerosene.............. . 0334 .04 .04 .04 7 
42-43 water white Kerosene. eon 04 04% 104% 04%, aoe ‘ss _ = 120-1 

op D COIOP. cccccevescececescceresececes cl 4 4, 20% 

a eo iS i eidadalcnaaed: ame 30% 30%, 130-1 
40-42 prime white Kerosene.............- 07 07 07 2 39 391 39 re 

PENNSYLVANIA— Nar aleids ac arserns wists eictaipeis dee G = = vA 32% 5-1 
43 Kerosene prime white................. 06 .06 .06 aa A aggher hac see eee eee eee cree eeeenes 1% hy a — 
45 Kerosene water white Dares wae eeeeen wee 06% 06% 06% 635, steam refined. pry Ge ep : ; ‘ ‘ : 12% 13 sd 138% 

46 Kerosene water white................. 06% 06% 06% ’ eee cence corse eee ae 1344 a 
47 Keros Water White O714 07%, 07%; c— eee rere hy h 
Sa ee -_ rae Sac Naa deena ge, 08” ‘08 08 * 600, Pennsylvania flash..................: 17% 18 18 
I 08-0. dasddesesciadindeesens j : . o ey ee BING Gistenaioiscs. claislaea carne 222 ae rr a 
‘6 A EEE ee ee rer Fe a, 15 oto 
LONDON 3000, filtered RICA RRS: 1 1% a. Moto 
June 19 June 12 June 5 , cin prorgsiue dra. guighesaieaaaenaaeere 5 15% 15% ap 
i i hilli voce ae .65 65 LS Ee Pee ren - 22% 23 Nap 
_ Bunker Fuel Oil, delivered, ton (shillings) 65 65 65 550, B fitere d erect ereeuentt ere: ents 13 44 43 , Nap 
’ TOTER . ccccccccccccccccccssevccets ‘ ° 4, Lt e 
FUEL OILS Pennsylvania Bright Stock............... 36% 3614 36% Stan: 

CHICAGO DIST. (Based on Group 3)— June 19 June 12 June 5 4122-124 White Crude Scale Wax.......... 02% 02% 02% Stan: 
24-26 Fuel Oil (sellers’ cars, Group 3).....95 1.00 9714 _ = a 4124-126 White Crude Scale Wax......... .03 .03 .03 
20-22 Fuel Oil (Arkansas)................ 75 80 85 ‘ 5 —— a 
82-36 Gas On. aie ; Rac daiiadues e-- 0254 .02% .02% 2% 0256 .02% *At Warres, Penw. tAt New York City. Wate 


Wat 








1.15 
08Y, 
08%, 


1.00 
1.10 
1.15 
, .02% 
3; 08% 


95 
1.00 
7 08 


084, 


034, 
1.60 . 


2 ly 
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REFINERY anp CRUDE PRICES 


Quotations on Principal Refined Products and Crude 
Petroleum Markets in All the American Oil Fields 








GULF COAST (South Texas)— 
Lubricating Stocks: 


gt i eat atecle eal siaie, Gide be .iine . 
_ 5 ee J 


pale 
pale 
pale 
pale 
pale 
pale 
pale, filtered....... 
pale, filtered....... 
pale, filtered....... 


No. color, 100 vis., 
color, 150 vis., 
No. : color, 200 vis., 
4, color, 300 vis., 
3% color, vis., 
No. 4 color, vis., 
} color, vis., 
No. 2 color, vis., 
color, 500 vis., 
color, vis., 
color, vis., red oil 
color, ; vis., i 
color, vis., 
color, vis., 


ee ae 


Zz 
Sesrss 
Oren 


ne J 
_ Sen rater 
: Sere : 
ee J 


pale, filtered Picuecitond F 


06 .07 
06% .07% 
09° .09%4 
11 .11% 
13% .14%4 
16% .18 
25 27 
20 21 
24 «25 
32 33 
40.41 
09% .11 
11% .13 
14.16 
23 «25 


MOTOR NATURAL GASOLINE 


CHICAGO DIST. (Based on Group 3)— June19 
OE ae re 10 10% 
ee ee eer ree 10 .10% 

OKLAHOMA (Group 3)— 
Sr ere eee 09 .09% 
er ee 09 .09% 
68-70 430-435 end point.................. 09 .09% 

NORTH TEXAS— 

Se Sl OE) Ca cesses nsorsaccneas So 10% 
re ee Oe SN aise niceowns <ewww 10% 
PENNSYLVANIA— 
ME is ng ds c.4 5b CAONGNION ma eeet eon 13% 
Siler iuivrr eae renieereterueese nee 13% 
Se ere ore 13% 
BE SG sii cpacicimeaanme ab eaedanad wise 13% 





*At Sistersville, W. Va. 


June 12 
06 O07 
0634 .07% 
10 10% 
12 12% 

15 .15% 
18% .19 
26 27 

21 2 

25 .25% 
32 ~=«.34 
41 43 

10 10% 

12 13 

15 16% 
24 .25 

(BLENDS) 

or bt 4 
j 11% 
cH 11% 
10% .114% 
10% .11% 
10% .11% 
11 11% 
10% .11 
14 
14 
14 
14 


NEW YORK DOMESTIC MARKET 


Motor Gasoline: June 19 
Greater New York, in steel barrels......... 21% 
New York State (outside Greater New 

York and New England, tank wagon...... 21% 
Bulk, delivered at New York.............. 

New Jersey, tank wagon...........eese08 - 21% 
V.M.P. Naphtha, in steel barrels.......... 20% 

Kerosene : 

Greater New York, tank wagon........... 14 
New York State (outside Greater New 

York and New England, tank wagon..... 14 
California gasoline in bulk, delivered at N. Y.. .081%4 
New Jersey, tank Wagon........esseceeees 13 


Lubricating Oil (industrial) at refinery, 
Bayonne, N. J.: 


Cylinder, extra light filtered, in barrels..... 40% 
Cylinder, light filtered, in barrels eaeeecaan 30% 
ne e  . arr eee 47% 
Cylinder, steam refined (600).............. 251% 
SS ER eee eee 11% 
Bloomless, white, 30-31 gravity, 170 vis.... 44% 
Bloomless, 885 specific gravity.........--.- 19% 
Red Paraffin : 
so boc cece ghaaenaeewsan 19% 
NN RS nore ere .21% 
265 VisCOSItY.... 22.2 eee eccececseceeccees .23% 
rrr res 2614 
Paraffin, 903 specific gravity........+-+++- .24% 
Spindle, 200 vis. at 100............0-20+08 284, 
Lubricating Oil (motor), discount to dealers : 
See ee ear 1. 
Steam tractors, in barrels.............-.- iw’ 
ransmission and differential, in barrels. 091% 
Motor Grease, in barrels, pounds.......... 13 
*Fuel Oil: 
Bunker Oil, 14 plus, delivered in barges, bbl. . 1.70 
Diesel Oil, at refinery, gallon............. 04% 
Gas Oil, delivered in New York............ 05 
Wax, fully refined: 
5 le 0314 
ES a eer eee, 0334 
ES ee rere te 04% 
NI 6 rire nas siseaea sihain eed 05% 





*Lighterage, 6.5¢c a barrel extra. 


June 12 
.21% 


21% 


21% 
20% 


14 


0.5% 


NEW YORK EXPORT PRICES 


June 19 

Motor Gasoline, in cases, gallon........... 28.65 
Motor Gasoline, U. S. Navy, spec., gallon. . 15 
Naphtha, 60° F., 59-61 spec. grav......... 17% 
Naphtha, 60° F., 63-66 spec. grav......... 19% 
Naphtha, 60° F., 66-68 spec. grav.......... 201% 

erosene : 
Standard white, in bulk, gallon........... .06 
Standard white, in barrels, I 55:54:10.9: 13 
Standard White, in cases, gallon.......... 15% 

vater white, in bulk, gallon.............- 07 

ater white, in barrels, gallon........... 14 

ater white, in cases, gallon............. 16.9 


June 12 
.28.65 








CRUDE OIL PRICES 


May 7.—Ohio Oil Co. and the Mid- 
west Refining Co. reduced all grades of 
Wyoming and Montana crudes 10 cents. 
Standard Oil Co. of Louisiana reduced 
all grades of North Louisiana and Arkan- 
sas crudes 10 cents with exception of 
Smackover below 24° and Bellevue which 
were unchanged. 

May 12.—Prairie Oil and Gas Co. re- 
duced Oklahoma, Kansas and North 
Texas crudes 10 cents. Magnolia Pe- 
troleum Co. reduced 31° to 32.9° gravity 
crude Healdton (Okla.) grade and Thrall 
(Tex.) crudes 10 cents and Corsicana 
light crude 5 cents and met prices of 
Prairie in other fields. The Texas Co. 
reduced Mexia and Currie (Tex.) crudes 
10 cents. All changes met by major 
purchasing companies. Humble Oil and 
Refining Co. reduced Currie (Tex.) crude 
20 cents. 

May 14.—Seep Purchasing Agency re- 
duced Allegany, Bradford and Cabell 
crudes 25 cents, Somerset light and 
medium 20 cents, Corning 15 cents and 
Ragland crude 10 cents. Ohio Oil Co. 
reduced Lima, Indiana, Illinois, Prince- 
ton, Waterloo, Plymouth and Wooster 
crudes 10 cents. Imperial Oil, Ltd., re- 
duced Canadian crudes 10 cents. Ohio 
Oil Co. and the Midwest Refining Co. 
reduced Wyoming and Montana crudes 
10 cents with the exception of Sunburst, 
Mont., which was unchanged. The Texas 
Co. reduced Currie (Tex.) crude 10 cents 
meeting Humble Oil and Refining Co. 
price. Standard Oi! Co. of Louisiana re- 
duced Arkansas and North Louisiana 
crudes 10 cents. 


June 6—The posted price of Sunburst 


crude was reduced 10 cents a barrel, 


making the price now 70 cents. 

June 18.—Seep Purchasing Agency re- 
duced Pennsylvania crude including Brad- 
ford-Allegany crude and Somerset light, 
25 cents; Corning, 15 cents; Cabell and 
Somerset medium, 20 cents and Ragland, 
10 cents. 

June 19.—Ohio Oil Co. reduced Woos- 
ter crude 15 cents. 


Oklahoma and Kansas 


I Ee ee $1.10 
ak aco wi carg adib eles wee 1.20 
is eae de wea 1.30 
Se OE sicdcis eine déasesasie 1.45 
Bt EE cg itiva bbccicieew sents 1.60 
og 0) ore 1.80 
5 Ee ae 2.00 
oS ee 2.20 


Magnolia Petroleum Co. 
(Healdton Grade) 


ear $ .70 
ee 1.05 
2 eae 1.30 


The Texas Co. pays $1 flat for all 
Healdton crude it runs. 
Arkansas and North Louisiana 


Homer, Caddo, Haynesville, and El 
Dorado Fields: 
0 8 eT $ .95 
oS ceeedew ewes ee 1.30 
es OSs pens kha wiee ROE 1.45 
ee er 1.60 
37° to . = ran ae 1.80 
ee I vv cna pbsieeao00cice ed 2.00 
Bull ae "38° and above ........ 1.60 
3 1.50 
32° to aa" - SES a alae 1.45 
I MD nn hoc ectccvcceues 1.45 
NE Ee 1.80 
GSE Se eee 85 
Smackover, 26° and above......... 85 
25° to _ Eee errr rT .70 
bic eebeus ee oene tn .60 
Ee ee eee ee 40 

Wyoming and Montana 

ts Cee CUD oe ce scescvcen $1.35 
ccs eee h ans eenttaes et 1.25 
ee 1.25 
ad lay grein 95 
ei diincandereneeeibe 1.70 
ds on oP caw saben es wee 1.70 
is ugh eieessepeeuee 1.70 
GE Ghoskseeeseresuercaseucbeos 1.70 


at Cee CERRY. occ0snscacce 1.70 
SSS Ere .70 
Greybull and Torchlight ......... 1.70 
ae ae i a ete as ela ee 1.45 
ND oi cine eseewtne we 1.25 


Lander and Lost Soldier based on con- 
tracts covering entire production of fields. 
North and Central Texas 

Moran, Burkburnett, Electra, Archer 
County, Stephens County, Strawn, 
Ranger, Desdemona, Pioneer and Young 
County. 


CO $1.10 
so a5 ce oes ewaeunele me 1.20 
es cdinig eee ew wane 1.30 
os we wip eeawneneiee, 1.45 
Se nD ca. bonicksenceemanewied 1.60 
of eee ee 1.80 
os di cin ohed de Vaewei 2.00 
EO SER ieee er 2.20 
NS ees aia bi ink ae 4S 1.50 
EN rere 1.25 
CE MED 6040000000080 e0e8 -70 
Dts tcvckueidheeessaey bow 1.60 
ci cong eawaG neu 1.60 
Te Se PED 66404000 K0440vabevs 1.90 
Gulf Coast 
Sour Lake, Humble, Markham, 


Goose Creek, Vinton, West Co- 
lumbia, Orange, Jennings, Spin- 
dletop, Pierce Junction “A,” and 


Hull, Blue Ridge “A”.......... $1.75 
Pierce Junction “B,”’ Blue Ridge 

“I” Gisdeundakaatueeuceceenas 1.30 

California 
Oe EE csc ch cheteeueeanaewae $ 60 
0) ea 61 
te rg se kad oases eee aceawien 62 
2 ee .65 
ESS a ea Si sae .68 
ea cadens eetuais 71 
Gain hs seg nignn south ee 74 
Se EE odes won dbeeedes sue 7 
ok Re eee -80 
nn in. din digg SG eee ee 83 
fe 86 
a Ske einee ok beens .89 
ik sds dun ih eaeueenae .92 
gare 95 
ft l=" eee .98 
Se Oe ie ccs ba eeheeeen 1.01 
35° gravity and above ............ 1.04 
Eastern States 


Penna Grade Oil in New ee 
3 


DE EE vce cneeéenbeanne .25 
Bradford District Oil in National 
EE obec swehetbekua 
Penna Grade Oil in National Tran- 
St: Ml ckvecnskeéekannecmea 
Penna Grade Oil in South West — 
Pes Se ED accsacecensénsen 
Penna Grade Oil in Eureka Pipe 
Sy EE doccconstisnseuannee 3.00 
Penna Grade Oil in Buckeye Pipe 
De shin dec ceudiaaames 3.00 
Corning Grade Oil in Buckeye Pipe 
NT CS ae ag iain ake ae 1.70 
Cabell Grade Oil in Eureka Pipe 
ocean hetaneuee-s 1.71 
*Somerset Medium Oil in Cumber- 
land Pipe Line Lines ........... 1.55 
*Somerset Light Oil in Cumberland 
Cae DO BOO. cccssneasensen 1.75 
Ragland Grade Oil in Cumberland 
EO ED BAM 200 cccscsces .90 
SES habs 654 30%:66o ado oe 2.18 
0 ET he ee eee te 1.90 
So .b5sd<senwehedabetchace 1.97 
EN aie iia i dase Sew uke 1.98 
EERE REESE Re eee ena 1.97 
ok 6-5 vide ohana Seen ees 1.35 
WEE SA cdchknessandueneween 1.45 
Ces CE, cscs cosscccsces 2.58 
+Oil Springs, Canada ............ 2.65 





*Somerset oil commands 6 cents over 
the above posted price. 
+Plus Government bounty of 52%c. 
Mexican Crude 


*Tuxpam (f.o.b. Mexican ports)... 
+Panuco (f.o.b. Mexican ports)... 
Tuxpam (New York) 
Panuco (New York) ............ 


*Plus 31.3c tax. {Plus 17.25c tax, 
Prices based on contracts. 







































































































Chicago district 


Davenport, Iowa .. 
err 
rr 2u3 
gaat sl 
+ ae 


La Crosse, Wis. ... 





STANDARD OIL CO. 


Main Service Station Price 


-—-Gasoline——, 


Tank 


wagon 


20.0 


‘, 20.8 
Re 


21.5 
21.8 
20.6 


err ore 20.9 


: 243 


severe £08 
Sioux Falls ....... 23.1 
Kansas City, Mo. .. 


19.5 
20.4 


6S w:k cere 3) 
oo LOD 
- 20.4 


a TANK WAGON MARKETS 


to 
to 
oF 


2 
AR 
20 

CUD AU pms pt et 


Lohototetsist 


a 


Whoo ww wiod 


Sad eg 
the OOD 


— a» 
Oe Sw 


ghotororstytst 





Muskogee, Okla. 
Oklahoma City 


Fort Smith, Ark. 


Magnolia Petroleum Co. 


-—Gasoline— 


Tank 


wagon 





Birmingham, Ala... 
i EO 


Clarksdale, Miss 


Jacksonville, Fla. .. 1 


DISTRICT 


Standard Oil Co. (Kentucky 
rm Gasoline—_, 

Tank Service 

wagon 


21.0 





Glenwood Springs. . 


Salt Lake City ... 


Continental Oil Co. 
-— Gasoline——, 
Tank Service 
wagon 


19.0 


. aes: 








x 


’ 
> 
> 


iw, 


¥ 


? 


(INDIANA) 


oil 


— 


2.0 


Pe et et tS OO WI SUIS INI IS IONS lS lo bo lo DOO WIS bo eI 


Ph eh fh Pe ph ek free ph fre feck eh feceh eh fel ph fh ph jh ph fh fh eel eh fhe 
WAIMNDR AOKI RODNNON Dee 


SOUTHWESTERN DISTRICT 


Oil 


Tank 
wagon 


12.0 
12.0 
12.0 
11.0 
13.0 

9.0 

9.0 
11.0 
11.0 
12.0 
11.0 


Oil 


Tank 
wagon 


15.0 
14.0 
14.5 
13.0 
14.5 
13.5 
15.0 
13.0 
12.5 
12.5 
12.5 


13.0 


ROCKY MOUNTAIN DISTRICT 


Oil 


Tank 
wagon 


13.5 
17.5 
13.5 
14.0 
12.0 
5.0 
14.0 
16.0 
17.0 
17.0 
16.5 
16.5 
6. 
19. 

5. 


et 


n 


— 
rou 
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Lie ssee 22.0 25.0 
Springfield, Mass. ve 
wiataxs eae 21.5 24.0 


CHICAGO TANK WAGON 





(Chicago Territory) 


Tank wagon prices on Jan. : 


on k., Feb. 


2c; April 28, both down 3c; July 
2c; Oct. 15, g. up 1 
; Nov. 9, g. up 1c; 
10, 1922, g. up 14%4c; May 8, g. 
up 1c; July 19, g. 
s<, down 1c; Oct. 10, g. down 
; Oct. 31, g. down 1c; Feb. 5, 1923, g. 
up lc; Feb. 20, g. up Ile. 


PENNSYLVANIA-DELAWARE 


Atlantic Refining Co. 


-—Gasoline——, 


Tank Service 
wagon station 
21.0 25.0 
21.0 23.0 
22.0 25.0 
215 24.0 
215 24.0 


215 25.0 





ATLANTIC COAST DISTRICT 


Standard Oil Co. 


wagon station 


Ah eee. 215 23.5 
Annapolis, Md. 


ian devcone 22.0 24.0 
yore ae 


J. 21.5 23.5 

22.5 24.5 
ee § ae 
pethaien 23.0 25.0 
y.. 21.0 23.0 

eee ce 20.0 22.0 
22.5 24.5 

tscee Se 6 
etvenes a ae 
22.5 24.5 

Ja. 21.0 23.0 

. 20.0 22.0 


24.0 26.0 


ee 245 26.5 





Standard Oil Co. 


17.5 
aia cue 17.5 19.5 
19.0 


CENTRAL SOUTH DISTRICT 





Tank Service 
wagon station 


16.5 18.5 


nlieest 175 195 
eats 16.0 18.0 


19.5 
21.0 


eres 19.5 © 21.5 


20.5 22.5 


evcecere 19.5 21.5 
MORRIE 21.0 23.0 


.- 205 22.5 
paee we 20.5 22.5 





Standard Oil Co. 


Manchester, N. H.. 21.8 
9 


NEW ENGLAND DISTRICT 





Tank Service 


wagon station wagon 





AJll Ohio points.... 





ee eae 21.5 25.0 
aw ae 
praia aac aie 21.5 25.0 
~. —— 25.0 
ee 21.5 25.0 
15 25.0 
.-- 21.5 25.0 
bbls. 
OHIO 
o— Gasoline—, 


Tank Service 


wagon station 
0 28; 


(New Jersey) 
-——Gasoline—— 
Tank Service 


(Louisiana) 


-—Gasoline——, 


(New York) 
-—Gasoline—, Oil 


Tank wagon quotation for gasoline and kerosene in the United States, 
as furnished by the larger marketing concerns, June 19 


a 


PACIFIC COAST DISTRICT 





Standard Oil Co. (California) 
-—-Gasoline—— oil 
Tank Service Tank 
wagon station wagon 
San Francisco, Cal. 16.0 19.0 15.5 


Los Angeles ...... 16.0 19.0 15.5 
RMMMINE 559:6-0:4 waa ator 16.5 19.5 17.5 
Reno, Nev. ....... 21.5 24.5 19.0 
Portland, Ore. ..... 20.0 23.0 16.5 
Seattle, Wash. .... 18.0 21.0 16.5 
errr 18.0 210 16.5 
Phoenix, Ariz. .... 205 23.5 21.5 


Honolulu, Hawaii.. 17.5 20.5 17.5 
Juneau, Alaska.... 185 21.5 18.0 





NEBRASKA 
; Gasoline——, Oil 
Tank Service Tank 
wagon station wagon 





| a Pera 19% 20% 12% 
Crawford, Neb. ..19% ete 13% 
DME Sindieavewes 22 24 14% 
(Oe ere | 2¢ 12 

North Platte ......22 24 14% 
Scott’s Bluff ......20% 22% 18% 





GASOLINE TAXES 





Alabama, 2 cents; Arizona, 1 cent; 
Arkansas, 3 cents; California, 2 cents 
after Sept. 30.; Colorado, 1 cent; 
Connecticut, 1 cent; Delaware, 1 cent 
(2 cents after January 1, 1924); Flor- 
ida, 1 cent; Georgia, 1 cent; Idaho, 2 
cents: Indiana, 2 cents; Kentucky, 1 
cent; Louisiana, 1 cent; Maryland, 1 
cent; Mississippi, 1 cent; Montana, 2 
cents; Nevada, 2 cents; New Mexico, 
1 cent; North Carolina, 3 cents; North 
Dakota, 1 cent; Oklahoma, 1 cent (after 
July 1, 1923) ; Oregon, 2 cents; Pennsyl- 
van.a, 1 cent; South Carolina, 3 cents; 
South Dakota, 2 cents; Tennessee, 2 
cents; Texas, 1 cent; Utah, 2% cents; 
Vermont, 1 cent; Virginia, 3 cents, after 
July 1; Washington, 1 cent (2 cents 
after January 1, 1924); Wyoming, 1 
cent. 


GROUP 3 GASOLINE 
MARKET DEMORALIZED 


(Continued from Page 62) 





Gasoline and Naphtha 

Irrespecitve of price there is a very 
poor spot market. Gasoline of the New 
Navy grade is quoted all the way from 
10 to 13% cents with rumors here and 
there that some small quantity is avail- 
able at 10 cents, provided immediate ship- 
ping instructions are given. With this 
wide range of quotations, it is impossi- 
ble to say just what is the prevailing 
market. Some of the smaller refiners are 
known to be offering New Navy over July 
at 10% cents in anticipation of a crude 
and tank wagon reduction. However, the 
majority of refiners are not trying to sell 
anything at present, preferring to wait to 
see the outcome of the next week, which 
it is conceded will definitely determine 
the market trend. High gravities have 
suffered correspondingly but naphtha 
seems to be holding its own in better 
shape than the straight run product. 

Natural Gasoline and Blends 

The spot natural gasoline market is 
in just about the same position as that 
of straight run with the exception that 
manufacturers of this product: cannot 
shut down. their plants like a refining or- 
ganization and as their product is a 
highly volatile one which evaporates rap- 
idly and does not lend itself readily to 
storage, it has been thrown on the mar- 
ket in ever increasing quantities which 
apparently has failed to develop any buy- 
ing of consequence. One or two large 
contracts for absorption have been made 
by the Standard Oil Co. of New Jersey, 





Thursday, 


the principal purchaser of this product 
in the Mid-Continent Field, but outside 
of this business the market has been ey. 
tremely quiet. Compression or casing- 
head is exceptionally dull and is being 
offered at all kinds of prices. 

Blends are off 14% cents under last 
week’s quotations, though some blenders 
are holding about a half cent above cyr- 
rent quotations. 

Burning Oils 

Kerosene and distillates are just about 
holding their own. There seems to be 
the regular routine orders but the de. 
mand is not sufficient to strengthen 
prices. Refiners, however, are not wor- 
rying about this product as they feel 
that it cannot go much lower 

Neutrals 

Neutrals seem to be the one bright 
spot in the Mid-Continent refining hori- 
zon. Practically all of the large plants 
are sold up or have steady trade outlets 
which insure the marketing of their out- 
put. One of the larger manufacturers of 
lubs is buying on the outside to fill his 
customers’ requirements. Prices are un- 
changed. 

The Union Petroleum Co. continues to 
be the chief purchaser of wax. Most of 
the refiners manufacturing this product 
report their output taken but the Union 
has taken on a small volume of this busi- 
ness at a fractionally higher price. As 
is usual when the Union enters the mar- 
ket there is reported an increase in in- 
quiries from Eastern brokers who usually 
are bidding on the same business. 

Fuel 

While the spot fuel market is some- 
what softer, the outlook for this product 
in the opinion of refiners is good for a 
fair market during the summer and fall. 
judging by the statistical position of this 
product. The consumption of fuel vil is 
constantly on the inerease as will be 
seen by referring to the monthly charts 
in last week’s Oil and Gas Journal, while 
the output has not increased correspond- 
ingly. This condition and the fact that 
refining operations are almost certain to 
be curtailed during the next few months 
because of the tremendous stocks of motor 
fuel indicates that the present stocks 
of fuel which are less than gasoline will 
be further reduced. 

Gas oil business is confined to routine 
domestic demand. Reports of a large 
export order lack confirmation. 


TO HOLD JOINT MEETING 

Officers of the Western Petroleum Re 
finers’ Association have called a special 
meeting to be held in Tulsa tomorrow 
for the purpose of distcussing general 
refining conditions, particularly as they 
affect the Mid-Continent Field. The pro- 
posed curtailment of refinery runs de- 
cided upon at the Kansas City meeting 
June 11 has been abandoned. 








NEW LINES INTO POWELL FIELD 

The Prairie Pipe Line Co. is laying an 
8-inch line from its Mexia station to the 
Powell Field, east of Corsicana, Tex. 
The Sinclair Pipe Line Co. is also lay- 
ing an 8-inch line into the Powell Field. 








NEW ORLEANS MARKET 





NEW ORLEANS, La., June 18.—An- 
other example of the irrgeular trend of 
the export market here is evident this 
week. Nine substantial cargoes cleared, 
a healthy volume of shipping compared to 
movements for week periods of late. 
Buenos Aires received a shipment of 
naphtha, the first time that port has fig- 
ured in export records here in many 
months. Tampa, Fla., took a mixed cargo 
of naphtha, refined petroleum, lubricat- 
ing oil and gas oil. Two cargoes of fuel 
oil cleared for New York. Hamburg, 
Germany, was sent 1,130 tons of lubri- 
cating oil. As a whole the week closing 
today has been the most active in some 
time. 

Imports are somewhat weak, only three 
cargoes arriving during the seven days. 
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New Low Registered By Oil Securities 


Close Observers, However, Believe Selling is Being Overdone | 
and That Developments Have Been More Than Discounted. 


NEW YORK, June 18.—Oil securities 
were weak during the past few days, 
many new low marks 
for the year being reg- 
istered. The weakness 
is attributed to the un- 
favorable production 
situation in the oil 
industry which is ex- 
pected to result in 
lower prices. The out- 
standing oil securities 
as to weakness and 
activity were Sinclair 
Consolidated, which sold below 25; Texas 
& Pacific Coal & Oil, Standard Oil of 
New Jersey and Middle States Oil. In 
the unlisted group, Prairie Oil & Gas 
stock was a weak feature, selling down 
to 180, a drop of 20 points within a few 
days. 

The extent of the downward movement 
in oil stocks this year is shown by the 
fact that The Oil and Gas Journal's 
average price of 20 representative oil 
stocks listed on the Stock Exchange 
reached 51.75 on June 12, which com- 
pares with a low for both this year and 
last of 51.59, recorded on May 22, 1923. 
The lowest average for 1922 was 53.23, 
en April 6. The high point for 1923 
was 62.17, on March 6, the decline since 
that date amounting to 10.42 points, or 
almost 17 per cent. 


Consumption Greater 

It is a very common thing for the 
stock market to more than discount, fa- 
vorable and unfavorable developments, 
and in some quarters it is believed that 
the extent of the decline in petroleum 
stocks since March of this year indicates 
that the selling is being overdone. It is 
true that there has had to be a consid- 
erable readjustment in the oil industry 
due to the California situation, but the 
petroleum industry is already getting 
down to business on the new basis. An 
outstanding fact which cannot be denied 
is that oil consumption is showing a big 
increase this year in almost every branch, 





including gasoline, kerosene, lubricants 
and fuel oil. 
Students of the petroleum situation 


point out that oil companies are taking 
advantage of the California situation to 
buy high-grade oil cheap, and this is a 
favorable factor for them from the point 
of view of earnings. The writer inter- 
viewed the representative of one oil com- 
pany which is buying large quantities of 
California crude and bringing it around 
to its refinery in the East, and was told 
that the company was getting 30 per cent 
gasoline out of crude purchased for $1 
per bbl. Surely this iooks like a profit- 
able undertaking, in view of the present 
level of gasoline quotations throughout 
the country. And that is an example of 
what many companies are doing. 
Standard Oil Stock Weak 

The weakness in the stock of the 
Standard Oil Co. of New Jersey has 
caused widespread disappointment in the 
Street. On Friday the stock was selling 
around 3214, which compares with a high 
for this year of 444%4. The par value of 
the stock is $25 per share, and dividends 
are being paid at the rate of $1 per-year 
per share. “On the présent basis of mar- 
ket prices, the aggregate stock, common 
and preferred, of Standard Oil of New 
Jersey, is selling around $850,000,000, 
although the assets as of December 31, 
1922, were placed at $1,123,760,890. This 
market value represents a decline of 
$200,000,000. since January 1. 
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By N. O. FANNING 


Room 6265, 


As of that date, the company reported 
inventories of $263,200,023, cash amount- 
ing to $14,579,149, and profit and loss 
surplus of $206,168,996. Accounts re- 
ceivable amounted to $269,221,993, while 


accounts payable were $205,612,235. 


While market gossip indicates disap- 
pointment regarding earnings and divi- 


dends in some quarters, the more conserv- 
ative element seems to react favorably 
toward a financial condition as shown in 
the report apparently sound, together 
with evidence of a continuance of a con- 
servative financial policy in keeping with 
Standard Oil tradition. 
Heavy Oil Financing 

A feature of oil finance during the 
past week was a large amount of new 
financing. At the head of this was a 


30 Church St., 


New York 


new issue of $25,000,000 Sinclair Con 
solidated Oil Corp. first lien collateral 
15-year 6% per cent bonds, dated June 
1, 1923. The purpose of the issue is to 
provide for capital expenditures already 
incurred in the construction of a new 
refinery at Marcus Hook, Pa., and the 
enlargement of the refineries at Houston 
and East Chicago, and to provide for 
additional capital for this construction. 
Upon completion of these additions and 
improvements, the corporation will have 
total refinery capacity of approximately 
75,000 bbls. daily, with a capacity for 
gasoline production of approximately 
treble the present capacity. 

There are now $75,000,.‘ first lien 
bonds outstanding, including the new is- 
sue, out of an authorized issue of $100,- 











NEW YORK STOCK EXCHANGE—LIST OF ACTIVE STOCKS 
Annual Closing Quotations Range, 1923 
No. Stock— Par Dividend June 18 June 12 High Low 
| EERE eR ee 100 6 108 114% 134 104 
2. Atlantic Refining, common ....... 100 4 112% 117 160 112 
3. Barnsdall “A” ; ; 25 13 19 35 13 
4. Caddo Central Oil “en es at 2% 3% 9% 2% 
5. California Petroleum, common .... 25 7 21% 27 29% 21% 
6. Cosden & Co., common ham ais +4 42% 44% 62% 42% 
7. General American Tank .......... ae t3 49 65% 71% 49% 
8. General Asphalt ; 100 28 301% 54 28% 
Oe | POC ee ree 100 54 61% 78 50 
10. Independent Oil & Gas......... A 10 *6% 7% 11% 6% 
11. Indiahoma Refining ..... ee ae a 5 a | 9 6 
12. Indian Refining ? eens” ee : 5 54 *6% 8% 5% 
13. Invincible Oil .. niece ae : 10% 13% 19% 19% 
14. Marland Oil ER Re er ne rrr +4 37 42 59% 27% 
15. Mexican Seaboard ee ee oe a t2 15 17% 19% 14 
16. Middle States Oil ; ie ; 19 12 7% 8% 12% 7” 
fe as | ree ‘ aca +3 33 3g 35% 48% 33% 
18. Pan-American, common .....++.++- 50 16 67% 735% 93% 67% 
19. Panhandle Producing & Refining. nt “ 3 3 6} 3% 
20. Phillips Petroleum Ow ew genie es +3 42% 48% 69% 42% 
Si, PIeees OF, GRIDER 2c ce dvvcseses 25 o« 3% 3 6 3 
22. Producers & Refiners eer oer 50 8 35% 40 58% 35% 
23. Pure Oil Co., common itiwahaycatd i le s 17% 19% 32 17% 
Se, Deewes Date, We. Tig Ghee cc snveene 13.40 2.62 46 5% 47% 55% 42% 
25. Shell Transport ..cwcesccccseveves 10 x92% 35% 3544 41% 34% 
26. Shell Union, common re ee 1 15 16% 19% 12% 
27. Simms Pet. ...ccccces cose Re Owe 10 oe 9% 93% 16% 8% 
28. Sinclair Consolidated, common a T2 23% 26% 39% 23 
29. Skeliy Ol] ...ce0- ue : 2 25 18 21 35 21 
30. Standard of California ............ 25 8 50% 52 64% 49 5% 
31. Standard Oil of N. J. ........ we 25 + 32% 33% 44% 32% 
2. Standard of New Jersey, preferred. 100 7 116% 116 118 115% 
eer te eet ae - 3% 3% 6% 2% 
34. The Texas Co. ... : ceGre vanes 25 12 425 44% 52% 42% 
35. Texas & Pacific Coal & Oil....... 10 10 10% 13% 24% 10 
SE. Tide Water Gi ccccecccccevvesves 100 *106% 110 144 103 
ee ES err ee re eee - 6 6% 14% 6% 
38. Union Tank, preferred ... cesses 100 7 *108 *108 114 107 
39. White Eagle Oil & Refining.... vs 2% 25% 26% 30% 24% 
6. White O8l .ccscs : ee me es ‘ 2 2% 5% 2 
Standard Oil Stocks 
41. Anglo-American Oil .....eeseeeeee 5 10 15% 15% 19% 14% 
4B. Dorme GOrgUAmer ..ccccsscssccccccse 100 17 *124 127 153 110 
43. Buckeye Pipe Line Paleo Gena aid 50 14 *84 *54 94 81% 
44. Chesebrough Manufacturing, Com.. 100 14 *233 *235 238 205 
GE. GOMCIORCRE GL sccccccscccccccese 100 8 *37 39 50 37 
OE, CHONOORE FIO TADS 6cdccccecussecs 50 6 16 *18 25 18 
47. Cumberland Pipe Line ....... 100 12 *100 *100 116 80 
CR, TCG Fae GARG ccc ccc cccccs-cese 100 12 *100 102 117% 96 
49. Galena-Signal, common .......... 100 + 60 61 78 57 
50. Humble Oil & Ref. re er 2 8 295% 305% 41 29 5% 
Ck, DOM PING EARS ccccicccsscoseees 100 14 *157 *159 171 158 
i, SNEED SEs. BE, secs ccsseaseevess 25 16 101% 104% 123 100 
63. Indiana Pipe Line ....scscsscscecs 50 16 97 97 103 95 
54. Intl. Pet., Ltd. sai eta alee ae eins Em 50 16% 17% 24% 15 
ee ee re er 100 5 129 140 166 135 
66. National Transit ......ccccsccves 12.50 16 *24% 24% 29 24% 
Si, See BONE BEML occdcscovernceee 100 2 *110 110 138 105 
68. Northern Pipe Line ............0. 100 25 *96 *95 111 98 
ee CE nn wae Wane Slee. ¥.e-ate 25 12 60 64 85% 69 
CE PE, DOME ceecweseesesesece 25 15 16 24 15 
61. Prairie Of & Gas ...cccccvcccccce 100 8g 185 196 273 180 
CS, Peete Pie TASS 2 cc ciecvecvececes 100 8 *104 106 117 102% 
63. Solar Refining Co. ...ccsscccccoce 100 16 174 *185 212 177 
G6, BOMENOTD FiPe TNMO 2 occvcccvccvcce 100 16 *96 97 116 96 
65. South Penn Oil PT TIVE ere ree 100 “ 138 140 196 130 
66. South West Pa. Line ......... 100 8 *79 *80 89 66 
67. Standard of Indiana cseeecpeew ane 10 55% 57% 69% 54% 
68. Standard of Kansas ........... 26 8 *41 43 56% 41 
69. Standard of Kentucky ; ‘ 25 16 88 90% 109% 76 
70. Standard of Nebraska ........... 100 20 220 *2156 280 186 
71. Standard Oll of Ni. Y. wcccccsscces 25 16.8 37 38% 49% 35% 
72. Standard of Ohio, common.... 100 10 *275 *280 317 272 
73. Swan & Finch PRE aoe icon Aree 100 ae *26 *26 38 21% 
TEs VeOUemMe Clb ccc ccesserestces reverse 26 8 46% 44% 55% 44 
75. Washington Oil . Scan ere ee aa aate ae *24 *24 28 23 
Miscellaneous Stocks 
716. Cities Service, banker's shares..... = t21 14% 15 5% 18% 14 
77. Gulf Oil Corporation of Pa........ 25 6 51 53% 68% 61 
78. Union Of] of Cal. .nccccccccccccccs 100 8.2 *104 *95 1156 104 
*Bid, no sales. fin dollars. {6 per cent in cash and 15 per cent stock dividend de- 


clared; now being paid in scrip. 


listed on the New York 

TOMS BS cccccssccicccess 48.26 May §8 ...... 
2 ee Jk a es eer 
Se BD ecteceveeswncws 53.68 April 24 ..... 
ff Ser 56.00 April 17 ....,. 
reir: 61.59 April 10... 
SOE Stites cvetcc oes 63.657 April 3 ..... 


xCents per share. 
The Oil and Gas Journal’s weekly average price of 20 representative 
Stock Exchange weekly was as foilows: 


petroleum stocks 


5 adie peace 52.40 i,  SEeELeeT eee. 
cineeenee 53.62 BETO DO cceusceunec's + oe 
weer S5.88 BMeren 18 .nccccecccccvOh. GO 
‘Scene ered 66.44 March 6 ....eee.e 06 0062.17 
eakeara 67.43 February 27 ...........59.67 
cveeroees 67.79 February 20 ...........69.92 


Thursday 


000,000. The new issue was offered by 
Blair & Co., Kissel, Kinnicutt & Op. 
White, Weld & Co., J. & W. Seligman & 
Co., Spencer Trask & Co., Janney & (Co, 
Graham, Parson & Co., Cassatt & Co., of 
New York; Union Trust Co., Cleveland 
First Trust & Savings Bank, and Ill. 
nois Merchants Trust Co., Chicago; Mer. 
eantile Securities Co. and First Securitie 
Co., Pacific Coast. The offering price wa; 
94 and interest, to yield 7.15 per cent. 
Brown Brothers & Co. offered $4,000, 
000 Sun Oil Co. two-year 6 per cen 
notes dated June 15, 1923, at 100 and ae. 
crued interest, yielding 6 per cent. 
Dillon, Read & Co., the Anglo & Lon. 
don Paris National Bank, Blair & Co, 
the Equitable Trust Co., the National} 
City Co., Guaranty Trust Co. and the 
Continental & Commercial Trust & Say.| 
ings Bank are offering $25,000,000 
Standard Oil Co. of California serial 5] 
per cent notes, dated August 1, 1923, at 





prices varying according to maturity 
from 9834 and interest to 100 and in. 
terest. This issue is for the purpose of 


redeeming on August 1, 1923, its out- 
standing $25,000,000 10-year 7 per cent 
debentures, due January 1, 1931. 

In connection with this offering, Pres- 
ident Kingsbury, of the Standard Oil 
Co. of California, states that the com- 
pany now has $231,254,422 par value 
common stock outstanding. This is an 
increase of $26,467,150 over January 1 
and is due largely to the offering of ad 
ditional shares to stockholders made re 
cently. 

For the year ended December 31, 1922, 
the Sun Oil Co. shows surplus of $1,638, 
066, after interest, depletion, depreciation, 
etc. This compares with deficit of $1; 
052.685 after interest, depletion, depre 
ciation, Federal taxes, ete., in 1921. 

Pan-American Petroleum 

Second quarter earnings of ‘Pan-Amer-} 
ican Petroleum & Transport Co. are be} 
ing maintained at the same rate as in} 
the first quarter, when net profits were 
$8,392,836, equivalent to $3.30 a share 
on both classes of stock. Vice President 
J. M. Danziger stated at an annual meet- 
ing that the Mexican subsidiary is pro- 
ducing at the rate of between 95,000 and 
100,000 bbls. of oil a day. 

The Ohio Fuel Oil Co. declared a divi 
dend of 50 cents a share, payable June 
80 to stock of record June 23. 

The General Petroleum Co. declared 4 
dividend of 50 cents on the commo 
stock of record June 1. 

The Humble Oil & Refining Co. de 
clared its regular quarterly dividend of 
30 cents, payable July 1 to stock of ree 
ord June 20. Earnings of the Humble 
Oil & Refining Co. are expected to make 
a better showing for the first quarter. 





' 








OFFICERS RE-ELECTED 


COLUMBUS, Ohio, June 19.—Afte 
re-electing all of its officers, directors of 
Pure Oil Co. approved the sale of $12; 
000,000 in 6% per cent 10-year sinkint 
fund notes to a syndicate headed by the 
Central Trust Co. of Illinois, and Halsey 
Stuart & Co. The sale of these notes 
will carry the Pure Oil Co. over any de 
pression of even long duration, which the 
officers do not look for. 

Beman G. Dawes is president; W. E. 
Hutton, R. W. MclIlvain, N. H. Webet 
H. N. Cole and C. C. Burr, vice pres 
dents; F. S. Heath, secretary and trea® 
urer; C. E. Mason and C. M. Hinmat 
assistant secretary and treasurer; C. 
Jay, comptroller. 
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Know the Truth About 
ALUMINUM PAINT! 


When should it be used and when not? How should surface be pre- 
pared for painting? What about its heat-resisting properties? 
How many kinds of Aluminum Paint are there and which are best 
for outdoor exposure? What is its relative effectiveness for pre- 
vention of evaporation as compared with white paint? Is it Gas 
Proof? How does it compare for protection and durability with 
other metal preservative paints? 


This and other valuable information included in bulletin just issued 
by our research department and now ready for distribution to chem- 
ists, engineers, superintendents and interested buyers, furnished 
without obligation on request. 


Cook Paint and Varnish Co. 


KANSAS CITY, MISSOURI 
Oklahoma City Omaha 
Fort Worth Wichita 





71 

















72 


THE OIL AND GAS JOURNAL ° 


Thursday, 


Mid-Continent Retineries Increase Runs 


on 


Greater Throughput First Week in June as Compared to 


May Largely Attributable to Resumption in North Texas. 


By J. B. GAMBRELL 


Refineries of the Mid-Continent Field, 
comprising Oklahoma, north Texas, Kan- 
sas, north Louisiana and south Arkansas, 
after registering a decline in daily crude 
runs for two consecutive months, in- 
creased their output during the first 
week in June and were running 23,275 
bbls. more daily as compared with a simi- 
lar period in May. This increase in daily 
runs, which offsets approximately 50 per 
cent of the reductions made in April and 
May, is largely attributable to north 
Texas, where eight plants which were 
shut down a month ago have resumed 
operations. 

Every State in the Mid-Continent re- 
fining area, with the exception of 
Louisiana, which was off 550  bbis., 
showed an increase, according to The Oil 
and Gas Journal’s monthly survey. Dur- 
ing the first week in June, according to 
this check, out of a total of 214 plants 
with a daily capacity of 735,110 bbls., 
132 plants were'in operation charging to 
stills 312,655 bbls., as compared with 122 
plants handling 289,380 bbls. during the 
previous month. 

In Oklahoma, 56 plants out of a total 
of 102 were running 147,835 bbls. during 
the first week in June as against 55 
plants with daily runs of 144,510 bbls. 
during May, an increase of 3,325 bbls. 
This increase was registered in spite of 
the fact that Cosden & Co.’s West Tulsa 
plant, the largest independent refinery 
in the Mid-Continent Field, broke all 
previous low records by reducing its 
daily runs to 12,000 bbls. as against 
20,000 bbls. during May. 

North Texas Increased 

The resumption of operations by the 
Texhoma Oil & Refining Co.’s Wichita 
Falls plant and the Clayton Oil & Re- 
fining Co.’s Dallas refinery was the great- 
est factor in the 16,050 bbls. increase 
shown in north Texas refinery opera- 
tions, the former running 3,500 bbls. 
after being shut down for repairs and the 
latter running 3,000 bbls. daily. Six 
other plants in this area also started up. 

Kansas refining operations show very 
little change. During the first week in 
June, 29 out of a total of 41 plants were 
running 75,777 bbls., whereas during the 
same period in May, 27 plants were in 
operation handling 71,470 bbls. daily, an 
increase of 4,300 bbls. 

North Louisiana plants seem less af- 
fected by the disturbed marketing condi- 
tions of recent months than any other 
territory in the Mid-Continent Field. 
There are only five plants in this area 
which have been in the active column 
for months. For though The Texas Co.’s 
Ardis plant is in operation, this plant 
only tops crude, utilizing its fuel for local 
contracts and is not a market factor. 
During the first week in June, runs of 
the five plants showed a total of 16,900 
bbls. as against 17,450 bbls. during the 
previous month. 

In Arkansas, there was very little fluc- 
tuation in refinery runs. Out of a total 
of 15 plants with a daily capacity of 
26,010 bbls, seven plants were shut down 
and the remaining eight were running 
10,400 bbls. as compared with 10,250 
bbls. during May by the same number of 
plants. 

May Curtail Runs 

While refining operations in the Mid- 
Continent refining area were increased in 
anticipation of the summer demand and 
the decision of the majority of refiners to 
advance their quotations on New Navy 
to a 1314-cent level, the unprecedented 
rainy weather and heavy floods and the 
fear of a tank wagon reduction in the 
Standard of Indiana territory has re- 


‘this year will be 14,650,000 cars. 


sulted in one of the deadest June mar- 
kets so far in the history of the trade and 
unless an unexpectedly heavy demand de- 
velops during the remainder of June, re- 
fining operations will necessarily be 
drastically curtailed. 

Plans are already under way to bring 
about such a reduction by Mid-Continent 
plants. At their meeting in Kansas City 
on June 12, the Western Petroleum Re- 
finers’ Association unanimously agreed 
that the only cure for the present de- 
moralized condition of the refining in- 
dustry in this territory lay in a general 
curtailment. It was decided that a re- 
duction of 10 or 15 per cent would be 
made and territorial committees of re- 
finers are now being appointed to confer 
with producers of the various States 
with a view to putting it into effect. 

How necessary such a move is if Mid- 
Continent refiners expect to weather the 
coming summer may be best visualized 
by the following analysis of the gasoline 
situation as it applies to the Mid-Conti- 
nent Field made by one of the major 
refining organizations during the early 
part of May. It brings out the tre- 
mendous increase in the manufacture of 
natural gasoline and the ever increasing 
yield of gasoline from crude oil through 
the use of modern cracking processes and 
the discovery of the two light oil fields of 
Burbank and Tonkawa. 

Gasoline Situation 

Natural gasoline production in the 
Mid-Continent district has increased since 
the early part of 1922 from approxi- 
mately 25,000 fifty-gallon bbls. per day, 
to 35,000 fifty-gallon bbls., or 10,000 fif- 
ties per day—an increase of 40 per cent. 

While a year ago 25 per cent repre- 
sented the average yield of gasoline from 
crude run by refineries in the Mid-Conti- 
nent district, the advent of Tonkawa, the 
increase in Burbank production of light 
crude and the adoption by many refiners 
of cracking processes, renders it unques- 
tionable that the average yield of gaso- 
line today in the Mid-Continent district 
from crude run through refineries, is 40 
per cent, which means an increase of 60 
per cent in the gasoline yield from crude 
run through refineries. 

What does this mean to the Mid-Con- 
tinent gasoline situation? Refinery runs 
as of the first week in May, 1923, 293,530 
forty-twos, or 246,565 fifties. 

Taking 40 per cent as average gasoline 
yield from crude run gives 98,625 fifties. 
Add to this the daily production of nat- 
ural gasoline 35,000 fifties, giving a total 
daily gasoline production in the Mid- 
Continent of 133,626 fifties. 

On June 1 last year, the total daily 
gasoline production, both straight run 
and natural gasoline, was approximately 
88,000 fifties, so that the 133,626 bbls. 
referred to as being produced represents 
an average increase in gasoline produc- 
tion for the Mid-Continent district over 
last year of 51 per cent. 

Does this mean that the Mid-Continent 
district is turning out more gasoline than 
sufficient to take care of the 33 per cent 
of the country’s consumption which the 
district has currently been supplying? 

It is estimated that the total motor 
vehicle registration of the United States 
At the 
rate of 1.4 gallons per day per car this 
means a daily consumption of approxi- 
mately 20,000,000 gallons, or 400,000 
fifty-gallon bbls. per day. Of this, 33 
per cent would be 132,000 bbls. (50's), 
which is practically exactly what the 
Mid-Continent district is furnishing. 

It is estimated that there are approxi- 
mately 3,360,000 fifties of gasoline in 


storage in the Mid-Continent district to- 
day, which at a consuming rate of 
132,000 bbls. per day, means 28 days’ 
supply. 

The question as to whether the 28 days’ 
supply will prove a diminishing factor or 
an increasing factor during the coming 
period of seasonal demand can only be 
answered by the extent to which stocks 
in the other sections of the United States 
may be abnormal; and the extent to 


which refining operations in the other 
sections may have been increased. 

A 10 per cent reduction in runs by 
Mid-Continent plants will put them back 
approximately where they were on May 
1, when they were turning out just about 
what was their quota of the country's 
requirements. 

The following table shows the com- 
parative status of refineries during the 
first week of June and May: 


RECAPITULATION 


Runs 
Total Capacity Plants 1st Wk. 





















Rune 
Plants ist Wk. 





State— Plants Bbls. Op. June inJune Op. May in May Increase 
a Sold erase thd corp grec 102 351,100 56 147,835 55 144,510 3,325 
rr 63 198,950 34 61,750 26 45,700 16,050 
See 41 110,500 29 75,770 27 71,470 4,300 
North Louisiana ............ 20 48,550 5 16,900 6 17,450 *550 
South Arkansas ............. 15 26,010 8 10,400 8 10,250 150 

I Waser 5915 owas hd Ooaicaa es 241 735,110 132 312,655 122 289,380 23,275 

*Decrease. 

OKLAHOMA 
Daily Runs ist Wk. Runs ist Wk. 

Name and location— Capacity in June in May 
Acme Ref. & Pipe Line Co., Jennings .. aia 1,000 Shut down Shut down 
Allied Refining Co., Okmulgee ........ = 2,000 600 Shut down 
Aasociated Pred. & Ref, Co., Tele. .ccecsccscccee 1,000 Shut down Shut down 
Barnsdall Refining Co., Barnsdall ............. 3,000 2.900 2.750 
Bay State Refining Co., Healdton ............. 1,000 Shut down Shut down 
Beaver Prod. & Ref. Co., Dilworth........es0¢ 700 Shut.down Shut down 
Mie Sic Relining Co., BAPBlPe ..ccccvccsccecess 800 Shut down Shut down 
I ORE OT on on 5 co cere'e-ae'ab eee ienee 1,000 Shut down Shut down 
ee Se ee ee a 3,600 3.000 3,000 
ROGERS TSTININE CO.. TEIO ooo cosccsccececvcces 1,000 Shut down Shut down 
See Eo, COMM cccccccerecvesonesee 1,000 Shut down Shut down 
Cameron Refining Co., Ardmore ..........+-.++ 4,000 3,000 3.090 
CENTS TOBIN CO... TOW oo oe oes svcscesceses 500 300 300 
ee ee ree 12,000 Shut down Shut down 
Champlin Refining Co., Enid ............eeeee0 15,000 10,500 10,000 
Cherokee Refining Co., Oilton ............-+5+- 1,000 Shut down Shut down 
Chestnut & Smith Corp., Sand Springs......... 5,000 Shut down — down 
Choate Oil Corp., Oklahoma City ............+. 2,200 — down Shut down 
Coleman-Nelson Corp., West Tulsa ............ 2,000 45 

oleman-Nelson Corp. former] Sout Re- 

7 fining Co.), Haskell vod ee — spittin 1,000 Shut down Shut down 
Constantin Refining Co., West Tulsa 4,500 Shut down Shut down 
Constantin Refining Co., Devol ; 10,00 Shut down Shut down 
Cosden & Co., West Tulsa .......... : 35,000 12,000 20,000 
Cushing Ref. & Gasoline Co., Cushing.......... 1,600 1,500 1,500 
Cushing Ref. & Gasoline Co. (formerly Donnelley 50 

Oil Works), Blackwell ........eeeceeeeceses 1,000 610 ae 
Celt NPN OG;, CPE 66 iieswsicssicccecececcecis 1,200 400 = 
Daisy EES MS WUMNMIR 5 von ac5dsceis:orseero avecoie-overe 2,000 +35 508 

amascus Refining Co., Lawton ..........++ese0- 1,500 
El Dorado Refining Co., Yale ...........eeeeeee 700 ee | = 
Equality Refining Co., Oilton ..........-.+eeee- 1,000 3.000 own “2.750 
Empire Refineries, Inc., Cushing ...........++++ Hear 2'250 1.750 
Empire Refineries, Inc., Okmulgee ..........+++ » Aw : 
Empire Refineries, Inc., Oklahoma City ......-- 2,000 ———— (eo 
Empire Refineries, Inc., Ponca City ...........-+ 6,000 Shut down Shut down 
Frederick Refining Co.. Frederick ............. 500 Shut down Shut down 
Frances aereens Co., Frances eose* mec tcocssaee so ‘ oe 1.975 “tL 750 
Fairmont efining Co. (Champlin), airmont... . . 4 
Federal Oil & Ref. Co.. Cushing ................ 1,500 Shut down Skat down 
Gilmer Oil Co. (formerly Mid-Continent Ref. Shut down Shut down 

Co.), Ringling .....--ccesscccscccsescoccess 800 Shut down Shut down 
Globe Oil & Ref. Co.. Blackwell ............-- 6,000 4.950 3.260 
Golden Belt Refining Co.. Oklahoma City ....... 200 Shut down Shut down 
Grandfield Oil & Refining Co., Grandfield ...... 3,000 500 750 
Great American Ref. Co., Jennings ............ 2,500 Shut down Shut down 
Hewitt Refining Co., Hewitt ..... 1,600 Building Building 
Home Oil & Refining Co., Yale .......+ss-+ee+- 2,000 Partially dismantled 
Indian Oil & Ref. Co. (Biery Oil), Cushing...... 1,800 Shut down Shut down 
Illinois Oil Co., | Sa eae Ceocccescose 3,000 2.200 1,800 
Illinois Refining Co., Bristow ........+-eeeeeeee 2,500 Shut down Shut down 
Imperial Refining Co., Ardmore .............+- 5,500 6.000 4.000 
Indiahoma Refining Co., Okmulgee ............ 9,000 3.000 $,000 
Inland Refining Co., Cushing .......--.-seeeees 3,000 1,000 1,000 
Johnson Oil Refining Co., Cleveland ............ 3,500 2.250 2,100 
Lawton Refining Co., Lawton .......+-eeeeeeee 1,000 Shut down Shut down 
Livingston Refining Co., Walters .............-. 3,000 Shut down Shut dows 
Local Refining Co. (Atwood), Oklahoma City.... 1,000 800 KOO 
Marland Ref. (Peppers Gasoline), Covington.... 1,000 625 675 
Marland Refining Co., Ponca City ............. 15,000 10,900 11,000 
Mecca Refining (Crystal White), Allen ......... 1,500 Shut down Shut down 
Meridian Petroleum Corp., Okmulgee .......... 3,000 Shut down Shut down 
Meridian Petroleum Corp., Hominy ............. 1,000 Shut down Shut down 
Meridian Petroleum Corp., Ponca City ......... 2,600 Shut down Shut down 

(This plant purchased by Marland Ref. Co.) 

Midco Petroleum Co., West Tulsa .........6+..0+% 7,000 Shut down Shut down 
North American Ref. Co.. Pemeta ............+. 1,600 Shut down Shut down 
Nyanza Refining Co., Wilson 3,500 80 760 

Oil State Refining Co., Enid . 2,600 980 4.700 

Oil State Refining Co., Allen 600 Shut down Shut down 
Omar Refining Co. (Garber Ref.), Garber....... 2,500 2,100 2,000 
Oklahoma Prod. & Ref. (Pure Oil), Muskogee.. 2,500 2,000 1,900 
Pawhuska Refining (Osage Mutual), Pawhuska. 1,009 85 85 
Pauline Refining Co., Hampton ........cccceces 1,200 500 450 
Pilling Co, Wares, GRMUIBSS .ccccccccccccccecs 3,000 1,400 1,200 
Pierce OF) Corps, BOmd BprimGe ...cccccccccesese 9,000 7.600 4,200 
Polar Prod. & Gasoline Co., Sapulpa ........... 2,000 Shut down Shut down 
Prod. & Ref. Corp., West Tulen .....c.ccccccccee 7,000 5,000 3.500 
Prod. & Ref. Corp., Blackwell ................. 3,000 2,650 1,500 
ee Oe i ios eviniew ec tc.weseenee-ae 7,000 3,000 2,000 
ee re re ee 6,500 4,000 2,750 
Peo ee ee err rere ere 500 Shut down Shut down 
Pioneer Petroleum Co., Guthrie ..............++. 2,500 Shut down Shut down 
Rock Island Refining & Pipe Line, Duncan .... 1,000 1.000 900 
Santa Fe Oil & Ref. (formerly Chickasaw Re- 

Se CO, DUROND ccocccccceccoscesecces 5,000 Shut down Shut down 
Gapulps Metimine Co., GAPwlpe ...ccccccccccccsecs 7,000 4,600 3,250 
Shaffer Oil & Refining Co., Cushing ............ 6.500 5,000 5.000 
Sheridan Refining Co. (formerly Pirtle-Pittman 

i nn i. c6beseensewens6666666sbn00 2,000 200 100 
OSS ae eee 6,000 Shut down Shunt down 
a ae 2,500 Shut down Shut down 
Southwestern. Oil Corp. (Bolene), Enid ......... 1,800 500 75 
mae Se Ce. THe .cckces RS A NR 4,000 1,500 1,200 
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The complete line of K. & J. equipment includes valves, 
fittings, and other specialties in all standard sizes and 
pressures for every oil field requirement. 


ts 
fo * 
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Our forty years of specialization in the manufacture of 
better valves and fittings for every purpose is ample as- 
surance of our ability to satisfactorily handle your re- 
quirements—no matter how large or small. 


Re eat ORE ts MATE CATAL, 


rod. MS aa 


Write for Oar 
New Descriptive Catalogue 








Swing Check Valves Tees 








Essex Lock Iron Cocks 


& THe KELLY & JoNES Co.& 


wORKS ~ GREENSBURG, PENNA. 
PITTSBURG! CHICAGO CINCIN 
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of our offices. 


OIL 
West Tulsa, Okla. 


Road 





Fuel Oil 
Gas Oil 


ACME 


Remember 


Acme 


Storage 


5 
Million 
Gallons! 


t 


Fully Equipped 
Our organization extends into the oil marketing cen- 


ters of the entire Middle West and Southwest. 


Our men in each of these centers know the market, 
know the products, know the specifications of the oil 
coming from these territories. 


Our 5,500,000 gallon storage tanks and our own tank 
cars make the shipping of these oils to you more de- 


These facilities are yours by simply inquiring at anv 


STORAGE PLANTS 
Blue Island, Ill. 


(Chicago Switching District) 


Single Cars or Train Loads 


Distillate 


Kerosene 
Naphtha 
Gasoline 


Oil 


Remember Acme Storage—It Pays ! 





ACME PETROLEUM COMPANY 





ILLINOIS 


CHICAGO, ILL. 
910 S. Michigan Ave. 


KANSAS CITY, MO. 
402 Security Bldg. 


DALLAS, TEXAS 
Magnolia Bldg. 


135,000 Bbls. Bulk Storage 


OKLAHOMA 













































Daily 
Name and location— Capacity 
Sinclair Refimmg Co., Cushing ..........+-.+.5. 6,500 
Sinclair Refining Co., Muskogee ............. i 600 
Texas-Okla. Ref. (Sagamore Oil), Grandfield.... 1,800 
ee WON Ceig TOE WUE. 66 0 0:0.0:0:0:0:0:0.0:04.00.0669.0%0 10,000 
Teens Deere Cb., TRVGURTIIRE .«.o0cccccsvccccese ,600 
Tonkawa Petroleum Co. (Constantin), Tonkawa 2,500 
Transcontinental Oil Co., Boynton ............+. 3,000 
Transcontinental Oil Co., Bristow ......ccceesee 6,000 
Travis-Center Refining Co., Beckett ............ 1,500 
Turley Ref. (formerly Home Pet.), Oklahoma 
Sl waa ee edes cada encenbanerenwuledas saab 2,600 
Union Oil & Refining Co., Grandfield .......... 2,500 
Wagoner Refining Co., Wagoner ............... 500 
WHeos Tetmine Ce., BOW 2. sccccccccsecsccs 300 
a SEE ig.svacsrare o's 50-40-96 0 See dbeie eu 1,200 
EE oe Fi6-65Os <vld aren Cole rsa Desc pS aiee hae 350,100 


NORTH TEXAS 








American Oil Corp., Plomeer ....cccccccsscccvses 2,500 
American Refining Co., Wichita Falls .......... 5,000 
Associated Prod. & Ref. Co., Fort Worth........ 3,000 
Associated P. & R. (formerly Bankers), Iowa 

EE leas Glare aig btn. 5a S Se pre's wmpetle Wee Sakon 48m 2,000 
Mamas. Te. Th, TPP MOtt  o.<.co.0s 00:9:0:0:0-0 9:0 0280.02 700 
Bridgeport Refining (formerly Associated P. & 

Be Dp DOEOGMOMOTG ccc vncccscessevesseveperose 1,000 
Buffalo Refining Co., Sherman .........e.ee00+: 600 
Burk-Texas Refining Co. (Revere), Burkburnett 1,200 
Bear Refining Co., Burkburnett .........-.000+- 1,200 
Clayton Oil & Refining Co. (formerly Hercules), 

Ore nr ee ee 3,500 
Crystal Petroleum Co., Burkburnett ............ 1,000 
Eastland Pioneer Oil & Ref. (formerly Liberty), 

CR. bcc we adnan aw ceend Anes sa aea wna Gas 1.000 
Enmipire Refineries, Inc., Gainesville ........++... 6,000 
Federal Refining Co., Fort Worth ........+ee+. 3,000 
Fort Worth Refining Co.. Fort Worth ........... 3,000 
First National Refining Co., Fort Worth ........ 600 
General Oil (formerly Power Ref.), Wichita Falls 750 
General Refining Co., Abilene ........++--+ee+-- 1,600 
Griswold Oil Co. (formerly Beacon Refining, 

moved from Henrietta to Electra).......... 2,000 
sult Refining Co., Fort Wertlr ..sccccvccscevves 15,000 
Gorman-Home Refining Co., Gorman ........... 1,000 
Home Oil & Refining Co., Fort Worth .......... 6,000 
Humble Oil & Refining Co., Burkburnett ....... 1,500 
Interstate Gasoline Products Co. (formerly New 

Eira Ref. Co.), Towa Park ....ccccoscosssecs 2,000 
Invincible Oil Corp. (Montrose), Fort Worth.... 6,000 
Iowa Park Prod. & Ref. Co., lowa Park ........ 1,000 
Keystone Ranger Refining Co., Wichita Falls... 2,000 
Lone Star Refining Co., Wichita Falls ......... 4,000 
Manhattan Petroleum Products Co. (formerly 

Dixie Refining), Wichita Falls ............. 2,500 
Manhattan Refining Co., Burkburnett .......... 3,000 
Miller Petroleum Co., Wichita Falls ............ 3,600 
Magnolia Petroleum Co., Fort Worth .......... 12,000 
Noble Oil & Gas Co., Burkburnett ............+- 6,000 
Nortex Refining Co., Burkburnett .............. 2,000 
North Texas Refining Co., Greenville ........... 1,000 
Owenwood Oil Corp., Burkburnett ..........+4- 2,000 
Oriental Besiag C6., DAUAS 2... cccvcsccscvvcces 6,000 
Odessa Refining Co., Ranger ...........seeesees 1,000 
Orient Petroleum Co., Wichita Falls ........... 2,000 
Pieres Oll Corp., Fort Werth ..ccccvcvesvcsecces 10,000 
Panhandle Refining Co., Wichita Falls .......... 4,500 
Panther City Refining Co., Fort Worth ......... 2,000 
Petroleum Corp., The (formerly Beaver Electra), 

ee ree ree eee erry ee 2,000 
Primrose Refining Co. (formerly Abner Davis), 

OED civ bce d <cacsepbasinnensawwae sve 1,600 
Ranger Wichita Refining Co., Wichita Falls.... 6,000 
Ranger Ref. & Pipe Line Co., Ranger .......... 2,500 
Ranger RAef. & Pipe Line Co. (operated by 

POSNER BSE. CO.) TAD .cccecvescececesic 2,000 
Star MeTIsias Co., Part Worte. 2. c.ccvcesevevece 1,600 
ORES MOTUS CO.. DGGE 6c cevcceccccveccscce 1,000 
Suushine State Oil & Refining Co., Wichita Falls 2,600 
Tidal Western Refining Co., Burkburnett ....... 3,000 
BO TOEOS CO, DMARD occccivcsccvctacesovccesive 16,000 
Texhoma Oil & Ref. Co., Wichita Falls ......... 4,600 
Transcontinental Oil Co., Fort Worth .......... 6,000 
Travis Refining Co., Burkburnett ............. 1,000 
Great Texas Refining Co., DeLeon.............. 700 
Uniform Petroleum Co., Burkburnett ........... 4,000 
Victor Refining Co., Burkburnett .............. 2,000 
WIC TOTNES CO., THODUD 6 occcccccccesesece 4,000 
Wagoner Refining Co., Electra ............e000- 3,400 
Walker Consolidated Ref. Co.. ‘Iowa Park....... 2,600 
White Eagle Oil & Ref. Co., Fort Worth ....... 6,000 
Weed Berimine Co., WE0 ..cccccccevcccvcccccsec 600 

NER six arcaisns erry hate bd co dere SReics BA aera una hipaa 198,960 

KANSAS 

Daily 

Name and location— Capacity 
Associated P. & R. (Tri-State), El Dorado...... 1,200 
American Gasoline Corp., Sheffield ...........-+. 2,600 
Bell Prod. & Ref. Co., El Dorado ............+:. 700 
Commonwealth Oil & Ref. Co., Moran........... 1,000 
Derby Oil & Ref. Co., Wichita ............64...- 4,600 
El Dorado Ref. Co., El Dorado ...........se008. 3,600 
Equitable Refining Co., Augusta ..........6-08- 1,600 
Wrontior Bel. CO., TAUTCRIMGOM ..ccccccccccvvces 2,200 
Pugatt Giles Corp., Wichita ....ccccccccccccces 300 
Golden Rule Ref. Co.. Wichita ...cescccccvecces 1,000 
Great Western Ref. Co., Florence ............06:. 1,000 
B. & B. Betining Co., Cenwatomle ..ccccccceses 800 

Imperial Refining Co. (formerly Uncle Sam Re- 

See Ses, SUED h.o0:0:0:0 0200: 0606040008 1,000 
Industrial Refining Co. (formerly St. Louis Oil 

& Refining), El Dorado ...........06. 1,400 
Kanotex Refining Co., Arkansas City . 3,600 
Kansas Oil Refining Co., Coffeyville 1,600 
Kansas-Texas Oil & Refining Co., Wichita...... 1,600 
Kansas City Refining Co., Kansas City .......... 5,000 
Lesh Refining Co., Arkansas City .........2...- 2,006 
Lakeside Refining Co., Augusta’ .........e.000% 1,000 
Midland Refining Co., El Dorado .............. 8,000 
mutual Refining Co., CHAMUte ...ccccccccccccces 1,000 


Moore Refining Co. (Millikin), Arkansas City.... 6,000 
McCree Petroleum Co. (formerly General Amer- 














Thursday, 
Runs ist Wk. Runs Ist Wy 
in June in May 
4,000 4.000 
500 500 
1,800 250 
8,000 9.000 
4,000 3.100 
Plant building 
2.500 2.350 
4,000 4.800 
600 600 
285 206 
Shut down Shut down 
Shut down Shut down 
300 260 
950 1,000 
147.835 144,510 
1,000 1,000 
2.500 3.750 
Shut down Shut down 
Shut down Shut down 
600 Shut down 
200 Shut down 
400 200 
Shut down Shut down 
Shut down Shut down 
3.000 Shut down 
700 200 
Shut down Shut down 
4,600 3.000 
Shut down Shut down 
Shut down Shut down 
Shut down Shut down 
Shut down Shut down 
Shut down Shut down 
1,500 Shut down 
4.500 4.500 
Shut down Shut down 
Shut down Shut down 
1,200 1,000 
900 Shut down 
Shut down Shut down 
1.000 750 
Shut down Shut down 
1,200 Shut down 
Shut down Shut down 
Plant being dismantled 
1,200 900 
6,000 6.300 
1,500 1,000 
1.000 900 
Shut down Shut down 
Shut down Shut down 
700 700 
Shut down Shut down 
350 Shut down 
Shut down Shut dows 
2,500 2.250 
Shut down Shut down 
1,000 600 
200 400 
Shut down Shut down 
Shut down Shut down 
300 300 
600 400 
600 400 
800 650 
1,700 2,000 
8,600 8,000 
3.500 Shut downs 
3.500 .000 
500 200 
Shut down Shut down 
Shut down Shut down 
Shut down Shut down 
Shut down Shut down 
1,200 800 
Shut down Shut down 
4,000 3,600 
Shut down Shut down 
61,750 45.700 


Runs Ist Wk. 
in June 
Shut down 


Shut down 
0 
Shut down 


Shut down 
Shut down 


Shut down 


Shut down 
0 
Shut down 


Shut down 


Shut down 
00 


Shut down 





jcan Ol] Co.), Baxter BprinGs ...ccccececces 1,000 
McWhorten-Chanute Refining Co,, Chanute ..... 600 
Miller Petroleum Co., Humboldt ................ 2,500 
Mo-Kan Refining Co., Kansas City ............ 1,200 
National Refining Co., Coffeyville ...........06. 6,000 
Nerth American Refining Co., Rosedale ........ 1,000 
Peerless Oil Refining Co., Chanute ............. 2,600 
Ranger Refining Co. (For®), Centropolis ........ 1,600 
Red Bird Refining Co., Fredonia ........... cove 800 
Richardson Refining Co., El Dorado ...... ceece 2,600 
Sinclair Refining Co., Coffeyville ............0% 6,000 
Sinclair Refining Co., Argentine .... 6,006 
Sterling Oil & Refining Co., Wichita ... 5,006 
Standard Oil Company of Kansas, Neodesha... 12,600 
Tuxedo Oil & Refining Co. (formerly Blue 

PED, WOOTEN coccccccosccees eseeecnccess 1,000 
Vickers Petroleum Co., Potwin cseservcere 1.806 
White Eagle Oil & Refining Co., A BEB. cccoces 6,500 
Wilhoit Refining Co., Joplin, Mo. .........ee00% 1,506 

WEEE occ cscreceensceesee tarececccseecccsees 110,500 


15.770 


Runs Ist Wk. 

in May 
Shut dowa 
1, 
Shut down 

200 
3.250 
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1,200 

20 
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Shut down 
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3.300 

600 
Shut down 

3.760 


500 
Shut down 
2.000 
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Shut down 
2,600 

900 


Shut dows 
Shut down 


71,476 
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Again Clark Engineering Leads 


CLARK DIRECT DRIVEN GAS COMPRESSORS are now 
equipped with a positive entirely automatic stop—no matter what 
may happen the engine cannot overspeed or run away. 


This safety stop is in no way connected with the governor—in the 
absence of the operator the engine is always under a definite speed 
control. 


Just a little thing perhaps—but like the CLARK Lay-Shaft drive— 
the Crankshaft and exhaust—the positive air-starter—the simple 
accessible design,—these all help to make the Clark Compressor 
what it is today,— 


The most complete and efficient Gas Com- 
pressor ever offered to the trade—one that 
has won easily every competitive test. 


Our bulletins are available to you 





CLARK BROTHERS COMPANY: 


ESTABLISHED 1880 
OLEAN, N. Y. 
Manufacturers of Gas Compressors and Drilling Engines 
SALES AGENTS 
GAS ENGINEERING & CONSTRUCTION CO. 
Union Bank Bldg., Pittsburgh, Penna. 
Tulsa: 405 Kennedy Bldg. Casper, Wyoming 
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NORTH LOUISIANA 
Daily Runs ist Wk. Runs lat Wy 
Name and location— Capacity in June n May 
Caddo Central Oil & Ref. Co., Shreveport....... 3,600 3,000 3,000 
Caddo Central Oil & Ref. Co., Shreveport........ 7,000 3,400 4,000 
Crescent Oil & Ref. Co., Cedar Grove .......... 600 Shut down Shut down 
General Oil & Refining Co., Oil City ........... 2,000 Shut down Shut dow, 
General Oil & Refining Co., Homer ............ 1,000 Shut down Shut dow, 
Great Southern Prod. & Ref. Co., Ardis.......... 2,000 Shut down Shut dow 
Momer Refining. Co.. HOmMer ...ccecdsvcvscvcvcces 250 Shut down Shut dow) 
International Oil & Ref. Co., Shreveport......... 800 Shut down hut dow, 
Leestone Refining Co., Shreveport ............. 800 Shut down Shut dow, 
Louisiana Oil Ref. Corp., Shreveport ........... 9,000 6,000 000 
Louisiana Petroleum Products Co., Bossier...... 3,000 Shut down Shut dow 
This plant recently purchased by La. Oil Ref. Corp., who will operate as a lub Dlay| 
Paramount Refining Co., Vivian .............-- 3,000 Shut down Shut dow, 
Paramount Petroleum Co., Superior ............ 3,000 Shut down Shut dow) 
Red River Refining Co., Crichton .............. 1,800 1,000 1,200 
Rogers Refining Co., Shreveport .............+. 700 Shut down Shut dow, 
Shreveport Prod. & Ref. Co., Shreveport......... 4,500 4,500 4,250 
Sunset Refining Co., Plaquemine ..............++ 600 Shut down Shut dow) 
The Texas Co., Adis ...cccccceccccccccscccece 3,000 Topping Topping 
Union Refining & Pipe Line Co., Oil City....... 1,000 Shut down Shut down 
Union Refining & Pipe Line Co., Homer ........ 1,000 Shut down Shut dow, 
IEE ececatg gcd Koon reicoie hao Aube ak a salar 9 a ead ana 48,550 16,900 17,460 
ARKANSAS 
Daily Runs ist Wk. Runs Ist ¥ 
Name and location— Capacity in June in May 
Airedale Refining Co., El Dorado .............. 1,000 Shut down Shut down 
Arkansas Oil Refining Co., Fort Smith .......... 1,000 Shut down Shut down 
Arkansas Prod. & Ref. Co., El Dorado .......... 1,500 1,000 1,000 
SWE DUET, Bl WOTRED ccccccccscccecscscecces 60 Shut down Shut down 
El Dorado Ref. & Pipe Line Co., El Dorado..... 1,500 Shut down Shut down 
Grison Refining Co., El Dorado ............2.0+ 750 Shut down Shut down 
Jones & Cai, H.C... TE TOGA oo o-sccccciccccvcccs 1,000 600 500 
Kettle Creek Refining Co. (formerly Red River 
SO ED, DORIBOR. oceccccccccwrecscscee 000 1,500 1,250 
Lion Oil & Refining Co., El Dorado ........... 5,500 4,000 4,000 
MecMillan-Fehlman & Oliver (formerly New Ark 
meetin Ce.), TE TOPREO oo ccesccccscccese 1,600 400 400 
National Petroleum Products Co., El Dorado... 1,500 Shut down Shut down 
Pine Bluff Refining Co., Pine Bluff ............ 1,000 750 900 
Oot Merimeries, Tl Derade «2... .cccccccvvccccoss 3,000 1,800 1,500 
Shippers Petroleum Co.. El Dorado ............. 700 Shut down Shut dows 
Union Pipe Line & Ref. Co., El Dorado ........ 4,000 350 700 
ME air saits neds aries sien swansea ea seaieewa 26,010 10,400 10,250 
EE — 























PAN AMERICAN ENTERS 
GASOLINE TRADE ON 
AN INCREASING SCALE 





(Continued from Page 60) 
ifornia Petroleum Co. or for its oil, nor 
is there any likelihood ef such-a devel- 
opment so far as I know. Although 
those identified with Pan American had 
a great part in the organization of the 
California concern, there is no connection 
between the two companies at present. 

“The Pan American Petroleum & 
Transport Co. intends to procure its oil 
in California by going into the fields for 
it in competition with Standard Oil and 
others. We are building pipe lines and 
storage facilities and we have a refinery 
and shipping facilities at Los Angeles. 
These are enabling us to handle oil from 
the well to market ourselves. 

“We have not yet decided definitely on 
what basis we shall market our finished 
gasoline, whether through our own serv- 
ice stations, to stations and garages 
owned by others, or.to jobbers. Probably 
we shall follow whatever plan seems best 
in the various districts.” 


Fears Crude Reduction 


Mr. Danziger states that in his opinion 
further reduction in the price of Mid- 
Continent crude seems inevitable, in as 
much as California crude can be deliv- 
ered in the East for $1 per bbl. cheaper 
at present. Only a drastie curtailment 
in California output or shortage of oil 
tanker facilities which will restrict the 
market for California oil can prevent a 
drop, he says. He admits, however, that 
no immediate drop in California output 
seems probable. Long-time contracts 
made by the Atlantic Refining Co. for 
California crude indicate belief in the 
permanence of California’s big production, 
he says. Another Standard Oil Co. is 
reported to have made a long-term con- 
tract for California crude on the belief 
that the situation on the Pacific Coast 
is permanent. 

Mr. Danziger’s statements regarding 
Mexico are of particular interest in view 
of the differences of opinion which have 
cropped up regarding the future of that 
country as an oil producer. A _ high 
official of Standard Oil recently told of 
the exhaustion of the Mexican fields and 
losses sustained by American companies 
operating in them. Mr. Danziger states 
that the production department of this 
same company has had unusual success 
in the Panuco oil field recently, having 
shared generously’ in the increase in pro- 
duction which has taken place. 

Pan American’s Property 

Interest in Mr. Danziger’s interview is 
also heightened by the fact that the Pan 


American Petroleum & Transport ( 
recently absorbed the Mexican Petroleuy 
Corp., the stock of which when trad: 
in on the New York Stock Exchang! 
caused many a sensation by its rapij 
fluctuations, these fluctuations _ bein 
based for the most part on the suppos 
uncertainty of the Mexican ae 
The Pan American Co. now controls mom 
than 90 per cent of the stock of tb 
Mexican Petroleum Co., which is one ¢ 
the biggest remaining oil producers in ty 
light oil fields of Mexico, and was th 
pioneer in Mexican oil development. 
In addition to its production, Mexica 
Petroleum has a large refinery at Tax 
pico, and an extensive pipe line systen 
connecting this refinery with the Panu 
and Southern fields. 
Pan American is rapidly extending it 
domestic business, as stated by Mr. Da 
ziger. The company has a large fle 
of oil tankers flying the American fix 
and has a 50 per cent interest in th 
British-Mexican (Petroleum Co., whit 
owns oil tankers and markets oil abroad 
The Pan American Petroleum Co. bw 
refineries at Los Angeles and New 0 
leans. 





W. R. SPANN RESIGNS 





W. R. Spann has announced his resi 
nation as president and general managti 
of the Montrose Oil Refining Co., For 
Worth, Tex. Mr. Spann has been pret 
dent and general manager of the Mott 
rose Co. since its organization about: 
years ago and under his administratic 
the company has becn remarkably sv 
cessful. Mr. Spann will be president « 
the National Gasoline Co., a $5,000, 
Delaware corporation, and continue | 
maintain offices in Fort Worth. 





OIL JOBBERS MEET 





MILWAUKEE, June 14.—The Ju} 
meeting of the Wisconsin Independet! 
Oil Jobbers’ Association was held in M. 
waukee yesterday. The greater part” 
the session was devoted to a discuss 
of the proposed law placing a tax of 4 
cents a gallon on all gasoline sold 
use by vehicles in the State. 

The next meeting will be held 7 
and will be largely devoted to @ s#* 
talk. 





CEMENTING INFRINGEMENT SU! 





LOS ANGELES, Calif. June 8- 
The United States District Court has ¥ 
held the Perkins patent for cementilf 
oil wells, in a suit for : 
brought against Wilson B. Wigle 
Vasco B. Cottengim. 
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Minutes 
mean 
Barrels 


When the whole field is 
pounding away for the new 


pool, time counts, and 





equipment counts the time. 
=) It must stand up. No part 
Ms must fail. You make head- 
way, sure as shooting, when 
Goodrich Driller’s Hose is 
on the job. Run no risks of 
breakdowns with ordinary 
hose. It’s needless. Good- 
rich Driller’s Hose is always 
in stock at the Goodrich 
branch near you. 


The 
B. F. GOODRICH RUBBER CO. 


Akron, Ohio 





Dallas 


(;oodric 


DRILLER’S HOSE 


“BEST IN THE LONG RUN” 


Denver _Los Angeles Kansas City 
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Bottle Tight Pressure Towers 


Built by GRAVER 


Tested with 225 pounds pressure 
in the shop; operated under 150 
pounds pressure in service—and 
not a Jeak since their erection. 


We are proud of this plant—and 
rightly so. It is an added assui- 
ance to the entire Petroleum In- 
dustry that GRAVER Corpora- 
tion knows from experience what 
equipment must do in service and 
that it will be built accordingly. 


For tanks, from the small contain- 
er of 500 gallons to the field erect- 
ed tank of 80,000 barrels, complete 
refinery construction; and Water 
Softening and Purifying Equip- 
ment. 


GRAVER Conboration 


(WM. GRAVER TANK WORKS - FOUNDED 1857) 

















Steel Tanks and General Steel Plate Construction 
Water Softening and Purifying Equipment 








1928 Todd Avenue East Chicago, Ind. 


BRANCH SALES OFFICES: 
203 Haver Bldg. Tulsa, Okla. 
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ne CHICAGO TALKS OF TEN CENT NEW NAVy 





But Big Demand Usually Begins at This Season. Kerosene Is Steady, 
Refiners Not Quoting Naphtha Freely. Fuel Oil Strong. 
Gas Oil Easy. Road Oil Unchanged. Lubri- 


cating in Good Demand 


By Joun B. WALpbo 


CHICAGO, June 18.—The Chicago of- 
tice of a leading refinery has called its 
men off the road for 
a short time. Quota- 
tions of less than 11 
cents for New Navy 
are being made for 
prompt shipment and 
in one case a refinery 
is quoting 11 cents 
over July. Sales of 
so-called distress gaso- 
line have been made 
at 10% cents and 
rumor says at 10% cents. 

There is much talk of still lower prices 
and it is predicted by some that the 
next few weeks will see a price of less 
than 10 cents for New Navy gasoline. 
On the other hand there are just as well 
posted oil men who say that the big de- 
mand in ordinary seasons does not start 
until the latter part of this month. 

Kerosene Steady 

With what is little better than a fa‘r 
demand and that uneven and what might 
be called spotted the market is holding 
steady, simply because the commodity is 
not such a burden on the refiner that he 
is forcing the sales at any cost. The 
season for the use of the tractor is now 
active and the demand cannot be much 
larger. The export demand is reported 
here quiet. Stocks during May showed 
some increase at the refineries. 

Naphthas 

The demand seems to be equal to the 
supply and refiners are not quoting free- 
ly, if at all. Some of the largest dis- 
tributers of petroleum products say they 
have no prices,on even 50-52-450 naphtha. 
There is a large business in products 
used by the paint and varnish industry. 
Standard Oil Co. (Ind.) is today quct- 
ing in this market Oelum Spirits at 174% 
cents in tank cars and 21 cents from 
the wagon, V. M. & P. naphtha at 1814 
cents in car lots and 23% cents from 
the wagon and their highest grade known 
as Stanolind Cleaner at 19% and 24 
cents respectively. 

Fuel Oil 

The demand continues quite strong and 
prices are held with considerable firm- 
ness, more particularly since the floods 
in the southwest are holding up rail 
movements. The stocks are not increas- 
ig at the refineries and, as a whole, 
continued to decline for May. Takings 
by the railroads are particularly large 
and this demand promises to increase 
with the greater activity in transporta- 
tion during the fall. Some of the roads 

e accumulating oil some of the mar- 
eters claim. The industrial demand is 
still good and the low price of coal does 

t seem to have caused many changes 
back to that fuel. The trade here is 
‘ess pessimistic and one hears little talk 
¢ materially lower prices at any early 
date. 





Ges Oil Easy 

The demand for gas oil is not increas- 

: and seems rather to lag. Utility 
companies are using their regular sea- 

nable quantities, mostly from contracts 
already made. Refiners with process stills 
are not seeking supplies through this 
market and their demand is said to be 
light. 

Road Oil 

There is practically nothing new do- 
ing in the road oil market. The price 
situation is unchanged although an easier 


vos.tion is reported by some dealers oy. 
to competition from Louisiana 

sources. 

Lubricating Oils in Active Demand 

The demand for all grades on neutrals 
and for bright stocks especially is very 
good. The Marland Co. office, reports 
their refinery sold up over June. and on 
some grades for 30 days and generally 
the refiners have orders ahead. There 
is a better demand for steam ‘cylinder 
stock and industrial oils and greases are 
generally sought for, if not quite as ae. 
tively as for the motor oils still the de- 
mand is good from the industries. The 
railroads are using a large quantity of 
greases. Once more the fact that the 
lubricating market reflects the industrial 
activity is proven. Prices are firm and 
the tendency is to ask a litle more for 
new business although list prices may 
not be altered. 

Tank Wazen Prices 

The tank wagon market is in that un- 
satisfactory state where the expectation 
of a decline is strong. If July and Au- 
gust business shows the same increase for 
this year as last the sales will run over 
600,000,000 gallons a month. It would 
cost the Standard a lot of money to re- 
duce the price on its immense stock of 
gasoline 3 cents a gallon and it would 
naturally hesitate to ao it right on the 
very threshold of the big business of the 
season. Even the National Petroleum 
Marketers Association is advising its 
members to hold onto their marginal con- 
tracts. 





California Crude 
Production in May 
694,689 Bbls. Day 


(LOS ANGELES, Calif., June 18.— 
The average daily production for Cali- 
fornia in May was 694,689 bbls. The 
monthly production was 21,535,365 bbls. 
In April the average daily production 
was 689,865 bbls., or 20,695,959 bbls. 
for the month. This indicates a gain in 
May of 4,824 bbls. per day. The produc- 
tion in March was 632,522 bbls. per day, 
April production exceeding that of March 
by 57,348 bbls. per day. 

In the past 12 months the production 
in California was 183,989,750 bbls. In 
the calendar year 1922, the total pro- 
duction was 153,574,305 bbls., the high- 
est the State had ever reached in 4a 
ealendar year. 

There was a gain in crude stocks in 
May of 542,946 bbls. The total oil in 
storage at the close of the month was 
69,480,405 bbls., as against 68,937,459 
bbls. at the close of April. 

The indicated consumption of crude in 
May was 20,992,419 bbls., or 97.5 per 
cent of the entire production of the 
State, as against 887 per cent in April 
and 90.9 per cent in March. 








PIERCE PREFERRED WINS 





The supreme court of appeals of Vir 
ginia, sitting at Wytheville, handed down 
an opinion affirming the decision of the 
Richmond chancery court in Pierce Oil 
Corp. case, by which control of the com 
pany was vested in preferred stock 
holders until such time as the company 
will not be in default of payment of 
dividends. Dividends in default now are 
said to total nearly $2,000,000. 
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CRANF. RISING STEAM GATE VALVES IN USE AT THE GASOLINE PLANT OF J, W. GILLILAND. NEAR SHAMROCK, OKLAHOMA 


By indicating the amount of valve 
opening, Crane gate valves of the ris- 
ing stem pattern save time and trouble 
on every pipe-line whether in refinery 
or field. Asa further precaution against 
possible error, an arrow on each wheel 
shows how the valve must be opened. 


RISING STEM SHOWS WHEN VALVE IS OPEN 


The gates run in guides to protect the 
seats. Every valve bearing the Crane 
name is tested—to insure against leaks 
at stem or seat, Crane fittings, piping 
and sanitation fixtures, supplied for 
every requirement of the oil industry, 
must pass rigid factory inspections. 


CRANE 


GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVE., CHICAGO 


Branches and Sales Offices in One Hundred and Thirty-five Cities 
National Exhibit Rooms: Chicago, New York, Atlantic City 
Works: Chicago, Bridgeport, Birmingham, Chattanooga and Trenton 


CRANE, LIMITED, MONTREAL. CRANE-BENNETT, Lrv., LONDON 
CRANE EXPORT CORPORATION: NEW YORK, SAN FRANCISCO 
C= CRANE, PARIS 
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COMING THROUGH- 


with first-class fabrication on a 
new refinery product of original 
design and special use is all in our 
day’s work. 


This special egg-shaped crude 
oil still is shown loaded for ship- 
ment to the Rio-Bravo Oil Co. of 
Houston, Tex. When installed, 
the large circular flue opening for 
the fire will be nearest to the 
ground. Have you our figures on 
your job? 

‘*The Tank Builders’’ Build ’em Right 


The Petroleum Iron Works Co. 


Sharon, Pennsylvania 


St. Louis Tulsa 
San Francisco 


New York 
Casper 


Houston 
Tampico 
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WHY CALIFORNIA CRUDE SHIPMENTS 
HAVE NOT SMASHED EASTERN PRICEs 


By N. O. 


NEW YORK, June 18.—The only im- 
portant change in the eastern refined 
oil market has been an increase in con- 
sumption of gasoline and lubricants. As 
yet this has not made any appreciable 
reduction in stocks or brought material 
relief. California gasoline is not so 
plentiful as a week or two ago. This 
refers only to gasoline manufactured in 
California, the gasoline marketed here 
produced in eastern plants from Cali- 
fornia crude being greater than ever. 

Although sales of straight California 
gasoline were reported as low as 11% 
cents per gallon, the bulk of the gasoline 
sold here costs a great deal more, al- 
though made from California crude mixed 
with other grades. The wide margin be- 
tween 11% and 21% cents, the tank 
wagon price, only holds good for small 
quantities purchased in California at 
unusually low figures and transported 
in bulk. 

Costs From California 

A careful study of actual costs of bring- 
ing California crude and gasoline around 
to the Atlantic Seaboard shows the bulk 
of it must be gold at refinery for around 
18 cents per gallon, or on a service sta- 
tion basis around 21% cents, to bring 
any substantial profit. The chief danger 
to prices in the East lies in the surplus 
of gasoline caused by the necessity of 
bringing around large quantities of Cali- 
fornia crude for fuel oil purposes and 
f extracting the gasoline, which ranges 
from 20 per cent to 30 per cent of the 
whole. 

The writer has compiled from the best 
available sources costs of bringing Cali- 
fornia crude around to the Atlantic Sa- 
board, of refining, marketing, etc., 
im an attempt to show the margin at 
which gasoline must be sold to afford a 
profit to the refiner who is the buyer 
of the crude and who transports it for 
the most part in his own ships: 


Cargo of 100,000 bbls. crude: 
Cost of crude at Pacific coast port. .$100,000 


cost 


Tanker transportation ..........- .. 60,000 

Canal tolls, round trip, full and bel- 
er P there ates asGrriecene 25,000 

eer rrrer rr ere tore ei 100,000 
RMN. (oci.6 0 0.6.0 016 000: 4 wie. BidiO18'  b:9166% $275,000 


25,000 bbls. gasoline at 18c gal....$189,000 


25,000 bbls. kerosene at Ile gal..... 115,000 
40,000 bbls. fuel oil, $1.70 per bbl... 68,000 


Total 
Indicated 


The Hitch in the Estimate 

The foregoing figure of profit, of 
course, presupposes that every gallon of 
refined oil produced can be sold at the 
prices shown. This is the real “hitch” 
in the estimate, or the difficulty which 
refiners are facing. To get the fuel oil 
they need they are forced to produce 
more kerosene and gasoline than they 
actually can market. This accounts 
partly for the increasing stocks of gaso- 
line and kerosene on hand. The fact that 
only a part of the gasoline and kerosene 
can be disposed of means the remainder 
must. be stored, which costs money, and 
that the refiner realizes nothing on it 
for the time being. 

A perusal of these figures shows why 
there has not been a precipitate decline 
in gasoline prices, despite the large quan- 
tity on hand. If, for instance, only half 
the gasoline manufactured from Califor- 


ia crude run in eastern refineries can 
be sold, it means the income from this 
source is only $94,500, and the profit 


on the entire cargo of crude is reduced 


to only $2,500. 


While these figures are necessarily 
only approximate, they tend to offset re- 
ports that the big refining companies 


bringing around California crude oil are 
making an enormous profit on the pres- 


negnt basis of tank wagon quotations, It 


FANNING 


may be the companies which are bring 
ing straight gasoline around which hy 
been purchased at California refiner, 
for 9 cents per gallon and can be mar. 
keted in the east for less than 18 cent, 
although the margin of profit would 
small. 
Lubricating Oil Market 


The market for lubricants is consi. 
erably improved, particularly cylinde 
stocks, but prices are unchanged. A gop. 


siderable export demand has sprung y 
Foreign marketers are said to be short 
f supplies and getting ready to fill their 
tanks. Two large domestic companie 
are reported to have recently closed cop. 
tracts for delivering 150,000 barrels of 
lubricants to Europe over the next year 
Wax is firm, with prices unchanged. 
Crude Oil Receipts Smaller 

Total receipts of crude oil by water 
at the port of New York during the week 
ended June 15, were 841,000 barrels, , 
daily average of 120,000 barrels. This 
compares with 1,702,000 barrels, or 243. 
000 barrels daily, the week before. The 
falling off was due to smaller shipments 
from each source, Gulf and Pacilic coasts 
and Mexico. 

Receipts of crude oil from the Pacifi 
Coast, during the week ended June 1), 
amounted to 495,000 barrels, against 890- 
000 barrels the previous week. In a long 
distance movement like that between the 
Atlantic and Pacific Coasts, the actual 
receipts from week to week are bound 
to vary. All indications point to a ree 
ord month for shipments from the Pacific 
New York. 

Receipts of crude and refined oil from 
the Gulf Coast fell off sharply. More 
vessels are being turned from this traf- 
fe to the Pacific Coast, including several 
smaller vessels of the Standard Oil Co. 
££ New Jersey. 

The following table shows receipts of 
crude and refined oil (mostly crude) from 
various sources during the week ended 
June 15, compared with the preceding 


Coast to 


week (in barrels) : 
Week Ended 
June 15 June § 
From the Pacific Coast: 
Standard of N. J. ........%75 000 345,0 
Atlantic Gulf Oil ...... . 220,000 ovee 
pe i Re rica 225,000 
WHOIMOCP GT TRIE ccc cccce ccvens 150,000 
Standard of N. Y... 95,000 
cc. &. Matety & Ce... ....-. 75,000 
From the Gulf Coast: 
Sinclair Consolidated ..... 80,000 sarees 
DStamGned of We d._.ccccese seves 249,000 
American-Italian S. S. .......... £0,000 
From Mexico: / 
Mexican Petroleum ...... 131,000 202,000 
Standard of N. J...... 70 000 130,000 
Mee TOGO GB. 6 ccc ccicccs 65,000 wees 
Royal Dutch .......ccccce cvcses 60,009 
Sinclair Consolidated ..........- 60,000 
U. 8.-Mexico Oil Corp.......... 30,000 
DE retest eaeieaiea wae 841,04 1,702,000 
Daily average ......... 12¢,v00 243,000 
Receipts from Mexico fell off from 


182,000 barrels during the week ended 
June 8, to 266,000 barrels during the 
week ended June 15. 


TEXAS UNIVERSITY LANDS 





AUSTIN, Tex., June 18.—House bill 
extending oil and gas permits from three 
to five years, and providing that on e& 
piration all -university lands oil per 
mits shall be for sale to highest bidders, 
was killed in the Senate. The bill was 
rewritten following discovery of oil 1 
Reagan County. 

PERSIA OFFERS OIL GRANT 





The Persian National Assembly has 
adopted a bill authorizing the Govern 
ment to negotiate with an Americal 
company for an oil concession in the 
provinces of Gilan, Mazanderan, Astrabad 
and Azerbaijan, with a view to obtain 
ing a loan of $10,000,000. mn 
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The illustration shows a 
Worthington two-cycle, 
solid-injection Diesel of 
greatly simplified design. It 
has no large valves to grind 
and there are but a few 
moving parts. 

(This type is particularly 
adapted for conditions when 
skilled attendance is not 
available). 





Deane Works, Holyoke, Mass. 


WORTHINGTON 


WORTHINGTON 


115 Broadway, New York City. 


Because Worthington 
makes Diesel engines for 
every oil engine service, it 
stands to reason that rec- 
ommendations made by 
Worthington engineers are 
impartial as far as the 















ew Pa. 





“A type for every service”’ 
Unprejudiced Recommendations 


selection of the proper 
type of engine is con- 
cerned. Also these recom- 
mendations have a back- 
ground of thirty years’ 
experience building inter- 
nal combustion engines. 





PUMP AND MACHINERY CORPORATION 


Branch Offices in 24 Large Cities 





“W-100.8 





YW 


Gas Engine Works, Cudahy, Wis. 
Power 





Blake & Knowles Works 
East Cambridge, Mass. & oD , . Cudahy, Wis. 
“Ganah — BE SII TIO SS SS ae 
larrison, N. J. ZT mio Oor : — > aX ; Wins ja . Y. 
Caidlaw Works, Cincinnati, Obio, ye. wx WOES Epping-Carpenter, Pittsburgh, Pa, 


































































merchants. 


Apollo 


GALVANIZED SHEETS 
Recognized as the standard of qual- 
ity since 184. APOLLO-KrYsTONE 
Galvanized Sheets with the copper 
ateel alloy base are unequaled for 
Culverts, Flumes, Silos, Roofing, 
Siding, Spouting, Gutters, Cornices 
and ail forme of exposed sheet metal 
work demanding superior rust re- 
sistance. Write for Apollo booklet. 


SSS hot 
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High grade roofing plates,care- 
fully manufactured in all de- 
tails. Also American Coke and 


Charcoal Bright Tin Pilates. 


OPPER is the anti-toxin for sheet metal rust. 
Properly proportioned, it puts into tanks and 
sheet metal building products a new measure of en- 
durance and resistance to rust that cannot be at- 
tained without its help. It assures lasting and sat- 
isfactory construction. Its use is strictest economy. 


Keystone 


COPPER STEEL 
KEYSTONE 


“Oppen Stee 


Gives Maximum Rust Resistance 


For Tanks 


Keystone Copper Steel is an alloy made by the ad- 
dition of a certain percentage of Copper to well 
made Steel, thereby greatly increasing its lasting 
qualities under actual service conditions. It is un- 
excelled for roofing, siding and construction pur- 
poses, as well.as for culverts, flumes, tanks, barrels, 
and all oil country uses. Sold by leading metal 
Send for booklet, “The Testimony of 
a Decade,” which proves conclusively the superior- 
ity of Keystone quality by actual service tests. 


Black 


SHEET PRODUCTS 
American Bessemer Steel Sheets, 
American Open Hearth Stee! Sheets, 
Keystone Copper Stee! Sheets, Auto- 
mobile Sheets—all grades, Special 
Sheets for Stamping, Electrical 
Sheets, Stove and Range Sheets, 
Japanning and Enameling Stock, 
Steel Barre] and Keg Stock, Ceil- 
ing Sheets, Black Plate, Etc., Ete, 





Manufactured by 


















Chicago Cincinnati Detroit 


DISTRICT SALES OFFFICES 
New Orleans 


New York 


American Sheet and Tin Plate Company 
General Offices: Frick Building, Pittsburgh, Pa. 





Philadelphia 


Pittsburgh St. Louis 


U. 8. Steel Products Company, New York Ci 


Export Ropresen Y ty 
Pacific Coast Representatives: U. 8. Keel Products Company, San Francisco, Los Angeles, Portland, Seattle 
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(Continued from Page 38) 


deeper at 2,300 feet; The Texas Co.'s 
No. 18 Black Brothers, drilling in hard 
gray lime and swabbing with a little 
oil showing at 3,280 feet; No. 19 Black 
Brothers, running 15%4-inch casing at 
510 feet; No. 4 Heatley, underreaming 
814-inch casing to 2,245 feet; total depth 
2,545 feet; No. 8 Keathley, drilling in 
blue shale at 3,045 feet; No. 35 Parks, 
drilling in blue shale at 2.405 feet. 
Eastland County 
Completions: The Mid Kansas Oil & 
Gas Co.’s No. 3 Anderson, 20 bbls. at 
2,900 feet; Perkins and others’ No. 1 
Bobo, 25 bbls. at 1,725 feet; Texas & 
Pacific Coal & Oil Co.’s No. 25 Butler, 
25 bbls. at 3,470 feet; Todd and others’ 
No. 3 Bobo, 20 bbls. at 1,720 feet. 
Drilling: The Burleson Oil Co.’s No. 
1 Leiska, fishing for 8-inch casing at 
2,250 feet; Day and others’ No. 1 Daven- 
port, may skid rig, total depth 3,514 feet ; 
the Donnelly Drilling Co.’s No. 4 Mar- 
tin, rigging up and fished for casing at 
8,230 feet; Garrett and others’ No. 1 
Parsons, shut down for casing at 1,840 
feet; the Gulf ‘Production Co.’s No. 5 
Caudle, drilling in the Caddo lime at 
8,050 feet; Harris and others’ No. 4 
Kirsch, setting 8-inch casing at 1,680 
feet; No. 5 Kirsch, drilling at 2,150 feet ; 
Kirk & Brewer’s No. 1 Eppler, drilling 
at 1,925 feet; Kirqpatrick and others’ 
No. 1 Boone, has 50 feet of fluid in the 
hole, set 5inch casing and drilling at 
8,250 feet; Knight and others’ No. 2 
Underwood, drilling in shale at 2,150 
feet; Magnolia Petroleum Co.’s No. 1 
Stubblefield, showing 750,000 feet of gas 
and drilling at 2,755 feet; McCamey and 
others’ No. 4 Kirsch, drilling at 2,305 
feet; McLester and others’ No. 1 Bryant, 
fishing for casing at 2,855 feet; the Mag- 
nolia Petroleum Co.’s No. 7 Barnes, drill- 
ing at 515 feet; the Mook Tex Oil Co.’s 
No. 1 Woods, fishing for casing at 2,925 
feet; the Nixon Oil Co.’s No. 1 Parrock, 
fishing job at 1,700 feet; Northrup and 
others’ No. 1 Brogden, drilling in shale 


and lime at 3,015 feet; Panhandle Re- 


fining Co.’s No. 1 Wright, drilling in 
lime at 3,255 feet; the Pennys Petroleum 
Co.’s No. 1 Lasater, drilling at 1,605 
feet; Root and others’ No. 1 Walker, 
Grilling at 1,605 feet; Rosenfield and 
others’ No. 1 Brunnett, drilling at 310 
feet; States Oil Corp.’s No. 1 Wright, 
drilling at 3,660 feet; Texas & Pacific 
Coal & Oil Co.’s No. 2 Saucier, drilling 
at 1,660 feet; the Westland Oil Co.’s No. 
1 Stubblefield, drilling in a lime forma- 
tion at 3,160 feet; The Texas Co.’s No. 
1 Clarke, underreaming 1214-inch. casing 
at 1,038 feet; total depth, 1,130 feet; 
No. 2 Hightower, drilling in biack slate 
at 645 feet. 


Wildcat Completions 

Archer County: Completions—Jack 
Abernathy’s No. 1 Wilson, dry at 2,035 
feet; the American Refining Co.'s No. 3 
K. & K., 100 bbls. at 1,745 feet; Cohen 
and others’ No. 3 Wilson, 20 bbls. at 
1,580 feet; the Comet Petroleum Co.’s 
No. 17 Ferguson, 50 bbls. at 1,590 feet ; 
the Gulf Production Co.’s No. 2 Fergu- 
son, 100 bbls. at 1,770 feet; the Iowa 
Park Producing & Refining Co.'s No. 6 
Ferguson, 90 bbls. at 1,767 feet; Lang- 
ford and others’ No. 3 K. & K., dry at 
1.800 feet; Lanning and others’ No. 1 
K. & K., dry at 2,004 feet; the McCarty 
Oil Co.’s No. 6 Wilson; 55 bbls. at 1,593 
feet; same company’s No. 7 Wilson, 18 
bbls. at 1,580 feet; the Oil Investment 
Co.’s No. 1-D Wilson, 70 bbls. at 1,600 
feet; same company’s No. 1-B Wilson, 
dry at 1,600 feet; Saley and others’ 
No. 3 K. & K., 110 bbis. at 1,760 
feet; the Sunshine State Oil & Re 
fining Co.’s No. 10 Ferguson, 75 bbls. 
at 1,735 feet; the Swastika Oil Co.’s No. 
1-B Richardson, dry at 1,990 feet; the 
Texhoma Oil & Refining Co.’s No. 3 
Cetti, dry at 1,786 feet; No. 4 Cetti, 
17 bbls. at 1,780 feet; No. 10-E Fergu- 
son, 65 bbls. at 1,770 feet; No. 12-E Fer- 
guson, 125 bbls. at 1,772 feet; No. 13-E 
Ferguson, 100 bbls. at 1,770 feet; No. 
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18-A Ferguson, 75 bbls. at 1,742 feet 
the Tidal Oil Co.'s No. 5 Ferguson; 5 
bbls. at 1,750 feet; the White Oil Cop, 
No. 8 K. & K., 150 bbls. at 1,733 fee 

Drilling: The American Refining (4), 
No. 4 Ferguson is drilling in shale » 
1,600 feet; No. 4 K. & K., setting casin, 
on top of an oil sand at 1,744 feet; Ny 
1-B K. & K., testing-an oil sand at 1,89 
feet; No. 1 Wilson, set 65-inch Casing 
and cemented on top of an oil sand y 
1,580 feet; No. 2 Wilson, flowing 11) 
bbls. and not yet completed, from a sanj 
at 1,570 feet; the Ark Tex Oil Co.'s Ny 
1 Carter, testing an oil sand at 1,5% 
feet; Bowler and others’ No. 1 Harris 
drilling in brown shale at 1,720 fegt. 
Bridwell & Heydrick’s No. 1 Parrish 
drilling at 525 feet; Burns & Stoneking’ 
No. 1 Wilson, drilling at 1,820 feet. 
Chenault and others’ No. 3-A Wilson, 
standardizing on top of oil sand at 15% 
feet; Clark and others’ No. 1 White 
drilling at 1,575 feet ; Clayton and others 
No. 1 Richardson, has a hole full of «ij 
from a sand at 1,893 feet; the Eagk 
Creek Oil Co.’s No. 1 Richardson, shoy. 
ing water and oil from a sand at 1337 
feet; the Electra Gulf Oil Co.’s No. 13 
Fergusyn, testing an oil sand at 1,77} 
feet; the Eureka Drilling Co.'s No, 1 
Richardson, standardizing on top of gil 
sand at 1,395 feet; the F. & H. Syndi- 
cate’s No. 3 K. & K., testing a sand at 
1,742 feet; Fowler and others’ No, 1-3 
Fowler, drilling at 1,405 feet ; the Godley 
Oil Co.’s No. 1 Taylor, drilling in shal 
at 2,070 feet; Gulf Production Co.’s No, 
6-B Ferguson, drilling in an oil sand 
at 1,760 feet; No. 1 Brown, drilling and 
testing an oil sand at 1,590 feet; Hayne; 
and others’ No. 7 Ferguson, waiting on 
a star machine to drill in and complete 
at 1,760 feet; the Humble Oil & Refining 
Co.’s No. 3-B K. & K., testing an oil 
sand at 1,779 feet; No. 4-B K. & K., ce 
mented 65-inch casing on top of an oil 
sand at 1,770 feet; the Itan Oil Co.'s No. 
1 Harris, drilling at 1,810 feet; the Ken- 
tucky Oil Corp.’s No. 5-B Parkey, rat- 
tailing at 1,760 feet ; Langford and others’ 
No. 4 K. & K., set 65-inch casing and 
cemented on top of an oil sand at 1,610 
feet. 

Wilbarger County 

Drilling: Bridwell and others’ No. 1 
Waggoner, drilling in lime at 2,075 feet; 
Robinson and others’ (now Tidal Oil 
Co.) No. 1 MecCaleb, drilling at 1,875 
feet; Laughlin and others’ No. 1 Wag- 
goner, drilling at 1,355 feet; the Number 
Nine Oil Co.’s No. 4 Waggoner, shut 
down for 84-inch casing at 1,500 feet; 
Zacaquiesta Oil Co.’s No. 1 Wharton, 
pulling 5;-inch casing to run a packer 
at 2,615 feet. 

Casing Collapsed 

The McCarty Oil Co.’s No. 4 Wilson, 
casing collapsed, sand at 1,590 feet show- 
ing some oil; McJunkin and others’ No. 
1 school land, drilling at 1,835 feet; Mc 
Garr and others’ No. 1 Hyter, shut down 
for orders at 1,566 feet; Maxon & Burns’ 
No. 1 Griffin, drilling at 1,815 feet ; Park- 
er and others’ No. 1-B Wilson, standard- 
izing on top of an oil sand at 1,585 feet; 
Shaw and others’ No. 8 K. & K., set 
65-inch easing and cemented at 1,714 
feet; No. 9 K. & K., showing 800 bbls. 
estimated production and not yet com 
pleted from a sand at 1,750 feet ; No. 3B 
K. & K., cementing casing on top of a0 
oil sand at 1,713 feet; No. 1-B Wilson, 
drilling at 1,565 feet; Sibley and others 
No. 2 White, made 60 bbls. of oil, 4 
bbls. of water first 13 hours after drill 
ing cap rock from a sand at 1,450 feet; 
Simms Oil Corp.’s No. 6-A Fergusol, 
drilling and testing a sand at 1,735 feet; 
Staley & Stone’s No. 5-A K. & K., drill- 
ing and testing a sand at 1,778 feet; 
No. 6-A K. & K., setting 65g-inch casing 
at 1,745 feet; Staley and others’ No. 1 
Wilson, showing water and oil from 4 
sand at 1,600 feet; No. 7 Ferguson, lost 
casing seat at 1,741 feet; No. 8 Fergt: 
son, drilling and testing a sand at 1,097 
feet; the Sun Oil Co.’s No. 1 Kovat, 
standardizing on top of an oil sand 
1,391 feet; the Texas & Pacific Coal & 
Oil Co.’s No. 3 Wilson, standardizing 
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Write for Bulletin 


Bulletin 500, illustrates and 
describes “Youngstown 
Tanks.” It will be mailed 
free to executives request- 
ing it. 


+ 


The YOUNG 
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ein ae he See an ag be ee 


= Youngstown Ohio -- U.S.A. 


THE OIL AND GAS JOURNAL 83 





UR golden rule of business is to build a quality 
product, sell it at a fair price and make a profit 
and back our customer in the service he should 
expect from the product we sell him. From this 

policy we have developed a stronghold in the storage tank 
industry that distinguishes this company as one of the 
leaders. 

In all parts of the civilized world “Youngstown Tanks” 
are used and they dot the earth in increasing thousands 
each year. Built in standardized designs in capacities 
ranging from 400 gals. to 80,000 bbls. these tanks bear an 
unqualified five year guarantee. 


THE YOUNGSTOWN BOILER & TANK CO. 


President. 


No. 5 of a Series of Advertisements 


STOWN BOILER © TANK Company 

















































































Better Tests 
With Ground and 
Polished Bottoms 


UR brilliant clear flint glass 
Sample Oil Bottles, with 
ground and polished bot- 

toms are what you need for making 
more accurate viscosity and color 
tests. 


2 oz., 4 oz. and 8 oz. bottles are 
kept in stock. Your order can be 
quickly filled. Please specify if you 
desire ground and polished bottoms. 

Extra long, high grade corks to go 


with your bottles can be supplied 
from our Cork Factory. 


Let your sample tell your story! 


Write our nearest Branch. They will be 
glad to assist you with your bottle problems. 


Minnis Glass Company 


Alton, Ill, 
“Bottles of Every Description’’ 


BRANCH SALES OFFICES 


Atianta, Ga. Cleveland, Ohio Memphis, Tenn. Philadelphia, Pa. 
Baltimore, Md. — pallas, Texas Milwaukee, Wis, Pittsburgh, Pa. 
Boston, Mass. Portland, Ore. 
Baftalo, N. Y. Denver, Colo. Minneapolis, Minn. g§;¢ Louis, Mo. 
Detroit, Mich. Nashville, Tenn. St. Paul, Minn. 
Kansas City, Mo. New Orleans, La. San Francisco, 


Seattle, Waeh. 


Obicago, Tl. 
Cincinnati, Ohio 


Los Angeles, Calif. New York, N. Y¥. 
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sand at 1,600 feet, showing some oil; the 
Texhoma Oil & Gas Co.’s No. 14E Fer- 
guson, drilling jn an oil sand at 1,761 
feet; the Tidal Oil Co.’s No. 6 Fergu- 
son, rigging up to pump and test a, sand 
at 1,751 feet; No. 7 Ferguson, oil sand 
at 1,748 feet; the United Royalties’ No. 
1 Richardson, setting 65,-inch casing at 
1,315 feet; Dr. Wallace’s No. 4 K. & K., 
run 65-inch casing at 1,770 feet; the 
White Oil Corp.’s No. 6 K. & K., trying 
to shut off water at 1,730 feet. 
Jack County 
Drilling: The Atlantic Oil Producing 
Co.’s No. 1 Hinsley, drilling at 2,165 
feet; Fortuna Oil Co.’s No. 1 Halsell, 
plugging to abandon at 4,625 feet; Ran- 
ger Oil & Gas Co.’s No. 1 Leatherwood, 
sand showing a little oil and gas at 4,712 
feet, preparing to abandon. 
Montague County 
Completion: The Tidal Oil Co.’s No. 
1 Handley, dry at 3,138 feet. 
Drilling: The Amerada Oil Co.’s No. 
1 Beasley, spudding at 100 feet; the 
Bowie Chief Oil Co.’s No. 1 Boedeker, 
drilling in shale at 2,560 feet; the Comet 
Petroleum Co.’s No. 1-A Cook, spudding 
at 40 feet; the Fensland Oil Co.’s No. 
1 Turner, drilling without any showing 
at 2,815 feet; the Guarantee Fund Oil 
Co.’s No. 1 Jordan, drilling at 2,100 feet; 
the Mascho Oil Co.’s No. 1 Howard, shut 
down for 12%-inch casing at 680 feet; 
the Montague Oil Syndicate’s No. 2 Sum- 
merour, drilling at 1,255 feet; Sheppard 
and others’ No. 1-A Crenshaw, fishing at 
920 feet; No. 1-B Crenshaw, fishing at 
1,245 feet; Spencer and others’ No. 1 
Wilson, drilling at 700 feet; Staley and 
others’ No. 1 MeNatt, drilling at 2,965 
feet; the Timberlake Co.’s No. 1 Young, 
running 8-inch casing at 1,530 feet. 
Clay County 
Completion: Brown and others’ No. 1 
Bevering, dry at 2,508 feet. 
Drilling: The Campbell Oil Co.’s No. 
1 Spivey, shut down for orders at 2,525 
feet; Clark & Cowden’s No. 1 Turner, 
shut down to standardize at 2,500 feet; 
the Crude Oil Producing Co.’s No. 1 
Kinder, picked up a sand at 860 feet 
that showed a little oil, will drill deeper; 
Dean and others’ No. 1 Davidson, shut 
down to standardize at 2,365 feet; Dun- 
ning and others’ No. 1 Hapgood, drilling 
at 1,945 feet; the Gulf (Production Co.’s 
No. 2 Worsham, in brown shale at 2,105 
feet; No. 1 Boddy, shut down for 12-inch 
casing at 740 feet; the Knox Findley 
Development Co.’s No. 2 Saner, drilling 
at 685 feet; Ladd & Hammond's No. 1 
Parker, fishing for a bit at 1,495 feet; 
the Lone Star Gas Co.’s No. 10 Miller, 
gas sand at 1,405 feet; total depth 1,710 
feet; will plug back and test gas sand; 
No. 4 Edrington, shut down for 65¢-inch 
casing at 2,290 feet; the Nebraska Oii 
& Gas Co.’s No. 1 Myers, fishing for 
drill pipe at 3,300 feet; Panhandle Re- 
fining Co.’s No. 1 Craig, derrick down 
at 1,880 feet ; Ross & Webb’s No. 1 Stein 
had a show of 2 bbls. of oil from a sand 
at 835 feet, have reset 65,-inch casing 
and will drill deeper; the Sealing Oil 
Corp.’s No. 1 Scaling, fishing for, 10-inch 
casing at 1,300 feet. 
Wise County 
Drilling: The Booneville Oil & Gas 
Co.’s No. 1 Castlebury’s 1214-inch casing 
parted at 1,770 feet; Scott and Hunter’s 
No.-1 Askey, rigging up tools to clean 


29 


out and drill deeper at 3,266 feet. 


Baylor County 
Drilling: Cunningham and others’ No. 
1 Turbeville, is a derrick; Bob Waggon- 
er and others’ No. 1 Portwood, drilling 
at 505 feet. 
Carson County 
Drilling: The Gulf Production Co.’s 
No. 3-A Burnett, drilling in lime with 
a showing of 5,000,000 feet of gas at 
2,570 feet; the Humphreys Oil Co.’s No. 
1 Sandford, drilling in salt at 960 feet; 
Silk and others’ No. 2 Burnett, side- 
reaming with a show of oil at 2,925 feet; 
Temple and others’ No. 1 Harrell, fishing 
for a bailer at 400 feet. Tipton, Stone 
and others’ No. 1 McConnell, shut down 
for boiler repairs at 2,915 feet. 


feet. 


Drilling : 
Cleveland, 


Thursday, 


Hutchinson County 
Drilling: The Emerald Oil Co.’s No 
1 Calbe, building a rig; the Humphrey, 
Oil Co.’s No. 1 Johnson, shut down at 
20 feet; 
John Brothers, spudded and shut down 
at 100 feet. 


Montgomery 


and others’ No, | 


Brown County 
Completions: New Domain Qi] Co.'s 

No. 1 Newton, dry at 1,400 feet; same 

company’s No. 2 Newton, dry at 1,385 


Bailey and 
fishing at 


others’ 


1,485 


No. 1 
feet; the 


Brownwood Petroleum Co.’s No. 6 Wil. 
liams, shut down for pipe line connec. 
tions at 1,400 feet; the Canyon Oil ¢ 
Gas Co.’s No. 2 McDonald, fishing for 
tools at 1,150 feet; Colespen and others 


No. 


i 


Arlege, 


drilling at 1,000 feet: 


Crabb and others’ No. 1 Elsberry, drilling 
at 1,315 feet; Crabb and others’ No, ? 


McDonough, 
lugs at 1,133 feet. 


fishing 


for underreaming 


Price and others’ No, 


2 Blair, fishing for tools at 2,800 feet: 
Stout Petroleum Co.’s No. 1 Turner, hays 
a fishing job, at 2,140 feet. 
Callahan County 
Completions: Western Oil Sales Corps 
No. 9 Neuman, 10 bbls. at 375 feet; No 
7 Neuman, 20 bbls. at 370 feet; No, 8 
Neuman, 8 bbls. at 370 feet; No. 9 Neu 
5 bbls. at 3876 feet; No. 10 New. 


man, 
man, 
man, 
man, 
man, 
man, 
man, 


man 


Drilling : 


No. 


10 
15 
10 
15 
10 
10 


bbls. at 375 
bbls. at 378 
bbls. at 378 
bbls. at 378 
bbls. at 416 
bbls. at 374 


feet; No. 11 Neu 
feet; No. 12 Neu- 
feet; No. 13 Neu- 
feet; No. 14 Neu- 
feet; No. 15 Neu- 
feet; No. 16 Neu- 


10 bbls. at 367 feet. 


the Byron Union Oil Co.'s 
1 Hennessey, drilling in black shale 


with a show of oil at 3,550 feet; Dutton 
and others’ No. 1 Cathey, shut down at 
1,760 feet ; Murre and others’ No. 1 Isen- 
hower, underreaming 8-inch casing at 
995 feet. 


at 2,865 feet; 


Coleman County 

Drilling: Case and others’ No. 1 Frick, 
drilling at 620 feet; Norman and others’ 
No. 1 Parker, drilling at 160 feet; Roth 
and others’ No. 1 Star ranch, drilling 
at 3,780 feet. 
Mitchell County 

Drilling: The California Oil Co.’s No. 
1 Morrison, drilling at 2,400 feet; No. 1 
Richardson, at 3,920 feet; Colo-Tex Pe 
troleum Co.’s No. 2 Foster, has a fishing 
job at 2,625 feet; the Gulf Production 
Co.’s‘ No. 1 Crawford,. drilling in shale 


the Magnolia Petroleum 


Co.’s No. 1 Foster, has a bad hole at 
4,000 feet; the Underwriters Producing 
& Refining Co.’s No. 1 Coleman, shut 
down for storage at 
Morrison, mudding off water at 3,000 
feet; No. 1 Smith, drilling with a small 
show of oil at 2,945 feet. 
Palto Pinto County 
Completions: The Buffalo Brazos Oil 
Co.’s No. 1 Dalton, dry at 1,150 feet; 
the Dalton Oil Co.’s No. 1 Dalton, dry 
at 3,570 feet; Johnson and others’ No. 1 
Howard, dry at 2,650 feet; McGuire and 
others No. 1 Carter, 10 bbls. at 1,78 


feet. 


3,258 feet; No. 3 


Drilling: Clark and others’ No. 1 Conk- 
lin, shut down for 5-inch casing at 3,900 


feet ; 


Cunningham 


and others’ 


No. 1 


Poer, shut down with a bailer and two 
strings of tools in the hole at 2,340 feet; 
Daniels and others’ No. 1 Hemphill, set 
6-inch casing and shut down for tools 
at 2,732 feet; Frazier and others’ No. 1 
Stuart Brothers, spudding ; the Lewis Oil 
Co.’s No. 1 Brannon, show of gas and 
drilling 
others’ No. 1 Hitson, drilling at 3,35 
McPhail Oil Co.’s No. 1 Eubank, 
contractor moved tools away, 2,045 feet: 
the Nelson Oil Syndicate’s No. 2 Finch 
drilling in lime at 3,635 feet; Owen & 


feet ; 


Burkett’s 


at 3,620 


No. 6 


feet ; 


Wheeler, 


Manning and 


drilling st 


1,625 feet; Texas & Pacific Coal & Oil 
Co.’s No. 1 Robinson, showing 4,000, 

feet of gas and underreaming to shut off 
water at 3,570 feet; Transcontinental 
Oil Co.’s No. 9 Lane, fishing for 2 bi 
at 2,665 feet; Upham and others’ No. 3 
Ritchie, drilling at 825 feet; No. 

Wharton, drilling at 1,860 feet ;~Youkot 
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Hello, Central, give us Number 5000000. We are going to talk 
to all the Producers of Oil and Gas in the world. “There they are, 
go ahead.” This is 


of Washington, Pa. Are you allthere? “Yes.” Well, what we 
wish to tell you is that our Derricks are made of Structural Steel 
—just the same as Eiffel Tower, in Paris, a thousand feet high, 
and can entertain 10,000 people in its restaurants and theaters, 
and 3000 people per hour can be handled by its elevators. We 
don’t bother with “Duplicates, Triplicates or Falsicates;” but if 
you need a Derrick that will sustain 1,000,000 pounds, just say 
the word and it is yours. Yes, we make our derricks out of the 
same material that the shipbuilder uses, the railroad builder 
uses, what whole cities are built from, what is used in transmis- 
sion towers, what is used in cranes that hoist a locomotive the 
the same as a block of wood. Ina word, we use what all the rest 
of the constructors in the world are using. And when every- 
thing is sand and done, there are just two classes of material 
from which derricks can be made — namely, wood and steel. 
All the rest have to be patched up. 





Just here we are going to stake our whole reputation on two 
cards—we will depend on “drawing to our hand.” There are two 
large gas companies who have 1,000 of our derricks between 
them. On request, we will furnish their names and you can 
write them, and if they do not state that they have been using 
our derricks for 14 years, and that some of the derricks have 
drilled close to a hundred wells and are still good, and if they 
do not state further, that these derricks can be erected and dis- 
mantled in one-half the time required for any other derrick in 
the world, we will quit right here; we will never write another 
ad in The Oil and Gas Journal.” In a word, we will submerge 
into the dark waters of oblivion. 


ASK 
THE OHIO STRUCTURAL STEEL CO., Newton Falls, Ohio 
FRICK & LINDSAY, Pittsburgh, Pa. 
or C. T. HENTHORNE, Tulsa 
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LEIDECKER TOOL COMPANY 








Leidecker Steam Drilling 
Engine 


“Built for Oil Field Service’’ 


You'll agree, that an engine or a machine which is 
built expressly for a certain duty generally embodies 
all the requirements for that particular service. 


For instance, the Leidecker Steam Drilling Engine 
is made especially for Well Drilling service. It is 
adapted to every condition of this specialized utility. 
The standardized type of slide valve giving apt re- 
versibility and flexibility responsive action meets 
every requirement of handling the tools or casing. 
The frames, bearings and working parts are con- 
structed in extra sturdy fashion to cope with the most 
severe operating conditions. 


Every detail is provided to make this engine a su- 
perior source of power for drilling purposes. 


Even to the positive force feed lubricator which is 
automatic, operating only when engine is running, 
and the water pump which is the improved model 
giving more efficient and dependable service. 


Being built throughout to standard gauges, the 
interchangeability of all parts makes a commend- 
able feature of this engine. From our complete stock 
we can supply all your needs for Engines of this 


type. 


Write for more information and priees. 


**We are the Manufacturers.’’ 


LEIDECKER TOOL COMPANY 
MARIETTA, OHIO 


Branch Stores and Shops 
Casper, Wyoming Basin Wyoming Bartlesville, Oklahoma 




















Oil Co 
casing at 3,815 feet. 


Parker County 


Completion: Capital Oil 


Co.'s 


McFarland, dry at 1,500 feet. 


Drilling: Tolbert 


Gilbert, shut down, 
rig, at 2,890 feet. 


Scurry 
Drilling: 


and others’ 
making repairs to 


County 
Camp Springs Oil Co.’s No. 
1 Quinn, drilling at, 825 feet ; 


.s No. 1 Seaman, shut down for 


No. 1 


No. 1 


Hermleigh 


Oil & Gas Co.’s No. 1 Burros, drilling in 


shale at 2,690 feet 


1 Moore, drilling at, 1,560 feet. 
Shackelford County 


Completions: 


Scott and others’ Ne¢ 
3,620 feet. 

Drilling: 
No. 2 Brazzell, 
at 3.650 feet; 
No. 3 Lynch, 
1-B Lynch, a rig; No. 


; Loutex Oil Co.’s No. 


The Landreth Oil Co.’s 
No. 7 Poindexter, 30 bbls. at 3,555 feet; 


». 1 Truehart, dry at 


The Empire Gas & Fuel Co.’s 
unable to shut off water 
Humble Oil & Gas Co.'s 

drilling at 1,970 feet; No. 

2-A Poindexter, 


showing an estimated production of 600 


bbls. at 
feet; No. 
a hole full of water 


3,582 feet; will 
3-A Poindexter, 
at 2,610 


drill to 


3,600 


drilling with 


feet ; 


Poindexter, drilling at 2.110 feet; 


reth and others’ No. 
at 810 feet; No. 
4,000,000 feet of gas at 
drilling at 3,550 feet; No. 
running 65¢-inch 
No. 9 Peladenter, 


2 Brazzell, 
6 Poindexter, showing 
3,400 feet 


casing at 
drilling at 2,290 feet. 


No. 4A 


Land- 


drilling 


and 


8 Poindexter, 


2,690 


PRODUCTION REPORT 
Week Ending June 14, 1923 





Burkburnett 
American Ref. Co. ‘ 
Humble Oil & Ref. Co 
Gulf Production Co. 
Kansas & Gulf Co. 
Magnolia Pet. Co. 
McMahon Oil Co 
Middle States Oil Co. 
Oklahoma Pet. & Gas Co 
Panhandle Refining Co. 
Ryan Petroleum Co. .... 
Sinclair Oil & Gas Co. 
W. G. Skelly soa 
The Texas Co. 
Texhoma Oil & Ref. Co 
Miscellaaneaous 


Total 


Electra 
Empire Gas & Fuel Co. 
Humble Oil & Ref. Co. 
Griswold Oil Co. 
Gulf Production Co. 
Magnolia Pet. Co. 
Middle 
McMahon Oil Co. 
Panhandle Ref. Co. 
The Texas Co. 
Texhoma Oil 
Miscellaneous 


Total 


States Oil Co. ... cose 


eo Mat. Ca. ..505 








feet ; 


27,645 


25,540 


Iowa Park, Archer County and Petrolia 


Iowa Park— 
American Ref. Co. 
Griswold. Oil Co. 
Gulf Prod. Co. 
Middle States Oil Co. 
Ryan Petroleum Co. 
Texhoma Oil 
Miscellaneous 

Archer County— 
American Ref. Co. 
yulf Production Co. 
Humble Oil & Ref. Co. 
The Texas Co. 
Texhoma Oil & Ref. Co. 
Miscellaneous 

Petrolia— 
Gulf Production Co. 
The Texas Co. .. 
Miscellaneous 


Total 


& Ref. Co. ..... 


Stephens County 


Empire Gas & Fuel Co. .... 
Gulf Production Co. ... 

Humble Oil & Ref. Co. 

Magnolia Pet. 
Mid-Kansas Oil & Gas Co 
Prairie Oil & Gas Co, ; 
Sinclair Oil Co. 
The Sun Co. 
The Texas Co. 
T. & P. Coal & Oil Co. 


Re ests e's eas 








1 
- 3, 
3, 
- 1,555 
3, 
- i, 





Miscellaneous .......eseesseees 
WORE 6-403 Saw Kde hae 08sec eenes 
Eastland Ceunty 
Empire Gas & Fuel Co. 3 
Gulf Production Co. ...... 1,000 
Humble Oil & Ref. Co. 75 
Magnolia Petroleum Co. . 520 
Mid-Kansas Oil & Gas Co. 70 
Panhandle Ref. Co. ..... 396 
Prairie Oil & Gas Co 890 
Sinclair Oil Co. . 790 
The Sun ”.. rs 20 
The Texas Co. 366 
T. & P. Coal & Oil Co. 1,150 
| Pree 6,010 
Co ROP re ee re 
Other Fields 
Strawn— 
T. & P. Coal & Oil Co. ....... 305 
Miscellaneous .......seesceeeee 950 
Moran— 
Empire Gas & Fuel Co. ...... 415 
Humble Oil & Ref. Co. ....... 1,060 
We SOONG GR. nc cccccesess 240 
Texhoma Oil & Ref. Co. 190 


Miscellaneous 


20,380 


33,480 


11,310 
























































Coleman County— 





rae 170 
Brown County— 
BMEiscellIAMeOUS oo cccccccccceses 720 
Comanche-Eastland— 
Humble Oil & Ref. Co. ..... 405 
Empire Gas & Fuel Co. ..... 20 
Magnolia Petroleum Co. ..... 1,550 
Mid-Kansas Oil Co. ......... 280 
Prairie Oil & Gas Co. ....... 275 
Sinclair Oil & Gas Co. ........ 10 
TRO TOES GO. 6 cccvcccvcssse 415 
T. & P. Coal & Oil Co. ..... 270 
Miscellaneous .....sseeese.5. 4,205 
Young County— 
Gulf Production Co. .......... 265 
North American Ref. Co. ..... 210 
Cele. FOR. BS BOS GO. ose cvscese 160 
PammemGle Wet. CO. ..cccscece 460 
Sinclair Oil & Gas Co. ........ 640 
The TORAB CO. .cccscccveceves 115 
DEISCOUANGOUS 2 ccccssccccccece 6,205 
BMENCRSI COUNTY 2c cccccccceses 360 
WOME 0'6'0:0:6:0 0:9:0605.0410 68440000 21,689 
Total all flelA@S ....ccccsess 140,03 
TOtel TRAE WOE 96.06 scrececese 128,58 
Gain ..ccecceerececesvecvees 1,455 





GROSS PRODUCTION OF 
GULF COAST FOR May 


HOUSTON, Tex., June 16.—The est. 
mated gross product:on in the Gulf Coast, 
Laredo, Somerset and miscellaneous dis. 
tricts totaled 3,272,304 bbls. in May 
against an estimate of 3,266,860 bbls. 
during April. 

The following table shows the estimate 
for each district: 















Gross 
District— Bbls. 
po Grrr 47,951 
Blue Ridge 20,962 
Barber Hill 21,911 
OO RR err rere ere 1,860 
Damon Mound ........... 2,369 73,439 
BE odes weseoevstdeves 83 26,009 
a ee 20,806 644,986 
Humble ° 213,866 
Saar ree 544,416 
Jennings 13,392 
Markham 3,317 
Orange 364,616 
Pierce Junction 32,891 
Spindletop 815 25,265 
Saratoga 1,178 63,258 
ee eee 5,389 167,059 
Somerset & Piedras Pintas 3,344 113,664 
re ee 6,884 182,404 
Welsh and Anse La Bute.. 86 2,666 
West Columbia .......... 18,82 683,420 
Miscellaneous (Laredo, Mi- 
lam County, Nacogdoches, 
High Island, Big Creek 
and other places) ...... 3,840 135,040 
TO0e BAF 0.00.0 6.6s00000% 104,204 3,272,304 
Petal APT ..cccscsccee 107,562 3,226,860 
Difference .......-+e+ee sees 
Deducting Laredo, Milam shallow 


sands and Somerset makes Gulf Coast 
alone 2,992,620 bbls. compared with 3, 
022,260 bbls. in April. 





PIPE LINE RUNS 


The following table shows the runs and 
shipments by the various pipe lines in the 
oil fields of New York, Pennsylvania, West 


Virginia, Kentucky, Tennessee, Ohio and 
Indiana: 

Runs, June 1 to 10, Inclusive 
National Transit Co. .....ccececees 91 
South West Pa. Lines ...........+.+ 
Mureme PF. Es. CO. ssccccvecescecsorve 
Buckeye P. L. Co. (Lima) ........ 
Buckeye P. L. Co. (Macksburg) 


Cumberland P. L. Co. 
Bedtone. F. In CG. scccceesesaes 
York Transit Co. 
Water Pipe Line (Pa. Oil) .... 
Oil)....++ 


New 
Tide 





Tide Water Pipe Line (Ill. 
OUR 6.606006 46sd4Hr0 Hee ersesseres 
AVETAGEe TUNS 2. cecseeserseceesees 
Shipments, June 1 to 11, Inclusive 
National Transit Co. 147,872 


Lines 


(Lima) 


South West Pa, 
Eureka P. L. C 
Buckeye P. L. 








Buckeye P. L. Co. (Macksburg) . ° 
Cumberland P. L. Co » 32,970 
Indiana FP. Ee. CO. 2.000. 9 
New York Transit Co. , 
Tide Water Pipe Line (Pa. Oil)....138 466 
TE ij canishiehtaesnsd seems 574,147 
Average shipments ..........+++: §2,195 





RESERVE PERU’S OIL ZONES 


The Rumanian Ministry of Promotion 
bas ordered the Mines and Waters En- 
gineer Corps to make a survey showing 
the unoccupied oil zones offering the rich- 
est probabilities, so that they may be re 
served for the State. 





STANDARD CHARTERS TANKERS 


The Standard Oil Co. of New Jersey 
has chartered four tankers from the 
United States Shipping Board. These 
are Darden, Cabrilla, Kekoskee and Cas 
tena, 7,500 d.w.t. each, which have beet 
fixed at 50 cents per bbl. for five trips 
from Gulf to north Atlantic ports. 
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Chicago Pneumatic Single Stage Belt Driven Air Compressor, Class N-SB 











Dependable compressors for oil companies 


IL companies, large and small, are 

installing Chicago Pneumatic Air 
Compressors for transferring oil and for 
construction work around refineries 
and in the field. One oil company in 
the middle west has installed three belt- 
driven compressors — one, a large duplex 
unit — a steam engine, five large gas 
engines, and an oil engine for direct con- 


nection to a triplex pump—all manufac- 
tured by the Chicago Pneumatic Tool 
Company. Reliable and positive in 
operation, Chicago Pneumatic Compres- 
sors are ideal for supplying oil field air 
requirements. The cost of your field con- 
struction and refinery transferring oper- 
ations will cease to be problems if you 
install Chicago Pneumatics. 


Over 500 distinct types and sizes, stationary and portable, for every power requirement, Capacities 50 to 
5000 cubic feet of air per minute. Expert engineering counsel without obligation. Ask for Bu/letins. 



























Chicago Pneumatic Tool Company 
Chicago Pneumatic Building - 6 East 44th Street - New York 


Sales and*Service Branches all over the World 
“ “CP” Products are stocked at TULSA, OKLA., 218 North Main Street 
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OSS PRODUCTION, FIRST 
QUARTER 1923, 24,503,090 BARRELS 
The gross production 
in Texas decreased ; , > 
the frst three months of tt ised at the rate of 13,818 bbls. daily during 
pect saeng dh 0 pone year as compared to the last three months of 1922 
y e returns on the first quarter gros “4 
F s production report of > State 
pe shows a total gross production of} 24.503,090.24 bbls. with a ‘ bee ; om » 
. é < - Oo 
995 This compares with a production of 26,318,844.13 bbls. for the 1: —_ 
of 1922 and a value for tl phe Bey 
or that period of $36,586,976.66. It will be seen, theref 
® while production was nearly 2,000,000 bbls. less, the val ‘ "retore, that 
greater, this being d ) . A S. less, the value was about one- -fourth 
: os eing due to higher average prices being paid for crude during tl 
' three months of this year than for the last quarter of 1922. he first 
The figues for the firs 
- f st quarter of this year as they came fr 2 
uilinas ailas af hecain. Gel acer j hey came from the state comp. 
Name and address— Bbl 
Aaronson, A. E., Box 1881, Tul . vane 
F Ada-Bell Oil Co., The, B 4g ~*~ pelpepeenee ens S aer es ‘ : 
or three-quarters of a century Adams Oil Co., 712 City Nat. Bldg. Wichita Palle 222202222. to 378.68 ahd 
Sensi Wire Rope fas oe me th —— & Prince, Room 10, Bridgeman Bldg.. Ardmore, ae — 
e Adams & Gidiiain, 807 Roberts Ave, Beaumont 020000000020. 1,858.00 ae 
° e 4. Receiver, Eastland ...... Lt ao ae sae 950.00 2,410.63 
front rank asa quality product. atcase, @. Av 1208 | Matamoros, Laredo. ...s0...- belgie be $086.37 ‘te 
il Corp., 418 First Nat. Bank, Wichita Falls ......... 303. oe 
Sue on Oe ees ee ae ichita Falls ......... 1,303.39 2,661.30 
or Bldg., Fort Wort! 751.12 ‘oan 
All-American Oil & Gas Co., 119 Co! = eg nace — 
; : é Coicord Bldg., Oklahoma City, — 
In the early forties Erskine and jemtehs Uelbtieies totes, tak Was ins wien $42.22 ae 
: pte A : x eee 69,642.22 
Fisher Hazard built the first Wire ae Rann OM, SE Sheen aay. Cations Cue, ye 
American Refining Co., 925. Stal sy Bldg., V Jichita Falls....... See'ae — 
. . : eri R : -. 925 Ste Bldg., Wichita Fall 34.86 ‘ 
American Tex Oil Co., Box 138 So tense eet ty gt 
Rope machinery used in America. Amicable Life Insurance Co., a5 haste dee. Was men, copes 1302.00 ae 
r, N. L., Simpson Bldg., Ard ; eB ES 9 re 
Fo ne ————_ Corp., 60° Broad St.. New" York, Me S. <cas: 77'088,00 ae 
: lover Texas Oil & Drg. Co., Wellsville, N. ¥. ........... 0-5 "22. — 
Ever since then the HAZARD RGGRte Tanna wake: tee |e 
e randeberry, 425 Staley Bld ene us Bi sl oaataare 7,758. cor 
- : iota. o, Box. i321, Toten Dats S.. ichita Falls ....... 17,758.37 40,904.97 
MANUFACTURING CO. has op fg 2) =e ae 
fs P ina il Co., 403 Goggan Bldg., Houston .............. fa ore 4,936.82 
maintained its position of leader- ae Oe SS. be as Copeland, Mgr., Box 115, Somerset.. ste + 161.88 iter 
, : : : : c é atura as Co., 223 Fourth Ave., Pittsburgh, Pa.... 21,260. 
shi i i Arlington Oil & Gas Co., Arlington ... es : neler ane ee tag 
Pp. n Wire Rope engineering as Arnold, M. F., 1210 City Nat. Bank, San Antonio Cees Sas ei teh oo 
1. lied “a b th f MONG Byhd., The, Wort Worth ..6.ccccccsecscccocscseeensccce $14.98 sneer 
pp O manufacture and Associated MRM; ONE WP OREN os cioic.cs 6 cies cisaien'stauiers avast 20 O868. 37 Chet 
= ynd., Fort Worth ........2.0++000s+: 3 5 
2pP ee ee eee foe anes , jae 
Associated Gil Synd., ‘Fort Workh 920022 20,858.37 4248 
e i o. of Texas, B 2 fichita Falls ......... “5,318.34 rye EH 
Atlantic Oil Prod. Co., Magnolia’ Bide eo ase meee 219°046.29 a esens 
AZARD IRE LINE ee rag Clarence R., 611% Main St., Fort Worth ee aaa tt + oo 
H VV S stand me ~*~ Ay - Ref. Co., 6225 Greenfield Ave., West Allis, : or ati 
he t | Srrreeeeee reer ne eee : 2,725 
n . Baggett ie Wiauie GH Co., CRTOTON 6 oocc cs 6c cccccccdsceceorsns ee + MoT 
O a superior plane as uality Bailey, Harry P., Sipe omen Se Gc eae 157884 5100 
, ae aa tl. ‘baer one tn bees eee eeescceeees bec Habeas 575. i 1 
Products throughout the entire oil Balto-ex. Oil Cor, ol Lt 
, aldwin et al, F. C., 502 Houston St., Fort Worth ....... 31 orate 
<ihiyg Samus at Ganon, oa | St., r Vorth esseceoses 5,063.14 12,573.90 
well industry as well as the mining Barkley, = p. 1415 F. & M. Bank Bldg., Fort Worth ..... 2,095.40 3,963.91 
arkley, 7. G.. Sour Lake o-oo... prereeseeresrses 002.78 2,956.44 
and logging industries. Bartlett Co., Wm., Box 701, -- Bag heen hestesipneae ee 3306.00 oe 
Bass, E. P., 410 Waggoner Bldg., Wichita Falls .............. 60.15 Bt? 
Bass & Dillard, Wichita Falls’ ..----.-- 01 ooo ss 9,718.08 23,4832! 
: 7 ashara, oury & Unice, Moore-Badger ‘Lease, Be x 325, “Wac . "208. "312. 
This osition ha a : Beasley-Lincoln, McDonald Oil Co., Box 1021 Sines... — 559.34 Hott 
th ? AS been attained ee ye including royalty, 111 West Seventh St. aaicensaete — 
rough seventy-five years of real Bell-Burk Oil Co, 417 Provident “Biig., Waco 2010000000000) isi.30 eet 
: J 0., Se MMM WOES codices ox ciaceerawiarioaie ne é "388.21 
ive Bo Benton, B. Y., Mrs., 720 Oxford St., Houston :.............. 1123-31 {st085 
W pe service. fn & holes Gee ee on 559.29 1068.88 
— Eli D., American Nat. Bank Blidg., Oklahoma City, liste nine 
Q@NOMA .ccccssesessessevses ; 
, ; ieee We te. “Sk tie te oes praia Mines ei hates ain ice oat 1,647.76 3,332.86 
Full stocks of Drilling, Sand and Bea Pie Bhe dake Gams | 
. ; ig Ben Oil Co., 1107 Colcord Bidg., Oklahoma City, Oki: * Sige 5. 
Casing T ines at th . Satinules Big 4 Consolidated Ol! Co.. 759 First Nat. Bank. Et a 881.66 1 a01. 
g ig Pool Oil Co. 605 Am. Nat. Bank Bldg., Wichita Falls... 1,167.74 
agencies sidiel 1 th P Biggs Oil & Gan Co., McKinney ............+00--++ eewrce. ea be St 
a eir branch eee = = Augsburg Seminary, Minneapolis, Minn.... 683.01 ttt 
‘ eland, * ~ Ss ina i i j : ; 
stores: Black Cat Oil Co., aa ; seen nace ee ioctenc tei 2 ta6.0 teed 
Black Cat Oil Co., Electra ON SAE Se nN PRC tage TK TY rien 
Bleakley & Kinnison, Box 435, Wichita Falls ...............-. 2180.71 712. 
Blevins, Mrs. Rosa E.. 912 Walker Ave., Houston ............ 848-63 216.8 
Blue Bird Oil Corp., 701 Polk Ave., Houston Be ee ee 7437.06 0778.48 
mn a Bonnet Petroleum Corp., 638 Moore Bldg., San Antonio 2665.63 4,319.91 
SUPPLY Co. oneees lue Bonnet Oil Co., Wichita Falls ..........+...0+- 4,598.91 10,096.76 
Henryetta, Okla. & CO. Bonner-Chamberlin & Sill Synd., Wichita Falls .............. 2813.19 10.85 
Parkersburg, W. Va Borealis Oil Co., 708 Colcord Bidg., Oklahoma City, Okla. ... #92220 arriat 
E. L. WHITNE . Bowers Oil Co., 403 West Spring St., Palestine ae Arete 496.0( a7. 
4 Y Co. PRICHARD SUPPLY CO Brainerd Petroleum Co., Gorman ........cececccccs tes eeeeee 2,925.04 $73.38 
. é S ; Bradley Oil Co., Box 348, Wichita Falls PSEA AT 12,167.32 179.040.1 
aon, Cite. ‘ Mannington, W. Va. 3ridwell & Heydrick, 310 First Nat. Bank, Wichita Falls... 18,802.18 45,941.72 
onsen oon ‘ Bright, Samuel, 418 First Nat. Bank, Wichita Falls ae 1,935.36 1316.95 
711 Midwest BUCK & STODDARD Brinkley Prod. & Ref. Co., Thirty-fourth and Smallman_ 3t., — peice 
west Bldg., Casper, Wyo. Union Oil Bldg., Los Angeles, Calif BEE gh ay ME anemnnanac Receuemcss 4040 ouanss 
° . ° rock-Lundy Co., Bowie --..c++cccccoreee SEDER ED Ee Ra ; 
LONGHART SUPPLY CO., First Natio a Bldg., Ft. Worth, T Brooks, Chas. W., Box 00, Breckenridge ...............-..05 $31.95 $31. i 
mal Bank -» Ft. , Texas Brothers Oil Co., Inc., 435 Kennedy Bldg., Tulsa, Okla....... $3 
ee ‘ a, Bcuaslen 45,367.63 107,063.43 
Brown, je0. 1. ‘Ban Antonio Club, San Antonio ... 4,144.46 7,507.68 
Brown, et al, rs arrie L., 8 Ri 1 A ie ne NO ‘ 2. 
A R AN FACT RIN ( ) Brown, Dr. E. W. eating L. Orange ......-.- a RA ae elect eRe 
H ZA | ) M | J J G C MPANY Brown & Gale. 522 West Summitt, San Antonio .....------«. aryet “ 
d IL Browning & McClure, Box 401, Wichita Falls. DES odtete tos 
ce 8: " Brownwood Prod. & Ref. Co., 603 Fisk A és wnhwood ..... y : 0 
General Office and Works: WILKES-BARRE, PA. Bruce, "H. J., Wichita. Falls’ «........ “needa ie ete 3/086.98 rate 
ot 4 > 2 - * oe a ee ° ° ‘ ¥ 
saint iaatiatinaii Bryan Oil Corp. 919 American Exchange Bank, Wichita Falls 7,158.18 15,318.58 
1625 South Troost Ave., Tulsa, Okla. Biskove Bex. ¢a; fhe iol Hapite Ses Gaming: Gpio"; HEL SRY 
é as 2 5 risbane + Bu v ne : 
New York Pitteburgh Chicago De Burk Burnett, Jr. Oil Co., 319 Arizona, Fort Worth, -endpatete art? HH i182 
nver tea aoe. Truss. 3500 City Nat. Bank, Wichita Falls 4,367.85 10,934.10 
-Venus Oil Co., 2 Jestern Indemnit all ' ‘053. 
Burkett Van Cleave Oil Co., 608 Eighth St. Wishite Pane vase Het} ae 
Burley Oil Co., Humble ..........+-...+- See Ot anaes $06.00 6249.00 
Burr, J. K., 622 Gunter Bldg., San Antonio ................. tart 344d 
Burton & Burton, Box 264, Graham ............+c+ses0ee cee ; 1498-47 3,082.56 
Brown & Co., Box 207, Breckenridge ..................200.. 20°773.08 42, en 4 
per ne . C.. a. of Security Nat. Bank, Wichita Falls. ’ 52.77 
a Bur o., 225 E ( 5. 7 
en eae a = itt 
California Petroleum Co., Breckenridge LEER: AE RTT 2'023.2 
Caldwell Oil Co., 904 First Nat. Bank, Oklahoma City, Okla. 2447.67 4,047.86 
' Camp Oil & Gas Co., 204 Dan Waggoner Bldg., Fort Worth.. 10.846.38 23, 452.55 
WI RE L N ~ . Yeo o> Bae 615, Burkburnett ........ coke 3 2,107. 00 “4.741.00 
= g psitz Jottord, 1210-20 West a. Bldg., D: allas ‘643. 
ES —— Cony on Oil & Gas Co., Box 369, jms ie — — 570. 00 % naa 
tl ae Car-De-Zone Oil Co., Magnolia Bldg., Dallas ee ROT: 2. $61, $1 6,725.21 
F ( )R DR | LLI N Carnahan Prod. & Ref. Co., 810 W. Tusc St., Canton, "Ohio... 70,899.59 65,582.12 
Carter, Roy I., 509 City Nat. Bank, Wichita Falls i 8.8 6.41 21,833.05 
: Carteret Oil Co., Wheat Bldg., Fort Worth ...... ert He ; $2.42 22,586.55 
Caruthers Co. Brady Bldg., San Antonio ........ .. ee HRY 927.65 
Gastien Oil Co, Cortlcangvrvyesgcevtecwseccsccsccurss eae reat 
entral Texas Oil & Gas Assn., De Leon ........... ae 2716.64 6,716.84 



























































June 21, 


Name 
Cezeaux & 
Champlin | 
Chapman, 
chappell 
Chesapealk 

Md. 


Cheney M. 
Chenault, | 
Clark, 
Clara Oil 
Clara Oil | 
Clem Oil 
Cline Oil ‘ 
Cline, W. 
Cohen & I 
Cohen, Aa 
Colcord, 
Colorado 7 
Comet Pet 
Connellee 
Conner So 
Cooper, H 
ceiver, 
Cooper, H 
MM, 
Cooper, H 
Box } 
Cooper, H 
Box } 
Cornucopi: 
Corsicana 
Corts, W. 
Cosden Oi 
Cotter Oi 
Cottom & 
Coyle Con 
Cremer & 
Critchlow, 
Crosbie, J 
Crosbie, J 


Crown Oi 
Crystal O 
Crude Oil 
Culbertso! 
Cumley, J 
Cumley, J 
Cunningh: 


Dallas-Br 
Dalton, J 
Daniel, S 
Danciger, 
Danville | 
Darby Pe 
Okla. 
Davis, G. 
Dewey O 
Davis, L. 
Davis, T) 
Davis, T! 
Davis & 
Day, Fra 
Dayton ¢ 
Decatur 
Deep Sar 
Deering, 
Deshler ‘ 
Develope: 
Dickey C 
Donnelly, 
Dillon-Gl 
Donovan, 
Donnelly, 
Duncan 
Dugat, } 
Duncan, 
Duquesni 
Dyar Br 


Eastland 
Eastland 
East Ba 
Easton, 

Economy 
Edgerly 
Eggers, 

El Dora 
Ellis & . 
Ellis, Tt 
Elliott J 
El Paso- 
Electra | 


Francho 
Franklit 
Freedm: 
Freema! 
Fresno 
Fritz, L 
Frontier 
Fuchs, 
Fuller , 
Gaber ¢ 
Galena- 
Gallagh 
Gallagh 
Galvez 
Galvez 
Garrett, 
Gates, | 
Gillett, 
Gillett: 
Gholson 
Gladys 
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re, that 
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343.68 


646.19 
356.89 
806.22 
146.4 
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19.83 
561.00 
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June 21, 1923. 


Name and address 
Cezeaux & Martin, DED 2 acs snare neds eens enw seseennees re 
Champlin & Winkler, Inc., Box 196, Duncan, Okla. 
chapman, i ae TO ees. SEL. Sosesdpesnce. 40000400 
‘pappell Oil Co., 309 First Nat. Bank Bldg., Denver, Colo... 
Chesapeake Oll & Gas Co., 816-A Equitable Bldg., Baltimore, 


DEE, 60000 96.00.0049.000 00 00600 R90 6.09 905.0100618 00055096008 


Cheney M. G & Anzac Oil Corp., McCain Bidg., Graham..... 
Chenault, N. B., 201 Chenault Bldg., Wichita Fulls ......... 
Clark, N. F 53 - Btaley Bids. Wiemtte PORS ..cccccosececes 
Clara Oil & Prod. Co., The, 762 Liberty Ave., Beaumont ..... 
Clara Oil Co., 725 Am Bank Bldg., Wichita Falls ......... ° 
Clem Oil Co., 12 16 Carter Bldg., Houston Rewind Sveee weg a eie ec ° 
Cline Oil Co., 304 First Nat. Bank, Wichita Falls ........... 
Cline, W. D. et al, 1119 City Nat. Bldg, Wichita Falis ...... 
Cohen & Lebow_Trust, 1108 City Nat. Bank, Wichita Falls... 
Cohen, Aaron, Wichita PANR .ccccccscccccccscvtececccesesece 
Colcord, Sidney, 1103 Colcord Bldg., Oklahoma City, Okla... 
Col orado Tex. Pet. CO., Tatam ...ccccccccccccccvesscrcscccees 
Comet Petroleum Co., 408 Floyd J. Holmes Bldg., Fort Worth 
Connellee Oil Co., BE BD. 0:0.0:56:5 0665640450060 5440699 454060% 


Conner Son & Cloughley, 16-18 Hines Bldg., Wichita Falls. 
Cooper, Henderson & Walker, Chaney lease, Wm. Little re- 
ie Se Se, SOND 60050005550 s005 40508-05005 
Cooper, Henderson, Goodwin lease, Wm. Little, receiver, Box 
MM, Breckenridge 
Cooper, Henderson, Oil Co. 
Box MM, Breckenridge 
Cooper, Henderson Oil Co Consolidated, Wm. Little, receiver, 
Box MM, Breckenridge .....-sceesseceecssesseesevceees ° 
Cornucopia Oil Co., 708 Burkburnett Bldg., Fort Worth....... 
Corsicana Oil & Ref. Co., Corsicana ......eeeesrereeeeeveececs 
Corts, W. F., Drilling Co., 1101 Hayden Bldg., Columbus, Ohio 
Cosden Oil & Gas Co., Cosden Bldg., Tulsa, Okla............. 
Cotter Oil Co., Saratoga 
Cottom & Co., J. H., Towa Park ......csceceeccersesereceecce 
Coyle Concord Oil Co., First Nat. Bank Bldg., Rockdale... 
Cremer & Martin, 3353 Albatross, San Diego, Calif. .......... 
Critchlow, W. S., Box 666, Ardmore, Okla. . 
Crosbie, J. E., Scott & Hill lease, Tulsa, Okla. ...........+... 
Crosbie, J. E., John W. Gilliland & Liberty Oil & Gas Co., 
Tulsa, Okla. ..cccccccccrccccccccvecccccccccessessccccsces 
Crown Oil Y Ref. Co., Binz Bldg.. Houston .........++.--e0% 
Crystal Oil Corp. of Texas, 200 Wrigley Bldg., Chicago, Ill.. 
Crude Oil Development Co., Box 695, Cisco .....+-eeeeeeeeee 
Culbertson & Orth, Wichita Falls .......eceseeeeeeceeccceees 
Cumley, Jas. T. et al, 1206 Western Ind. Bldg., Dallas seewe ° 
Cumley, Jas. T. et al, 1206 Western, Ind. Bldg., Dallas ...... e 
Cunningham, P. W., Box 855, Burkburnett .....--.-.sseeeees 
Cc. Y. T. Oil Co., 306 Gilbert Bldg, Beaumont ............-.. 
Dale, E. A. Special, Electra .....ecceeesccccrecesseccssevens ‘ 
Dale, E. A., trustee, Electra ......ccceeeee cece encerecsececcs 
Dale-Knotts Oil Co., sane City Nat. Bank, Wichita Fails. 
Dallas-Bradford Oil Co., 723 Kirby Bldg., Dallas ...... eee 
Dalton, Jack Oil Co., Box 36, Mineral ae rrr y ee 
Daniel, S. B., 618 -Staley Blidg., 2, eer ee 
Danciger, M. O., 506 City Nat. Bank, Wichita Falls..... oes 
Danville Oil & Gas Co., Box 1, Somerset ..ccccccesccvccccsoece 
Darby Pet. Corp. of N. Y¥., Seventh Floor Cosden Bldg., Tulsa, 
et al 30x 1346, Ranger ..... Saaae 
ewey Co., Sipe Springs ...ceccccsccccereeesessressessve 
Davis, L. R., 216 Roberts Bldg., Tulsa, Okla. 
Davis, Thomas, Box 121, Somerset 
Davis, Thomas, Box 121, Somerset .......-eeeeeeeeeseecters 
Davis & Day, Box 1346, Rammer ...ccccvcessesssscvsecsvece 
Day, Frank, Oil & Gas Co., Bastland .....-:-.-eeeeeeeeecees 
Dayton Oil Co., Box 267, DaytOm ..ncccccesreeceseessvsccces 
Decatur Oil Co., 320 Commerce Bldg., Kansas City, Mo...... 
Deep Sands Oil & Gas Co., Corsicana .......----++eeeeeees oe 
Deering, John A., 411 West Bldg. 
Deshler Oil & Ref. Co., Box 1353, Breckenridge ......... cece 
Developers Oil & Gas Co., Box 347, Wichita Falls .......... 
Dickey Oil & Gas Synd., Putnam ... 
Donnelly, A. M., et al, 1510 W. T. W aggoner Bldg., Fort W orth 
Dillon-Glasscock Co., 811 Brady Bldg., San Antonio ........ 
Donovan, Heydrick & Allen, Box 448, Wichita Falls .......... 
Donnelly, A. M. et al, Fort Worth .....-cccccccescseccccees 
Duncan & White, Wichita Falle ...ccccccccccccsccccreccocs 
Dugat, B. P., Sour Lake 
Duncan, W. C., Box 211, Wichita “Falis aha: hie ie onek tered eels aba ° 
Duquesne Oil Corp., Box oes, OS ee ee ° 
Dyar Bros., Box 1265, Rang 
Dyer, W. H. et al, R. B. W Eieonbers Well No. 1, Lynch Blidg., 
Graham .. . 
Eagle Creek Oil Co. 112 Market St., 
Magis Petroleum Co., HeWSteR cccccsccccccccevceccccceocces 
Eastland Oil Co., First State Bank, Eastland ..........+.... 
Eastland Oil Co., 1510 W. T. Waggoner Blidg., Fort Worth.. 
Bast Batson Oil Co., BAtGOR 2c cccoccccccssoseccccsvccessveves 
Easton, E. S., Box 665, Wichita Falls .........-:-eeseeeees ; 
Economy Oil Co., Box 994, Fort Worth ..........--eeeeeees 
Bageriy Petroleum Co., GFORBO 2.cccccccccccccssccccccccoce 
Eggers, J. E., 1210 City Nat. Bank, San Antonio ........... . 
El Dorado Oil & G2s Co., Box 884, Ranger .........+++++- 
Ellis & Anderson, 702 City Nat. Bank, San Antonio ......... 
Ellis, Thos. S., 219 Main Ave., San Antonio ..........--0+++ 
Elliott Jones & Co., Inc., Box 976, San Antonio ..........++ 
El Paso-Burkburnett Oil Co., 343 First Nat. Bank, El Paso. 
Electra Gulf Oil Co., Box 1021, Blectra ..........++-+sseeees 
Empire Gas & Fuel Co a oy Okla. 
Ennis Oil & Development Co., Enn 
Equity Petroleum Corp., 531-34 Bob "““heamomer Bldg., 
EE ck S:ahiaeeidve: acaae eet -aareiae 
Erickson, David, Wichita Falls ee eT Te saieae ms 
Erie Investments Limited of Texas, Toronto Cunada......... 
Eureka Prod. Co., 1008 City Nat. Bank Bldg., wichita Falls 
Evangeline Petroleum Co., 315 Morgan Bidg., Wichita Falls 











NS OND CM WN cos 6 .w09.09-0'5'50¥ 00660006608 6wenee 
ee ee err er 
Farish & Ireland lease, Houston ......---sceseeseeees “ 
warmer, Robt. F., Wichita Pals oo...-.ccvcccccccsesececes ne 
Federal Oil Company of Texas, Cleveland, Ohio .....--.-s-+- 
Fensland Oil Company of Texas, Chicago, Ill. ...........-- 
weer Gates & Co... Wieite Wee ..ccccccccscccccsssccveere 
Fidelity Oil Company, Wichita Falls 

Five Rivers Oil & Gas Co., Wichita Falls ....cccccccscccese . 
Puteher Of) Co., Wichita Walle ....cccccvcccesscccecses Soe 
SE WRONG: CH Cb: BOOM 5:00.06 <.si5.0.0isis0esvaesinntsnsiesee' 
CE O.. WN nn ccc ubnmceeieb cdierain006040e 603% . 
Forty-nine Oil Co., Wichita “Falls eet Pre ey eile 
mit ae ae ng" RRP eRe rere rer: 
Fred B. Foster & Co., Los Angeles, Calif. ........-...sseee- 
Foster, H. V. et al, Bartlesville, Olkla. .....-.sesecccecsecce 
oa Oe ae Err reer 
ee PRAGN CH, Cie, DNNE nn wiascnncawcnsoccns ccs cemeuwnen-s 
Fox & Lamb Drill ng Co., BrOwnwo0d ....ceeececcscessetes 
Fox & Lamb Drilling Co., Brownwood ........++-:eeeeeeeeee 
Franchot, D. W. & Co., Tulga, Okla. 2.2... cece cence ccccces 
: SUNE DeRGRe QR ooo occ en eeeeseewewnesin 
BUOMEEEER, Alex, COLSIOBER ¢0000ccsccsccccovccesccccsee pene 
Freeman- Hampton Oil Corp., Wichita Fallp ..........+++-+. 
REET Gn. WEGNER DRIED ooceccccasicsctesscvenceecensiod 
Fritz, L. W Nich ita rs saa odkiet ake eh ean eae 
Frontier Oil Co., Gan AMtOBIO .cccccccccvccvesevscoccvvevserses 
Fuchs, Fritz, Taylor ‘<a sn a eeee (ivbnweesiueeresdeees coos 
Fuller & Daniel, Wichita Falls SACRA REE he 


Gaber & Brannon Porter Associates, Eastland 





Galena-Signal Oil Co. (of Texas), Houston ....... 

Gallagher & Lawson, Desdemona ..........s+eeeeerereees . 
Gallagher & Lawson, Desdemonia ..........s+eeesseereeee ° 
ree TH) Corp., Mew Works CUP . << ccicesccccceccecsveseescs ; 
i Seb Con GHEE ....50:c5-000scevccscecseceewse 
Garrett, W. T., OOOO Pro 
EE MINN, DUNN cscs ccecacseeeisicssonnsoon ten 5 
Gillett, W. D. et Wl, Croeme Cut on ccccccccccccescoce coos 
Eh, ROMIEE, oo cvccccwnsacusecanevsie coves 





Gholson- Moorman Dorsey et al, Ranger - 
Mdys Belle Oil Co., Tulsa, Okla. ....cccccersecccceccevees 





bis. 
10, 906.50 
723.91 
6,018.28 
1,198.96 


1,787.19 
7,495.19 
1,582.27 
2,849.54 

673.36 


18, 644.45 
4,049.86 
4,949.90 
7,379.57 

10,227.22 


1,485.78 


620.61 
72,867.56 
7,862.22 
188.26 


3,693.00 
10,700.82 


1,727.10 
1,062.00 
343.83 
2,759.64 
$6,096.29 
10,167.07 
376.73 
377.93 
$5,497.22 


13,645.91 
119,251.0¢ 
641.96 


27,825.30 


Value 
16,268.40 
1,633.95 
9,415.35 
2,080.44 


4,021.17 


40, 756.82 
7,021.91 
9,116.96 

13,782.39 


17,997.83 
12,823.47 
2,997.68 
576.43 
158,460.89 
2,704.32 


2,280.06 


1,086.06 
106,672,01 
15,661.26 
318.51 
407.38 
1,030.63 
7,445.72 
618.63 
863.10 


716.93 


6,790.77 
24,401.64 
483.47 


6, 911.28 
3,030.38 


219, 970. 79 
4.12 


65,365.59 
1,675.16 
2,097.70 

65,116.65 

18,992.80 

15,667.91 

83,568.02 


108,974.65 
77,14 
3,002.33 


19, 708.30 


THE OIL AND GAS JOURNAL 






















REGALS PAT.OF; 





TEXACO 


Petroleum Products 


HIGH GRADE UNIFORM QUALITY 


Gasoline 
Naphtha 
‘Kerosene 
Signal Oils 
Distillates 
Gas Oils 


Spindle Oils 


Motor Oils 


Engine Oils 
Machine Oils 
Dynamo Oils 


Red Oils 
Pale Oils 
Floor Oils 


Paraffin Oils 
Wax-Oil Stock 


Oil Soap 
Miners’ Oil 
Black Oil 
Car Oil 
Fuel Oils 


Diesel Oils 


Bunker Oils 
Cylinder Oils 

_Gear Lubricants 
Wire Rope Lubricants 
Waxes 
Asphalts 
Road Oils 
Asphalt Cement 
Pipe Coating 
Greases 
Cup Grease 
Gear Grease 
Axle Grease 
Solid Lubricants 
Petroleum Coke 
Metal Polishes 
Roofing Paper 

' Roofing 

Roofing Cement 


THE TEXAS COMPANY 


NEW YORK 


17 Battery Place McCormick Bldg. The Texas Co. Bldg. 


CHICAGO HOUSTON 


Offices in Principal Cities 


Export Dept.: 17 Battery Place, New York City 
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SPEAKING 
OF 
REPUTATIONS 


A high reputation is never the result of 


chance. Underneath it you will find the 


rock-hewn foundation of real worth 


‘“sUNITED”’ 


Still Construction is Symbolic 





Standard “United” 10x40 


Double 
head flanged and dished. 


riveted throughout. One-piece 


Fire course is 
one sheet of still bottom steel. Shell built 
with four seams _ horizontally — NO 
ROUNDABOUT SEAM 


possibility of leaks. 


S—offering less 
Lugs are our design 


of built-up steel plate. 


Let us quite you on your requirements. Quo- 
tations on standard or special equipment 


promptly sent without cost. 


UNITED IRON WORKS, Inc. 


DALLAS KANSAS CITY, MO. TULSA 


“When Better Construction Is Offered, It Will Be “United Design” 






































Name and address— Bbls. 
Glass, A. F. i iy MD. 046:0.00 0600600000000 cu cas be0nes 1,149.95 
ee ee I, a alc es oninniis-005 45 <edle'es es cwstbinese 1,238.33 
Glasscock, M. E., San Antonio .......... 859.3 
Glasscock Leasing Synd., San Antonio 6,053.47 
eee Ces ED, DPUINONR, GIR. occccsccccvccccosseceees - 3,682.54 
meereee Cn Comm, GE. EGCG, Be occcccccesccccccecvocese 3,314.19 
Se: Ss BONS oc.n.9060090008050'r06.0-6 5060600060008000 6,112.16 
Se Se Ee TOD, CER. cccccnvcvtscecdccccssececewe 2,153.40 
I iy ik EN MRS awinc eas siedeee v.ccewewensedeweenes 301.90 
ey Oe I a IN oi 6.5.0 5-6:6 a0 eu weis me ee:0r6.906-0 25,607.25 
Seems & GerarG,- Wishite Delle ceccccccccvcesccccccceseses 107.30 
Gersenda Of) Co. Mo. FS, Wists Dalle .occcccvcccccccccceses 3,183.72 
Golconda Oil Co. No. 1, Wichita Falls jAaueadherENeawens 654.54 
ees Gee Gee OU, TONE caccccccccscsescestovcescceses 1,174.29 
Goosbee & Graham, Wichita Falls 684.11 
een, Wits Walle cccscccseccecees 2,200.07 
Grand Duke Prod. Co., Ft. Worth 262.11 
Granite Oil and Gas Co., Montrose, Colo. ......-+..+seeeeee 451.35 
II oo 5..5 dno o-uc:eg'se  sieis:twiewsionsewionels 410.16 
ee Ue GO FOR PRED no 6 0:06'0 010 610-0008 V0wccneesoees 119,584.84 
Se i, SR ID oa nio.6-9 5055-60 0sv ce nneesescent sees 16,604.29 
Green, W. J. OC Gh. Wieldtn POIs .ccccccccccccvcescsceccsec 7,192.16 
a I I ea og ao dinacae wine oe wie ne SSO i 960.50 
ee SO nn sb ore yiereis nee sieS ae enwsene ees 7,539.18 
SS eR eS ee eee 17,810.53 
oe ee SS oe errr re 71,617.96 
Gulf Coast Oil Corp., Houston 2 
Gulf Prod. Co., Houston ....... 

Gultex Prod. Co., Waxahachie 

Gutzler, W. F., Wichita Falls F 
Gutzler & Cottingham, Indianapolis, Ind. ..........-seeeeee. 604.04 
eee Oe TEE, WORE WOR 6:60 0:00 0:0:0.0:0:00.0.0:60810006:9094 8 0.09 11,434.27 
Ses EPR Way MOOWNMOSE 6 cccccvccecccecesccetceseesneeeeoe 394.00 
“Ge Gg BOD va ddnccovsscoseneedocccecencsenseeee * 7,528.16 
Hamon, Jake L., estate of, Ardmore, Okla. .....--...--e+e+: 6,626.68 
Halliday & Caffall, MOOT ccc cwrccrecscvedeesccep eee 2,028.86 
POO, GEG, BE ABCORIS 2 occccecieccccecestececesavsesne 1,441.89 
re er eee 10,529.74 
ee SE Cc, NE TO 0 inin 60.0 bn'0 9 0:0.66.6 0 ees cones 80 4,517.84 
rs, SO. oo saab de e.s000 ce bene eeew see 1,635.18 
H. B. J. Oil & Ges Trust, Wichita Falls 7,355.36 
Hardie, J. M. & Co., Sour Lake ............. 900.93 
Po ee ee ee ee errr rrr ree eee eee 6,940.68 
Healdton Oil & Gas Co., Enid, Okla. .....ccccccvescccccccces 142.18 
Hefley, McIntosh & Thomas, Cameron ..........-seee+eeee8 2,084.80 
es Se ,  CREUNND 0:6.0:06 0s. cc ne citeeeseeseces 7,462.93 
SEO, Fo Mire BIGGER ao cccccccccccvvccescccvvcvesccessevcos 225.00 
pe ee eT ree eee eee $,815.76 
mencereen, B. B., trustees, Tuten, Gila. 2... cccccsccsccesescs 1,204.43 
meneeraes. F. C., MewWatn, Geis. ccccesccsccvvcseccevevccess 1,322.54 
I ies MS I a nang iia win-6o'u 0 010-016 -0/6:0\8:0i0 wine 2,751.12 
Heydrick, Kell & Kell, Wichita Falla .......ccccccscccccece 1,741.56 
ee, Gee Bes BONN, CHINE. 66666 ccccisvevecensescicic 1,286.00 
Higgins Oil & Fuet Co., Houston 60,122.74 
SUES Gh BORON, TOMA WE, GHB. oc cce sss sccvceeteneccses —— 16,990.67 
Homaokla Oil Co., Oklahoma City, PNG “s:dcatcecudaeus aoe 48,749.52 
Hinson, G. D., Graham BER PRR ASE a ee re ee ee ee 5,940.00 
S.A 6-66.56. 0:06 w OA g00'006:410 4044-400 19 90.05990- 20% 25,580.58 
Se EP OEOOR, WE PGOR TRDID cw 0:0.0:0:6:6:0:0:0:6:0.0:0-00:5:000:0:040009 860 605.22 
See. Sig = SPREE UE 4 oo. 6:0-0 0:05:66 -0:4-0.0:0 0 0660 909 0062 08 34,252.03 
Hobbs Chenault & Burleson, Wichita Falls ..... eee er 17,628.41 
SeOnsen G& Veerhees, BAR ARLORIS .ncccccescccvesccccesscees 3,822.13 
Bees Ge TA, WiStte POTD oc cccccdecccvecvedcccvees i 9,262.00 
Oe ee a err ara ee 1,681.34 
EE, a Mics, GUO, TNO: 6 6.066:0-0:6'00%:s.0:0:00 0005-088 8006 1. t7¢.37 
Hooks-Marshburn Synd., Beaumont ..........-seeeevevccces 4,425.28 
ee er te ne re ee 329.35 
ie, Oe ee OO I iso os cwein.e ein owns eweeen-ee eeierus 3,664.15 
Deena, Fh Bee Bi CO, TROD 6 obser cece cise cscs seviones 64.11 
MeOUNtOR PreGuction CO.. TOWSON .ccecccciccssccccvesesceves 115,738.64 
Dee Glee Ge, GE TORRE, TOUOOOD 2 ccc ccsiesevtcerecsveses 42,966.97 
mesworth O08} & Gas Co., Wichita Palle ..cccccsiccccccsvers 274.99 
ee i Ec nliaw eo Se ede OW 4s Dee ape Ob asin te eviews sees 453.72 
re Cee Sk Se  b.666-cindwed aweesesepenecews 1,797.01 
Hughes, J. K. Developing Pits TN wawuGbcdee sew encnes ows 60,405.13 
rn sO, i A oo 9:66:66 6 690 0.0050e-b ene Osea 219,071.40 
Bees GE TOE. CO, TEOWRCO occ ciccccccsccccccsscvsseoss 2,335,600.01 
ON Oe tT ee ee 2,313,685.51 
Humphrey Oil Co., Wichita Falls 294.24 
Hunt, J. C., Wichita Falls 979.81 
Beer Bs TOUNR, WME POMS occ cccceccccccevcccecvsecses 355.32 
TD ee ee ee are oe eee 68,404.17 
meee, A. G., 2008 F. & Mi. Wes. DORE WATER ...cccccvccsvcces 11,987.00 
peeus, A. G., 1667 F. & M. Bidg., Vert Werth ..ccccccccseces 18,623.23 
Inca Oil Co., 22 Exchange Place, New York, N, Y. .........-. 7,012.52 
Indiahoma Refining Co., 415 Pine St., St. Louis, Mo......... 2,922.57 
Inland Oil Co., 612 City Nat. Bldg., Wichita Falls ........... 2,090.31 
Invader-Burkburnett Synd., Railway Exchange Bidg., Mus- 

RNG. 5:6 0: 0:6:0160:66:4066 94060 heb EO CSCO S 000000 4:60:04 1,021.75 
Invader Oil Corp., Railway Exchange Bldg., Muskogee, Okla. 7,011.55 
Ironiand Oil Co., 320 W. First, Duluth, Minn. ..........20. 1,638.91 
Invincible Oil Co., Box 1117, Shreveport, La. ......-......... 39,737.98 
Iowa Park Prod. & Ref. Co., Box 428, Iowa Park ........... 41,491.95 
Jack Oil Co., 690 Parker St., Beaumont .......0-----eeseees 334.42 
Ms tic Bc DB Cg TIE gon 6:00c ce cerscettevcesscvcceves 362.00 
Jackson Co., The, 811 Brady Bldg., San Antonio ........... 4,759.66 
Saemeen, J. B., Ousted, Boer TMS oc vccccccesescvccccsecesse 2,645.2 
Janslien Oil Co., Box 261, Tulee, Olkla. ...ccccscccsccccrece 30.28 
caumet, ©. B., TOR Mneom Wis. MOCO 6 cccccccccccccccces 2,224.22 
Jefferson Oil Assn., 1413 Praetorian Bldg., Dallas .......... 144.58 
Jewett, Frank L., Box 1353, Breckenridge 865.41 
John & Jeff Oil Co., Wichita Falls .......... 8,540.05 
Johnson Bros., 122 West Polk, San Antonio wie 11,126.64 
Judson Oil Co., 350 Madison Ave., New York, N. Y.......... 21,126.99 
Seren. CE Co., BOF TOMS cc cccvcvecvetevvectecveesovesesvee 5,108.38 
Sumiog Ol] Co., Cross PIMine .ncccccccvecccccovccsccvcsesecs 11,263.70 
Junior Oil & Pipe Line Co., 614 West Third Ave., Corsicana.. 1,697.47 
pene. GC. Cy, GERSON, EMPOGS 2c cece ccvescssestcceccecesss 19,010.81 
K. B. H. T. Synd., | EES ee ee ee ee rrr 254.47 
TT Oe ey a ee 657.33 
Kate Bell Oil Co, The, 610 Am. Ex. Bank Blidg., Dallas ..... 7,135.41 
Kay Dee Oil Co., The, 408 Waggoner Bldg., Wichita Falls ... 5,577.30 
Kavanaugh Petroleum Co., 417 West Bldg., Houston ....... 3,040.34 
Keever & Gordon Oil Co., Sour Lake .........e-eeeeeeeeteee 656.58 
en, “Ge Ge, BOE Bey, VOPMOE cc ccecccachtscvscovsvesueesve 7.39 
Kemp, Randel & Wilson, Box 805, Vermon ..........-+eee000. 164.17 
Kemp Munger Allen Oil Co., 505 Morgan Bldg., Wichita Falls 7,446.25 
Kentucky Oil Corp., The, Wichita Falla .......ccescccccccce 3,765.84 
Keough Bros. & Litzinger Oil Trust, Box 698, Cisco ......... 39,257.68 
SG, Mi, GID o5:6.0.0 4.9'6:0:60:4:6.0:0-0:59-0:6'5 0:0: 0:8-0'6010.0.08 Ob: 0:00 241.70 
Dee Gt TE, BOSUISTS, GEIS. ccccccccssevecesesveveeceses:e 2,624.45 
Bervetone Drilling Co., De LOOM ccccccccccccecvcccccccstevcccs 355.47 
Killam-Condren Oil Co., Box 399, Laredo .....--..seeeeeeees 11,891.07 
Kimmel! & Dillard, 408 Waggoner Bldg., Wichita Falls..... 333.45 
Wendsies, FP. &., AIGA .cccccececesvccccecesesccencesecces 4,331.60 
a Booth & Nesbitt Synd., 403 Kenoak Drive, Pomona, omnes 

Cee ee re eeeesecescerersereeeeeereerserseeseesrrecre 4, . 
King, “Booth & Nesbit Synd. No. 2, 403 Kenoak Drive, Pomona, 4.906.0¢ 
King p AEE Corp., 410 Morgan Bidg., ‘Wichita Falls..... 2,628.31 
Kirby oo geemag Co., Fourth Floor Great enpneeeee Bldg., 

pe WT err ee cccesocecroceetocece 86,766.02 
Kishi, K., , = SUE, GHORES oc ccccccccecewoesscsccosessoocsecc 7,447.60 
Klepinger, O. T., 1602 uous i) TD: < cac emeih@en~eeee 673.00 
Knight, W. T., 917 American Nat. Bank, Wichita Falls....... 37,200.06 
Knight Oil Co., Plainview .....cccccrcevcees RAD USC CTO w8 11,309.34 
Knotts, F. F., 2009 Tenth St., Wichita Falls .......-..secceeee- 1,046.83 
Kokomo Petroleum Co., Gorman ......cccccsccesresesceevers 540.00 
Kornfeld, Mrs. Fannie, 231 East Twentieth, Tulsa Okla...... 466.67 
Kuehn-McNeil-White et al, Wichita Falle .........ee+eeeeees- 1,859.46 
Kurs Ol] Co., Somerset .....-cccccccccsccccccccesvessscessecs 1,032.35 
Laclede Petroleum Co., Dallas .......cceesecccereeecncecens 459.00 
Ladd & Hannon, Fort Worth .....ccsceccccccceccssececcecece 1,036.41 
Lake Graham Oil] Co., Sour Lake .......-ccccesesescccseccces 888.86 
i a A | a as Sct oes o-nlng OE eee es OSHS TE COS S 11,091.65 
Lake View Oil Co., Sour Lake ........-ccceesecreescercceeues 27,361.07 
Lain Oil Co., Sam AMtONiOd .... cere cccccccccesseveesescsecs 3,826.91 
Landreth, E. A. Co., Breckenridge .....--....-esesseceveees 41,640.64 





















































































Thursday, June 21, ] 


01 
225,464.99 
36,321.85 
18,465.19 
2,050.09 
17,452.20 
41,670.04 
163,606.55 
76,606.63 
4,485,835.64 
8,151.39 
1,406.13 





140 | ——V— 
223,717.89 
434,344.47 

3,851,169.04 
4,625,432.83 


6,764.84 
6,044.03 


1,928.67 
16,038.28 
3,341.14 
62,175.43 
103,748.44 
486.09 
633.63 
8,564.57 





8,870.01 
9,782.63 


2,611.71 
6,093.33 


166.50 . 





4,7 
97,731.18 
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Petroleum Products of Quality 


ELA, GASOLINE LUBRICANTS 
CATS) KEROSENE PARAFFIN WAX 
NAPHTHA FUEL OIL 


OILY GAS OIL ROAD OIL 
SINCLAIR REFINING COMPANY 


Cable Address “Sorcorp” 
lll W. Washington St., Chicago Ill. | 
SINCLAIRQILBUILDING 45 Nassau St. New York. 















mu y, 4 HOPE ABSORPTION GASOLINE PLANTS 94 
All Successful 


164.84 


044.03 — $a 





13.99 eS al mn - By 

| 

62.57 Bl vs SP... SE P vet Be 
89.17 as mE eB aie 


96.82 ee Lae ea 





16.77 NS RD dh ES aeRO 


ie Plants designed and built complete to suit requirements 


iM OPERATION GUARANTEED 


2.63 
‘ Complete Gas and Oil Pumping Station and Pipe Line Construction 
= MANUFACTURERS OF ABSORBERS—STILLS—HEAT EXCHANGERS—CONDENSING EQUIPMENT 


Wherever the held you witli fina our work 





















































should not be without it. 
tion and prices. 


KLIEWER STEAM SNUFFERS 
are made in all sizes from 55 
inches to 20 inches. 





Save 
Insurance 





and install KLIEWER STEAM 


operated through the SNUFFERS. 


Patents Applied for 


How the KLIEWER STEAM 
SNUFFER works and looks 


A number of large oil producers and operators have 
installed and endorsed the KLIEWER 
SNUFFER. It is a SAFETY-FIRST device and you 


Write for further informa- 


Mr. OPERATOR and CONTRACTOR 
ATTENTION! 


We are consulted frequently why we 
use two 3-32° slots on. opposite sides 
in the construction of KLIEWER 
STEAM SNUFFERS. Please note, 
that they control the steam pressure 
and volume evenly. The use of one 
slot only, or more than two, has in 
tests always proven to be a failure, 
for there is either not enough volume 
or pressure of steam. The use of 
perforation holes also proved to be a 
failure, because they formed a blast 
instead of snuffing the fire out. 


store or write to 


The Kliewer Steam Snuffer Mfg. Co. 


512 Wright Bldg. 
Tulsa, Okla. 
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i SNUF- 
FERS. When drilling or cleaning out wells, 
they mean sure protection from fire losses. 
KLIEWER STEAM SNUFFERS have stood 
the test many times. They are easily i 
stalled by attaching them to the upper part 
of the casing and tools of any kind can be 





THE KLIEWER STEAM SNUF- 
FER is handled by your supply 


Name and address— 
Laning & Moninger, Wichitay Falls .....:...... : 
SETS, OE, Bi, WHARUUD DOMED 6c ceccccceccncceesccsieosace 


eR, RIS 9 ono ralace 56:6. o75 6 Scie wince Ria Mis 'S 6b dig ee nion 
Laugiam, Rosenthal & Adams, Beaumont ................+6 
Lieuallen, F. P., estate of John S. Sankey, Fort Worth ........ 


Rn is ice I MN is cs ds acgies-eiers sb 6600 soqueeepa 
Law-Tex Oil Co., Trinidad, Colo. . ‘ 
Lawton, M., San Francisco, Calif. 
Leaseholders Prod. & Ref. Co., Laredo 
es N,N OI 5.sw cowiedonie 600 e ewe s0s4 oise@aewiee 
ee I a a Sch scree pied d-9 4.8idie ama ere oere naa ele ewe ae 
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edad i ener er eno 
ee er TR Os I NN ok s\n gu ors 0 odie 6 eins ww eeene'on 
er, be ee rr rer rer 
we oh ee ee eee 
Lewis Oil Co., Pittsburgh, Pa. .. 
Lewis Oil Corp. of Texas, New York SE aww aloe 6 4, ce-awsn 
Lewis Oil Co. & The Nat. Ref. Co., Pittsburgh, Pa 
a I oti aaa ong g giacéve ote ie, W:6:8 6p 4 a wie swat aaue 
Mamet meOePmmNe OU) CO., MOSERE. oooc ccc ccccccnsessececcee 
ee Wn a I a5 0 a-ose dn igran co maceeiea ee (kenees 
See Sa SU NE DONOR: 5 6:a:5:0:k 5.0 9:610s- e050 ss siginwwe'eeceis 
ns. avis seen | 55 5 aco. 9 9:416-0 4r06:6'4 0/010:46:6 6.0.64 018 piesiee'8: 
sively Maxwell Oi] Assn., Wichita Falla ............eseeeeee: 
sivingstone, Henry S., Fort AEE a Renan 
Livingston Oil Corp., Tulsa, SE eee on ern en 
ce 2, ND GOURMET... 0's. g:0-0inrencae- we wieseceieee eeeee 
ee ee I I OE is wae o'r mb's 00/104 0500p 0.0 8 Woe eine siege 
Lone Wolf Petroleum Co., Beaumont ..........:s0eeeeeceeeees 
eM rrr te eer rere ere 
Lowe Parry Oil Co., De Leon 
SOE TOG) TOU, DOOR, TR. onccc cs cccenevesveeciesccee 
ee See ee Oe Ge GO, I ccc pecs terscceworeesereeceens 
Lucky Seven Oil Co., Wichita NS 6 5a p05 Gia deh Wane meee ee 
Lytle Oil Assn., Lytle pag ate NTN san aaa a RECN Sine Oe: 6 aS a yeie eine an de 
Magna Oil & Ref. Co., Box 2046, Tulsa, Okla. ...........-.06. 
PE DUNNE CO, TONED cocccccccccccsvereseccccscece 
Mann, W. L., 612% Ohio Ave., Wichita Falls ................ 
Mann McPhail Oil Co., 612% ‘Ohio Ave., Wichita Falls ere 
Mann & Reed, care of Rexall Store, Oak, Graham 
Se Sig WORN MONEE - iis ine. O89 wis.e'co 55:00 00 Ob ces beneaeis 
mann Power Ol] Co.,. WIGRHA Fale .....cccccscocecscece lls 
Marathon Oil Co., 810 Brady Bldg., San Antonio 
Margay Oil Corp., Box 2103, Tulsa, Okla. ...... 
Magnolia Petroleum Co., Box 1667, Dallas ..........-eeeseee0e: 
Mahlstedt Mook Oil Co., 606 First Nat. Bank, Fort Worth... 
Mandeville, M. C., 627 South Sixth St., Chickasha, Okla..... 
Marnet Oil & Gas Co., 41 East Forty-second St., New York City 
Markham, J. H. Jr. & Tidal Oil Co., Box 2046, Tulsa, Okla... 
ee ay a I I, nog ann. ag b0-6-0-s'e Clasp 4's $409.06 0195 
Martin Bros., Menger Hotel, San Antonio ........--ecceeeeeee 
Martin Bros., Menger Hotel, San Antonio .........-....-eeee00. 
EN Gas CO, EE GG BD oo 66. 6.5:050 csc 8ineSsecscedsers 
Mary Elizabeth Oil Co., Box 1363, Dallaw .........--.-.00-8. 
Maxson Co., 224 First Nat. Bank Bldg., Wichita Falls ........ 
Mayfield, Joseph L., 814 City Nat. Bldg., Wichita Falls ....... 
Magemeck Co., The, BOE ISB, CIOS 2. ccvcvcccecesecvevecsvccs 
Mecom Oil Co., 706 Goggan Bldg., Houston ..............+5- 
Medina Oil & Gas Assn., San Antonio .......cccccceccsceccees 
Mennis, G. W., 816 Com. Bldg., Wichita Falls ..... sive Wan aceite 
fiemphis Petroleum Co., Memphia .......ccccccccccceccceces 
ee A. IE «a's c's: h:0 0-0: pib in oin'e-b 0:0 were 0-0 6e 06a:a06 
Meridian Pet. Corp., W. A. Goforth, receiver, 1024 MayoeBldg., 
CO, 5 i660: bbS ONS HMTASCS SERS S eG eC OOOO COSC 
Midway Pet. Co., Box 171, Brownwood .....cccsccccscevscesves 
Mills Bennett, 509 Carter Bldg., Houston ......--:..-eeeeeeee 
Mid-Kansas Oi] & Gas Co., Findlay, Ohio .....-.-.5-ceeeecees 
Mills & Garrity, First Nat. Bank, Corsicana ...... pielninth ee aeae 
Miller, Herbert G., Box 596, Eastland .........-eseeeeeeeeee 
Midco. Pet. Co., Midco Bldg., Tulsa, Okla. .....--5.-eeeeeeeeee 
Minor Oil Co., 306 Gilbert Bldg., Beaumont ........--+--«++-- 
Mitcham, G. P., 2018 Sixth Ave., Fort Worth ............+-. 
Mirando Oil Co., Box 399, Laredo .....ccccccccscccvccccvcece 
Monarch Of) & Mel. Co., MOUstam ..cccccccvcccccccsccceececoce 
Montreal Oil Co., Breckenridge ......cccccccccccccccccsecces 
Montrose Oil Ref. Co., Shreveport, La. .....-.ceeeeceececrees 
Mona-Marie Trust, Box 397, Wichita Falls .......-..--..... 
Monroe Production Co., Graham 
Mook-Texas Oil Co., Fort Worth 
Moore, HM. A., Box 341, WAStland ....ccvesvccccsvesvcvwowseveses 
Moore & Henderson, Tulsa, Okla. nee: 
Moss, H. S., receiver, Box 854, Mexia ........-2ceeeeereevunee 
Moore, F. L., trustee, Tulam, Olle. 2... cccccccccccscccccccese 
Mumme, C. T., R. F. D. 58, Van Ormy  .... cece resscccrccceces 
Murphy Oil Co. of Pa., 701 Manhattan Bldg., Philadelphia, Pa. 
Mutual Oil Consolidated, Fort Worth .......eeeseeeeceeeseees 
Mutual Oil Co., 309 First Nat. Bank, Denver, Colo. ........... 
M. & V. Oil Co., 816 City Nat. Bank, Wichita Falls............ 
McCarty Oil Co., 428 Bob Waggoner Bldg., Wichita Falls..... 
McCree Petroleum Corp., 407 Tuloma Blag., Tulsa, — 
McDonald Oil & Gas Co., New Middletown, Ohio “s 
McDorman, C. R., Ardmore, | PPT TTT Cee Ee 
McDowell, H. B., 759 First Nat. Bank, El Paso ..........-+++. 
McDowell, S. L., 304 First Nat. Bank, Wichita Falls .......... 
McEwan, J. P., trustee, 209 Ellison Bldg., Fort Worth ....... 
McGoldrick, E. W., 157 Egan St., Shreveport, La. ............ 
McGarr, G. M. & I. B., Mineral Wells ........2eseeceeceeceees 
McKie, W. J., Corsicana ...cercccccssscccvcettesessescscvces 
McLennan & Hamon, Jr., Ardmore, Okla. .....-+s.eeeeeeeees 
McMahon, F. M., trustee, Denver, Colo. .....s-seeeeeecseees 
McMan Oil & Gas Co., Box 712, Tulsa, Okla. ........e.++0-. 
McNamara Oil Co., Box 939, Beaumont ......sseeereccteerees 
McC. Mooke, E., Box 362, Tiffin ....... << 
Wesley McCallister, Box 696, Graham ..........- a ia 
McBlroy, G. S., 353 spedell Bldg., OM BECOMES osc ctevescvccves 
McLester, Jerome, 2242 Rosedale St., Gorman .....--...++++0. 
North Star Oil Co., “Cross PRED cccecncescretesdstoeseeqoswey 
Noble, Chas. F. Ol Be ee Ge. TUNG, GOGG oo 6:6-0:0:5:000000000: 
National Oil Co., Sam AMtONIO ...- cece cece e eer eeeeeececceeens 
National Supply Co. of Texas, Toledo, Oh!lo .....+-+..++eeeees 
Newblock Oil Co. of Texas, Tulsa, Okla. ........-eeeeseeeeeees 
New Domain Oil & Gas Co., Dalla® .....ceeceesececsncccecens 
New England Texas Oil & Ref. Synd., Inc., Easthampton, 
CEE, oo cc bobeS ERO OOS REDSHSCESTES ES CESDOCES OSE ETS COS SENS 
Newton & Gillcheat, Goose Creek .......-seeeeesccenececvecs 
Noco a Co. & Texas Chief Oil & Gas Co., Oklahoma City, 
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North Texas Obl Co., Vernon .....cccccccccccceccssccseceess 
Nortex Drg. & Dev. Co:, Bt. TOUS, Me. 2... cccccvcesevvccvceves 
Oklahoma Bell Oil Co., Mimerva ......-cceeeenersreenecevnceeee 
Offenbacher, Emile, trustee, Tulsa, Okla. .....---+++eeeeeeees 
Old Dominion Oil Co., Wichita Falls ......-sceereeeeeeeeeeeee 
Odsil Oil Co., New York, mM. Be 

Offenbacher, Emile, Tulsa, Okla. 
O'Keefe, C. A., Fort Worth ......... 
Ohio Fuel Oil Co., Pittsburgh, Pa. Serer 
Ohio-Somerset Oil Co., Sam ANtonio .......eeeeereeseeeeeeeecs 
Oil Develapment Co., ‘St. Lowls, MO. ..cccsccccssces ationy cosaasaeaeen eile 
Oil Production Co., Houston ......cseeeececerererrenrcceeeces 
Oktaha Company, The, Tulsa, Okla. .....--+eeeeerceerreeeerees 
Old Colony Oil Co., Dayton ....... eee eere cree cere r cree reenees 
Oldham, W. &., SSE EE ENE eS a 
O'Neil, John, DE RED, ac clscean spacisbens es Sh ebeweaenees 
O'Neil, H. A., Wichita Falls .....--sseeceeeeceeserererercenes 
Orange Pet. Co OFANZE .ccccccccccccccevcccesesssseesssccecs 
Oregan Nacogdoches Oil & Gas Co., Nacogdoches ...........+- 
Oriental Oil Co., Dallas .....--ceeecer erence erenrrranereatees 
Osceola Oil Co., Beaumont 
Owenwood Oil Corp., Fort Worth .....--++--++eeeees ding acaaantte 
Owens Pet. Co., CAMErON .. cece reece eer eeeeerererertcecerens 
Patterson, J. R.. TIROUMIIIGOE 6c cccscccescccccccereseosrecceecce 
Pace, Geo. Ln, Dallas ...seeesccccececcececsenersreccccccennce 
Peer Oil Corp., Housto 
Providence Pet. Co., Tulsa, P.  giccdceress cons eenseesenes 
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a 
Multiwhirl and 
ultiwhirl and G-R Vaneflo 
Heat Exchangers— Condensers — Coolers 
The patented Multiwhirl and G-R Vaneflo baffles are designed by specialists in heat transfer 
apparatus and are backed by 50 years’ engineering and manufacturing experience. The baffle 
designs insure 
Maximum Rate of Heat Transfer— Minimum Oil Pressure Loss 
Minimum Space For Specified Capacity & 
: eS 
THE GRISCOM-RUSSELL COMPANY es J 
. 94 West St., New York ee 























**‘Ironcase’’ and Tin Meters Westcott Differential Gauges 


Metric Orifice Meters Westcott Proportional Meters 


MEASUREMENT 


For Accurate — Constant — Economical Work 
Measure With Metric 














WESTCOTT & GREIS METRIC METAL WORKS 


TULSA DALLAS CASPER of AMERICAN METER COMPANY, Inc. 
Gas Measurement and Control ERIE, PA. 
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Oil Country Boilers 


The same high grade materials and the 
same excellent workmanship that have 
made it possible for Kewanee Steel Boil- 
ers to be leaders in the field for the past 35 
years, go into every Kewanee Oil Country 
Boiler. 


They are constructed of steel, firmly 
riveted and caulked and are built accord- 
ing to the code for building adopted by the 
American Society of Mechanical Engi- 
neers, which code is now required in the 
State of Oklahoma. Every Kewanee 
Boiler will produce all that its rated ca- 
pacity calls for. You are not experiment- 
ing when you use Kewanee but are buying 
a boiler that has been produced after all 
of these years of continuous building. 


Hundreds of these boilers are and have 
“been in use in the oil fields and have given 
the owners excellent service. 


KEWANEE BSILER COMPANY 
KEWANEE, ILLINOIS 
Makers of Steel Boilers, Steel Seep Wiper Heating, Garbage Burners, 


Sold by Oklahoma Tool & Supply Co., Tulsa 




















Name and address— 

Preston Oil & Gas Co., Brownwood 

Paggi & Co., Chas., Beaumont 

Paggi Bros. Oil Co., Beaumont 

Palmer & Chenault, Wichita Falls 

alo Pinto Oil Co., Strawn 

Panhandle Ref. Co., Dallas 
Pardee, L. M., Breckenridge 
Paulton Oil Co., The, San Antonio 
P. & M. Oil Co., Shreveport, La. 
Paradox QOil Co., Wichita Falls serene 2 
Paraffin Oil Co., The, Beaumont 408.8 7,968 
Parry Oil Co. of Texas, The, Fort Worth . 3,456.95 T2ew 
Pat Oil Co., Electra . 225, 64,948.09 


Patton, H. H., trustee, Cassoday Oil Corp., 
Peeples, Homer, Fort Worth 
Penn-Cities Oil Co., Graham 

Pennant Oil & Gas Co., 

Pennok Oil Co., Tulsa, 

Perkins, J. J., Wichita 

Petroleuni Venture Co., S Antonio 
Petroleum Dev. Co., New York, N. Y. 
Petroleum Producers Assn., Fort Worth 
Petrolia Oil Co, Henrietta 

Petrolia Oil (quarte. 

Philp Bros., 

Phillips, Jos. 

Phillips Pet. Co., Bartlesville, 

Pinto Oil Co., Mineral Wells 

Pioneer Oil & Gas & Ref. San Antonio 
Pioneer Oil & Ref. Co., San Antonio 
Pittsburgh Western Oil Co., 

Pivoto, M. E., Sour Lake . 

P. J. S. Lease No. 2, Wichita F: 
Placid Pet. Co., Wichita Falls 

Plains Pet. Co., Denver, Colo. 

Planet Pet. Co., Bartlesville 

Plateau Oil Co., Fort 

Pois & Kruger, trustee, Wichita 
Pois-Humphrey-Schulz, Wichita 
Pomona Mutual Oil Synd., Pomona, 
Pomona-Texas Oil Synd., Pomona, 
Pomona Valley Oil Synd., Pomona, 
Porter & Co., B. E., Wichita Falls 
Porter & Barnard, Wichita Fall 
Powell, J. L., Wichita F ; 
Prairie Oil & Gas Co., The, -pen lence, ; ; . aed 153,800.56 
Prescott-Phoenix Oil & Gas Co., Muskogee, kla 620. 
Prescott-Phoenix Oil & Gas Co., Wichita Falls J eueas 3,492.3 
Priddy, Walter M., Wichita Falls ee 29,016. 
Primrose Oil Co., Sour Lake 1,214.2: 
Producers Supply & Tool Co., Fort Worth o $2056 aie 1,990. 
Progressive Prod. Co., Kansas City, Mo ive - Wie 9,445. 
Pure Oi Co., Columbus, Ohio Paw eee 4,605. 
Quadruple Oil Co., Dallas 15 
Quigg, J. W., trustee, Lar 

Quakins Pet. Co., New York, 

Quincy Oil Co., Chillicothe . 

Rowe, M. D., Wichita Falls 

Rumbaugh, C. E. and T. J. Easterly, Mooringsport, 
Russell Frank Oil Co., Wichita Falls 

Ruyle Farm & Oil Co., Wichita Falls 

Rycada Oil Corp., Houston 

Ryan Pet. Corp., Bartlesville, 

Radio Oil Co., Wichita Falls 

Rainbow's End Oil & Ref. Co., 

Ralco Oil Co., Tulsa, Okla. 

Ramming, W. F., Wichita 

Ramming, R. W., Wichita 

Ramming, Henrietta C., Wichit 

Ramming, Staley & Ramming, 

R. H. & K. Oil Co., Electra 

Rainbow’s End Oil Co., Rising Star 
Ramming & Petty, Wichita Falls 

Ranger Centrai Oil & Ref. Co., 

Ranger Gulf Corp., Tulsa, Okla 

Rathke Drilling Co., Wichita Falls 
Reclamation Co., The, Fort Worth 

Red River Oil Co., Tulsa, Okla. ... 

Red River Oil & Gas Co., Bowie 

Reliance Oil Co., The, Beaumont 

Regna Oil Co., Saratoga id 

Rentex Oil Co., San Antonio . 

Republic Production Co., Houston 

Riner & Bailey, Wichita Falls 

Rio Bravo Oil Co., Houston 

Roberts, Dennie Oil Co., Waxahachie 
Robinson, A. D., Dallas 

Robinson, J. B., Sour Lake 

Robertson, J. A. & L. , Santa Anna . 
Rocky River Oil Co., The, Wichita Falls 
Rockwell, J. A. & Co., Warren, Pa. 

Roeser & Pendleton, Breckenridge 
Russell-Sanderson Oil Co. No. 3, Fort Worth 
Root, O. M., Eastland 

Root, Rhodes & Sykes, 

Rosenberg, Jacob, Tuls 

Ross Amigos Oil Co., Laredo 

Roxana Pet. Corp., St. Louis 

Staley, L. M., Wichita Falls 

Staley & Fritz, Wichita Falls ee 
Staley-Mashburn Oil Co., Wichita Fi 

Staley, Wynne, Wichita Falls 

Staley, Wynne & Fowler, Wichita F: 
Standard Oil Land & Leasing Co., Electra 
Standifird Bros. 

Star State Oil Co., Moundsvy 

States Oil Corp., Eastland 

Stephens Oil Co., Sour Lake 

Stone & Co., F. W., Cross Pla 

Strawn Pet. Co., Denver, Colo. 

Stull, R. O., Wichita Falis ae 

Sun Oi! Co., Beaumont “ee 

Sun Oil Co., North Texas Div. 

Sunset Pet. Co., Houston 

Superior Oil Co., Superior, 

Superior Oil Co., Orange 

Sutherland Oil Co., Houston 

Swensondale Oil Co., Caddo 

Scott Pet. Co., Wichita Falls 

Schott Oil Co., Laredo 

Seventy-two Oil Co., Marietta, Ohio 

Seybert Bros. & Barger, Mooringsport 
Shamrock Oil Co., Waxahachie .......... 
Shappel & Sons, T. O., Wichita Falls ... 
Shemen Oil & Gas Co., Pittsburgh, Pa. 
Shenholt & Colquitt, Eastland 

Signal Oil Corp., Fort Worth 

Silb Erman Oil Co., Wichita 

Silk, W. W., Wichita Falls 

Silurian Oil Co., St. Louis, 

Simmons, O. A., Graham . 

Sinclair Oil & Gas Co., Houston 

Sitrin, M., Tulsa, Oka ; : 

Sitrin, Sam, Tulsa, Okla 

Skinner, E. W., Oil Co., Saratoga ‘a aa 
Skinner, Adamson No. 1 well, Fort Worth 
Skookum Oil Synd., Wichita Falls 
Slaughter & Hutchison, Bowie ... 

Slick, T. B., et al, Oklahoma City, Okla. 
Smith, W. B., Receiver, Eastland 

Smart, Geo. A., Wichita Falls 

Snider, C. W., Wichita Falls 

Snodwen & McSweeney, Fort Worth 

Somerset Crude Oil & Ref. Co., San Antonio 
Somerset Oil Co., San Antonio 

Sooner Oil Ass’n., Wichita Falls 


Omohernomia 
Oe hone ISoe 


SCAOMS 


MDM NFO ID Om 
Shoe Sho 
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WANEE BOI 














Bristow Bartlesville Bryant 
Wetumka Burbank 
Tonkawa § Cambridge 





DISTRIBUTORS: 


Drumright Madison 


Jennings 
LET US FIGURE YOUR REQUIREMENTS 





AMERICAN 


Wire Lines 


Ask Any Driller 


OKLAHOMA TOOL & SUPPLY COMPANY 
Main Office and Store: TULSA, OKLAHOMA 


BRANCH STORES: 


Okmulgee Shidler 
El Dorado Pawhuska 
Okemah Virgil, Kans. 






























VOGT BROTHERS 


PETROLEUM 


BRUIN, PA. 
Oct. 7, 1922. 


Star Drilling Mch. Coe, 
Akron, Okio. 


Gentlemen: 


We have had our Star No. 36-S? Super- 
tractor in use about six months and are glad to 
say that it has given satisfacticn in every way. 


Al. of sur work has been cleaning 
out ofl wells. except two Speechley gas wells 
which were over 2300 feet deep, and we can say 
that the machine did the work nicely and in reo- 
ord time. 


We have tested the Super-tractor at- 
tachment in moving up mountains, over creeks and 
up stony hille, and find it will olimb any hill 
or mountain in thie vicinity. 


We are very well satisfied with the 
resulte the No. 38-ST Super-tractor has given 
us, and you can feel safe in recommending it to 
anyone who needs a machine for this class of 
work. 


Yours truly, 
Vogt Brothers 





_— 
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THE 
STAR 
No. 38-ST 
Super-Tractor 
Drilling 
Machine 








Ask for 
Bulletin 
No. 12 

















THE STAR DRILLING MACHINE CO., Akron, Ohio 
Factories: Akron, Ohio Chanute, Kans. Portland, Ore. Long Beach, Calif. Export Office: 2 Rector St., New York, N. Y. 















































































































































































































































































AS JOURNAL 
Name <¢ = 
anthers poe Deen ss— 
Southwestern Csrorbandey Co., Houston .... 
South Plains } Ae aanenaty ge eal lala ie 
Speed, C. D Fost Matien, TMRINE. cco cscccswsescaxs cae 
Speed, C. D., Corsicana «....essseeeeeseeeeesecerceeseeeeees 
Beales J. A. W ichita Falls seseeceseeneccessssssverssseeees 
ut - . - Staley, J. I. & Co. Wichita Falls saneneacescseverseseverers 
us ubri Staley, Langford Development Co. OES OSG a REI 
a 10M Stone, F. W. & C Vynne, Wichita Falls ...........00- 0-05 
or Reed Roller Bi Sian W's oe, Stes bane Tene nesses 
2 - Sipe Springs perial Petroleum Co. OLED cite a lal 
r Bits Process Patented | rvs prings Oil Co., Sipe Springs ates PIRIMVIOW oc ccccicccs 
teen S. D. Oil Ag gent, tia aa. eee 
é Seneca Pet ms j Brownwood XS Ws Soe sy I ae ag haa Shite 
San Felipe Oil Ce Corp., Fort Worth Tice LG tee sae aaes only 
Scott Rice ul Co., ci, S'la le cael aS aaa he 
Scott Bow bs L RR Sos Orne nace e cae Rss ee 
er Lease eee 
Scott, F. H ae ResReee Keb ee tinea nner o ni 8 ents or 
Seaboard ¢ S a a oC ure et al, Fort Worth...........-. 
Simms a as tee New York, N. Y. _— ey Pe ee 
Simpson Oil Co. La ~~ tepie threes tinalieeinean meer eaaneins E 
Sinclair Gl & zawton, Okla. Ser eewerere eee rer. ENS 
Sink, Joel replied ieg DMT B ES Ooo eaten eteumensas 
Sioux il & PICA ego nse esa seececenscnsessecceserteetes: 
Sixty -Six ou Ca. ls NE IED pec os cine ovdncienatnganwae 
Skelly Oil Co an “SEA aos gaa hg RS ERT ESSN > 
Stella Oil C ‘ CMRI Too ke ne ee uae 
ase Eeinn et MMR on ie ee 
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Only a Kellogg Forge Weld will insure safety in your high-pressure oil stills 


Mid-Continent Representative—PAUL GERHARD, 307 Kennedy Bldg., Tulsa, Okla. 


THE M. W. KELLOGG COMPANY 


90 WEST STREET, NEW YORK CITY 

















Shaffer Oil and Refining Company 


Illinois-Merchants Bank Building, 230 South Clark Street 
CHICAGO 


Producers, Refiners Shippers and Marketers of 


iD GOES ROC 4 


EER ‘ROCK 


Gasoline Gas Oil Non-Viscous Neutral 
Naphtha Fuel Oil Viscous Neutral 
Kerosene Greases Paraffin Wax 


Assorted Carloads of Mixed Lubricating Oils and Greases 


We Solicit Your Patronage Upon the Merits of Deep Rock Products 


Refinery: CUSHING, OKLA. 


DIVISION OFFICE: Chi SALES OFFIORS: _—ee 
Producing and Land Dept., 705 Kennedy Bldg. a St. Paul ‘ 


TULSA, OKLA. Oklahoma City 
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ONE REASON 
FOR GASO 
POPULARITY 


One of the reasons why GASO Pumps 
have won such rapid favor in the oil 
industry is because of the thorough 
inspection that they undergo. Every 
part from main frame to stud bolt is 
inspected before use, and after com- 
pletion every pump is tested under 


pressure in our fully equipped testing 


room. 


A new member of the Gaso family, designed for main line pipe 
‘ line use. Available in 3 sizes—6, 8 or 10 by 18. 














Gaso Pump & Burner Mfg. Co., Tulsa, Okla. 








GSS O 
PUMPS 


oil fold uses 
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MPORMNE C0 6., THG:, HOUMOR, <.ncccccccccccensccecssceecess 1,427.12 rr 
I MR oe ic se vapewaneiageasensheeses 87.50 eat 
Woodburn O11 Corp., Philadelphia, Pa. ...6.ccccceccreccvoces 11,395.40 25 634 
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Ee Oe ee NF IID ccs savainecronesnkeievacnandecnn 1,279.08 175914 
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EASTERN FIELDS 


(Continued from Page 40) 
Hustead farm. J. M. Barnett has 
rigged up on the J. C. Duncan farm and 
waiting for gus. The Hampton Oil Co. 
drilling at 2,645 feet on the Isaac 
Hannah farm. In Eagle district, the 
Philadelphia Oil Co. has made location 
or a test on the Harriett Michaels farm. 
‘n Greenbrier district, Doddridge Coun- 
the Raccoon Oil Co. is due in the 
‘d on the James Kelley farm. In New 
Milton district, Trainer & Travis are 
building a rig on the Joshua Ross farm. 
1e company has made locations on the 
F. Ross and Delbert Adams farms. 
n Center district, Wetzel County, the 
Manufacturers Light & Heat Co. has 
irted to drill on the M. and F. Butcher 
farm. 





Southwest Pennsylvania 

The southwest Pennsylvania fields are 
completing very few wells. In Wayne 
Township, Greene County, the Peerless 
Oil & Gas Co. drilled through and shot 
in the fifth sand, its test on the A. J. 
Whitehill farm, a gasser, estimated good 
for 1,000,000 feet a day. The total depth 

3,040 feet. In Springhill Township 
‘e Manufacturers Light & Heat Co. 
has a Big Injun sand gasser at a test 
n the L. L. Grith farm. In Morris 
Township, Washington County, Carnegie 
Natural Gas Co. has a duster in all sands 

the W. C. Archer farm. 


MEXICAN FIELDS 


(Continued from Page 42) 
last making hole again in its No. 2 Palo 
Blanco, in a blue shale 1,725 feet; its 
No. 20 Alamo, in a limestone at 2,205 
feet. 








The Topila District 

In the Topila district, Bravo Drilling 
Co.’s No. 1, Lot 30 Paciencia de Aguacate, 
drilling in gray shale at 850 feet. Cor- 
tez Oil Corp. has made fast time in its 
No. 1, Lot 30, Largatero, with its dia- 
mond drill at 2,900 feet in gray shale. 
La Corona Petroleum Co. No. 4, Lot 6 
Paciencia de Aguacate, fishing tools at 
2,290 feet in limestone. Cia. Petroleum Fi- 
nanciera No. 1, Lot 8, is drilling in shale 
at 1,510 feet; its No. 1, Lot 9, in a sim- 
ilar formation at 500 feet. Price & 
Thomey No. 4, Lot 36, is cementing 8- 
inch in a shell at 1,630 feet. Talvez Oil 
Co.’s No. 5, Lot 39, is drilling in shale 
at 1,740 feet; its No. 6, Lot 43, has a 
fishing job at 2,240 feet, where there is 
some showing in the lime; its No. 7, 
Lot 4, is in gray shale at 1,100 feet, and 
its No. 15, Lot 37, in limestone at 2,010 
feet. The Texas Co.’s No. 3, Lot 29, is 
is drilling in shell at 1,890 feet. 

Miscellaneous Tests 


In Culebra, north of the Tamesi river, 
Huasteca Petroleum Co. (Mexican Pe- 
troleum), No. 1, is drilling in the lime- 
stone at 1,980 feet; there is no change 
in the status of No. 2, while No. 3 is 
running 10-inch at 1,635 feet in lime- 
stone. 

In Ebano, Mexican Petroleum Co. No. 
16 Chijol, is drilling in limestone at 
2,250 feet, and its No. 27 La Dicha, in 
a similar formation at 1,650 feet. 

In La Palma, Kern Mex Oil Fie!ds’ No. 
5 is preparing to cement 8-inch casing 
around 1,350 feet, in the lime. 

In El Barco, Mexican Gulf Oil Co.'s 
No. 4 is drilling in brown limestone at 
1,375 feet. 

In the Caracol, Allison Smith No. 1, 
Lot 50, has bridged in the San Felipe 


at 1,750 feet, with considerable gas 
Woollett & Parker No. 1, Lot 94, is 
drilling in shale at 375 feet. ; 

‘Following a prolonged drouth marked 
by the pronounced heat, the raing broke 
two days ago. There has been consider. 
able lightning, but no tanks are reported 
struck. 





CORROSION OF COPPER 
BY SULPHUR IN FUEL 





Researches by Dr. W. R. Ormandy 
and E. C., Craven published in th 
Journal of the Institution of Petroleun 
Technologists indicate that the corr. 
sion of certain copper parts of motors js 
due to the presence of free sulphur in 
the liquid fuel used, and a sample of 
good grade petroleum spirit was exam. 
ined, and from which could actually be 
isolated the yellow sulphur particles, 
The matter of determining this free sul. 
phur in motor spirits becomes, there. 
fore, one of importance. 

The following gravimetric method has 
been evolved: 100 c. ec. of the spirit are 
shaken with 3 c. c. mercury in a dry bot- 
tle, and after 10 to 15 minutes, a little 
dilute hydrochloric acid added to coagu- 
late the mercury sulphide. The mixture 
is now filtered through an asbestos plug 
previously made wet. By this means the 
sulphide is retained, and the acid spirit 
and most of the mercury pass through, 
The plug is washed a few times with di- 
lute acid (1 to 160), and then trans 
ferred to a beaker, the funnel being 
washed down with 25 c. c. strong hydro- 
chlorie acid. Half a gram of potassium 
chlorate is added, the solution slowly 
heated up, diluted, and filtered. The 
sulphate in the filtrate is determined in 
the usual way. 

It was found that a copper strip when 
heated with a spirit will commence to 
blacken when the sulphur in the latter 
is slightly over 1 miligram per 100 c¢. ¢, 
and will scale at a concentration of 2 
milligrams sulphur per 100 ec. c. The 
corrosive action of sulphur-containing 
fuels is increased when alcohol is used 
in admixture. Shaking the fuel with 
bauxite or -silicagel resulted in slight 
absorption of the sulphur. How the free 
sulphur is formed is not quite clear, but 
it may be that during chemical refining 
sulphur compounds are produced, which 
during later operations give rise to free 
sulphur. 


MAVERICK SPRINGS (WYO.) LINE 








The Union Oil'Co. of California will 
not utilize its recently acquired right of 
way from Maverick Springs Field (Wyo-) 
to the railroad at Shoshoni. It is uh 
derstood construction of a pipe line #8 
merely postponed and all preliminary 
work will be completed this summer a& 
cording to schedule. 





OIL TANK ORDER PLACED 





Youngstown Boiler & Tank Co. has 
been awarded an order for twenty 55,000 
bbl. oil tanks for Texas oil fields, repre 
senting an investment of $400,000. Plates 
involving 3,000 tons, required for the 
order, have been placed. 





NOT TO PURCHASE GULF C0. 





Officials of the Standard Oil Co. of x 
diana say negotiations for purchase 
an interest in the Gulf Oil Co. have fallen 
through. It was also said the Standard 
had no intention of buying into Cosded 
& Co 








June 2i, 
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One man swings the ma- 


























A One Man Machine 


chine from either side of 
wagon, places it in position 
at the well, cranks up the 
mast, and has it ready for 
operation. HE DOES ALL 
THIS WITHOUT FAST- 
ENING A GUY WIRE 
AND WITHOUT THE 
AID OF A TEAM OF 
HORSES. 


The IRON KING works 
with equal ease and satisfac- 
tion on the big deep ones as 
it does on those in the shal- 
low pay. It is there to pull 
and it does it. 


Just tell any oil well sup- 


ply house that you wish an 
IRON KING. They’ll get 
















it for you. 
Tell Us Where To Send Your Catalog 


THE IRON KING MANUFACTURING COMPANY, Bradner, Ohio 


Say you saw it in The Oil and Gas Journal 



























Gas COontpressors 
Gas Engines 


by the compression or absorption methods, for booster service and 
for operating with any discharge pressure or vacuum. 






















These compressors are equipped with Ingersoll-Rand Plate Valves. 
The enclosed construction is dirt-proof and permits efficient flood 
lubrication for the running gear. 














For driving these compressors there is no better prime mover than 
the Rathbun Gas Engine, a vertical, four-cycle engine backed by 
20 years of high duty performance. 











The I-R Gas Engine-Gas Compressor will appeal to users of direct- 
connected units. ; 

























Complete Information 
on request 


Ingersoll-Rand Company 
11 Broadway, New York 

Offices in all Principal Domestic and Foreign Cities 

716-C 














mper) 


Automatic 


ACETYLENE GENERATOR 








Cut pipe line coste 
with this portable 
acetylene generator 


solutely automatic. 








The Imperial Portable Acetylene Generator is ab- 
When you light your torch 
it starts to generate—shut off your torch and it 
No clockwork, weights, or complicated 
mechanism. It can’t go wrong. 


It is small enough to transport easily and quickly, 
yet large enough to insure an adequate supply of 
gas at a saving of 75 per cent over the cost of 
acetylene in cylinders. 


No more expensive delays, refilling, haulage 
charges or uncertainty of supply with cylinders. 
The Imperial Portable Acetylene Generator has 
earned its way and proved its practicability day 
after day, in the oil fields. 


Imperial Welding and Cutting Outfits 
are used by 8&0 per cent of the large pro- 
ducers and refiners. Our Universal 
Torch has four torches in one and costs 


Write for catalog which illustrates work, costs and 
gives complete details of our full line of equipment 


Imperial Brass Mfg. Co. 


1208 W. Harrison St., Chicago, III. 
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NEW OIL FIELDS 
COMPLICATE SITUATION 


(Continued from Page 17) 





the property was taken over by local in- 
terests and drilling continued. After 
standing for several months, the well 
was found to contain about 10 bbls. of 
42 gravity oil. The development is simi- 
lar to results obtained by The Texas Co. 
in its Logan wells in the Pelican district 
and indicates the presence of an oil pool 
somewhere in the vicinity from which 
oil is seeping into the tests drilled. In 
the Union County area of the Smackover 
district, the Oil Operators Trust com- 
pleted a 6,000-bbl. well, while of 30 com- 
pletions in the area one-half were in the 
four-figure class in initial production and 
only two were complete failures. Other 
completions, in addition to the Oil Oper- 
ators’ well, ranged from 1,000 to 5,000 
bbls. The Ouachita County area’s record 
was nearly the opposite of- that of the 
Union County area. With one exception, 
all completions were in wildcat territory, 


and of the 12 completions five were fail-° 


ures. Only three wells were completed 
in the light oil district, the Forest Oil 
Co. getting one making 500 bbls. and an- 
other making 25 bbls. The ‘Peer Oil Co. 
finished a well which swabbed 150 bbls. 
Pennsyivania-West Virginia 

Reduction in the prices of eastern 
crudes, announced Monday, had_ been 
more or less expected by operators and 
development in the fields had been of a 
desultory character waiting for the mar- 
ket to settle. All grades of Pennsylvania 
and Somerset light were cut 25 cents; 
Corning, 15 cents; Cabell, 20 cents; Som- 
erset medium, 20 cents, and Ragland, 10 
cents. The best well in’ southeastern 
Ohio was the Goble Oil & Gas Co.’s No. 
5 Rariek, Jackson Township, Perry 
County, making 100 bbls. in the first 24 
hours after shot. In West Virginia, the 
Supreme Court’s decision invalidating 
the Steptoe Act, restricting the flow of 
gas to western Pennsylvania and eastern 
Ohio consumers, has increased activity 
in gas operations in that State. The 
Midway City Gas Co. brought in a 1,- 
250,000-foot gasser in wildcat territory 
in Cabell County In southwestern 
Pennsylvania, the Peerless Oil & Gas Co. 
got a 1,000,000-foot gasser in Wayne 
Township, Green County. 

Mexico. 

The best well of the past week in the 
Mexican fields was completed by the 
Mexican Eagle Oil Co., its No. 27, Lot 
132 Amatlan, coming in unexpectedly at 
a sub-sea level of 1,577 feet with the tools 
in the hole and being estimated ag good 
for 5,000 bbls. In the Cacalilao sec- 
tor of Panuco, La Corona Petroleum 
Co.’s No. 18, Lot 4, is rated as good for 
2,500 bbls. The Mexican Gulf Ojl Co.’s 
No. 16, Lot 1 Cacalilao, the second best 
completion to date in that section, is 
estimated as good for 2,000 bbls. 

West Kentucky-Tennessee 

An especially good completion was re- 
corded jn the Kettle Creek district of 
Monroe County, Kentucky, when Gart- 
land & Tate’s No. 2 M. Kerr, blew off 
the casinghead and flowed more than 
1,000 bbls. before being controlled. The 
well gauged 120 bbls. an hour after being 
brought under control. The total depth 
is 286 feet, the well being in the first 
Sunnybrook sand. The No. 1 well on 
this lease wag the discovery well of the 
Kettle Creek Field. Combined pipe line 
runs for May in western Kentucky show 
an inerease of 10,037 bbls. Warren 
County’s best well of the past week, 
Moran Oil & Refining Co.’s No. 15 Ennis, 
came in at 35 bbls and igs pumping 7. E. 
M. Treat & Co.’s well on the Summers 
lease in the Pugh district of Simpson 
County is pumping 900 bbls. of water and 
120 bbls. of oil. Allen County’s best 
completion was No. 11 J. F. Stovall, 
showing for 306 bbls. flush. Hopkins 
County had two good producers, Joe 
Young and associates’ No. 1 Holliman, 
making 50 bbls. after shot, and Copper- 
Flash Oil Co.’s No, 1, a 25-bbl. pumper. 


Thursday 


Central West 

The banner well in Darke Count 
Ohio, for the week was the Mo . 
Oil Co.’s No. 2 J. T. Patton, goog for 
80 bbls., followed closely by Faulkner j 
Brown's No. 3 H. Seifring with 60 bb 
In Eagle Township, Hancock Coun 
the Ohio Oil Co. got a 50-bbl. pumpe 
in No. 11 J. McClelland and Romshe } 
Wright a like producer in No. 2 Fred 
Kohler, in Douchoquet Township, 4). 
glaize County. The Ohio Fuel & Gas (y), 
second test on the A. J. Kussell farm 
Carthage Township, Athens County, 
estimated at 6 000,000 feet of gas in t, 
second Cow Run sand. A_ supposj 
southwestern extension of  Allends) 
Field, Illinois, is to be thoroughly teste 
Activity in Fort Recovery Field is gti; 
ring activity in Indiana and adjoining 
districts. Union Oil & Gas Co. had gi; 
completions in Johnson-Magoffin-Lay 
rence Counties area of eastern Kentucky 
one, No. 62 J. A. Dial, being good {y 
62 bbls. 


ROYAL DUTCH LEADS 
PRODUCTION IN MEXICO 





NEW YORK, June 18.—The Royil 
Dutch Shell subsidiary, La Corona, pr 
duced more oil than any other compan 
in Mexico in the week ended June } 
747,003 bbls., consisting of 24,000 bbls 
of light oil and 723,003 bbls. of heavy 
oil from Panuco district. This is th 
first time in several years that the Meri- 
can Petroleum Co. relinquished the posi- 
tion of foremost producer in Mexico. Its 
production was 668,972 bbls., of whiei 
610,451 bbls. was light oil and 58,321 
bbls. heavy oil from Ebano. | It is still 
the largest producer of light Mexican 
crude. 

Production of heavy oil has recently 
shown a large increase, owing to com 
pletion of wells in the Cacalilao distriet, 
concurrent with a steady decline in with 
drawals of light oil in the southern fields 
Royal Dutch Shell interests are the 
heaviest producers of Panuco crude, and 
for 12 days to June 1 withdrawals }; 
the Corona Co. averaged more than 10; 
000 bbls. daily. An increase to 122,00 
bbls. daily is expected with additional 
pipe lines and pumps. Nearly 50 pe 
cent of the heavy oil production is from 
wells in Cacalilao and being taken out bj 
Corona Co., Standard Oil Co. of New 
Jersey, Mexican Seaboard, and Sinclav 
in conjunction with the Empire Gas 4 
Fuel Co. 





PETROLEUM IMPORTS TO INDIA 


Kerosene and lubricating oils were it 
fair demand in India during 1922; the 
American importing companies having § 
more successful year than the British, 
which handle locally produced gasolint 
and paraffin wax. Extremely low price 
for these, in conjunction with high pre 
duction costs, in the oil fields and refi 
eries, resulted in unsatisfactory returns. 
To December, covering nine months, the 
import of kerosene was larger by 22 pe 
cent than during the similar period of 
1921. The United States supplied 74 pe 
cent, and most of the remainder cam 
from Dutch Borneo. There was Véty 
little gasoline imported, as most of this 
is produced locally. Lubricating oils 
showed a gain of 9 per cent, and fuel ai 
the same, but American cempanies do m0 
share this trade, about three-fourths o 
the fuel oil coming from Persia and th 
rest from Dutch colonies. 





MARINE FUEL OIL GAIN 





Of world shipping aggregating 42,500; 
000 gross tons only 3 per cent used 0 
as fuel in 1914 whereas today it is used 
by at least 28 per cent of tonnage 288" 
gating 62,000,000. Vessels using oil— 
by burning or internal combustion—bavt 
increased from 650 in 1914 to 4,500, 
many of which, however, can use oil # 
coal, 
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Pipe Machine 
Economy 


The test of economy is years of gruelling 
service. Excessive depreciation is undesirable, 
and unless a machine is built to stand the gaff 
of rough and steady threading, it will prove to 
be an unprofitable investment. 


B&K machines stand the daily grind. They 
do not show signs of weakening after a few 
months’ service. No frills or afterthoughts— 
just a sturdy, dependable machine. 


Catalog if you want it. 








BIGNALL & KEELER MACHINE WORKS 
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Reid Pumping Powers on Your Oil Lease 
Assure Steady Operation 


THE REID TWO ECCENTRIC 
GEARED POWER here illustrated is a 
massive and strong machine designed and 
built for heavy loads and continuous 
service. 


It is very generally used throughout the 
oil fields and has been for over twenty 
years. The test it has been put to in daily 
service in the fields has proven its supe- 
riority. 





JOSEPH REID GAS ENGINE COMPANY, Oil City, Pennsylvania, U.S. A. 


BRANCHES AND AGENCIES—Marietta, Ohio; Logan, Ohio; Newark, Ohio; Gambier, Ohio; Haynesville, La.; Shreveport, La.; Charleston, W. Va.; 
R. B. Moore, Bolivar, N. Y.; Bradford Supply Co., Robinson, Ill.; Frick & Lindsay Co., Kentucky Distributors; S. R. Shoup, 408 Pacific Electric Bldg., 
Los Angeles, Calif.; Oklahoma, Kansas, Texas, Arkansas and Wyoming, Frick-Reid Supply Co., Tulsa, Okla., and branches. 


BRANCH SHOP: TULSA, OKLAHOMA 
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Expert Describes 


Gas Problems for 
Erie (Pa.) Teachers 


Samuel S. Wyer, associate in mineral 
technology of the Smithsonian Institute, 
in a lecture entitled “The Fuel Situation 
of the Home” for teachers of the public 
schools of Erie, Pa., said: 

“The fuel demand for house heating 
fluctuates through such a wide range that 
it will not be feasible to attempt general 
house heating service from central public 
utility plants. 

“Pennsylvania has over 500 towns that 
have natural gas but the supply is very 
greatly on the decline and less gas will 
be available each year. This gas is worth 
twice any manufactured gas that can be 
made and ought to be rigorously conserved 
for future use. If the residue supply of 
natural gas still remaining in the ground 
was properly used, Pennsylvania towns 
could have natural gas service for many 
years: 

“The waste in fuel consumption in the 
home is large. The ordinary coal fur- 
nace wastes 75 per cent of the heat en- 
ergy in the coal. Burning natural gas in 
the ordinary coai furnace wastes 75 per 
cent of the energy whereas burning the 
gas in a properly constructed gas fur- 
nace the waste can be cut down to 25 
per cent so as to make 1 foot of gas, in a 
properly constructed furnace, do the work 
where % are required in the ordinary coal 
furnace. 

“The gas industry should grow and 
meet the increasing future demands of 
incidental house heating. This desirable 
growth, however, may be retarded by un- 
truthful claims that flues for room and 
water heating service are not needed. 
Much depression and lassitude of spirit, 
lower vitality and hence less resisting 
power to the ever present disease germs 
may be traced to gas fumes from flues 
gas heating stoves. These vitiated room 
air conditions must be prevented if there 
is to be an increasing use of manufac- 
tured gas for heating service. 

“The home fuel situation of the future 
will be substantially as follows: Flec- 
tricity is out of consideration. There 
will be increased use of gas for cooking, 
hot water heating and incidental house 
heating. Gas, however, will not solve the 
general house heating problem and for 
this there must be an increased use of 
coke in order to cope with the smuke 
nuizance.” 





SAYRE ANNIVERSARY 
OF GAS DISCOVERY 


The discovery well southeast of Sayre 
in Beckham County, Oklahoma, will be 
a year old June 30. It is in 15-923w, 
and was started by H. M. Thomas, who 
drilled it to 1,200 feet where it was 
taken over by Bert S. Barker of Doug- 
lass, Kans., with Wichita associates. 

Mr. Barker resumed drilling about Oc- 
tober 1, 1921, and on June 30, 1922, 
it 2,812 feet, the well blew in, mak- 
ing 36,000,000 feet of gas, with 980 
pounds rock pressure, and about 50 bbls. 

oil. It blew wild for 93 days be- 
‘ore it was got under control, the roar 
£ the gas being plainly heard at Sayre, 
‘ miles distant. 

This well which started the excitement 
*» Beckham County is now making about 
15,000,000 feet of gas and 25 bbls. of 
37.5 gravity oil daily. The rock pres- 
sure is 820 pounds. Nine drilling wells 


we ee 


in the vicinity are beng supplied with 
its gas for fuel. The oil is being used 
by farmers for fuel, some hauling it more 
than 20 miles to their homes. A number 

Sayre residents are also burning it 
for fuel. 

The casing is still in the hole, there 
being 160 feet of 15%4-inch, 300 feet 
of 12-inch, 1,200 feet of 10-inch, 2,208 
feet of 84-inch and 2,637 feet of 65%- 


inch. There are six 500-bbl. tanks near 
the well, all of which are practically 
filled. 


There are now 33 drilling wells in 
Beckham County, in the vicinity of Sayre, 
three near Erick in the western part of 
the county. 





PHILADELPHIA CO. AND 
PITTSBURGH GROWTH 


PITTSBURGH, Pa., June 18.—The 
Philadelphia Co. has declared a quarterly 
dividend of $1, payable July 31, to stock 
of record July 2. Declaration of a quar- 
terly dividend of $1 on common stock, 
par value $50, of the Philadelphia Co. 
places this issue on a $4 annual basis, 

3 per cent. The previous rate was 
> cents quarterly, or $3 a year. 

Need for financing of an _ extensive 
basis in order to take care of the devel- 
opment and growth of the Philadelphia 
Co. and affiliated corporations was made 
evident to directors during an inspection 
of the properties in Allegheny and Beaver 
Counties. This extension of public utility 
facilities is made necessary by the rapid 
development of industrial Pittsburgh, far 
greater than generally appreciated. 

The Philadelphia Co. and its affiliated 
corporations have made great strides in 
the past three years in developing the 
properties. More than $98,000,000 have 
‘een put into the Pittsburgh district for 
development of public utility service. 

In addition to those from public utili- 
ties, a very considerable portion of earn- 
ings accruing to the Philadelphia Co. 
comes from the Philadelphia Oil Co. and 

tbsidiaries other than public utilities. 





GAS REORGANIZATION 
IN CENTRAL ALBERTA 
CHATHAM, Ont., June 18.—In east 
central Alberta, the interests connected 
with the Northern Alberta Natural Gas 
Development Co. have re-organized their 
activities preparatory to eonstruction of 
the pipe line from the Viking gas field to 
Edmonton. The name of the original 
company is being changed to the North- 
western Utilities, Ltd., and the stock 
is being transferred accordingly. The 
president of the new company is T. A. 
McCauley, while I. G. Payne of Cal- 
gary will be manager of the distributing 
system. E. G. Hill, who will have charge 
»f the construction work on the pipe line 
and distributing plant for Ford, Bacon 
& Davis of New York, has arrived in 
Edmonton, and digging for the pipe line 
‘3 in progress. Mr. Hill will be general 
manager for the engineering company 
operat:ng the plant for one year after 
completion. It is expected gas will be 
delivered to Edmonton by October 1. It 
is understood two other companies con- 
trolled by the same interests will be or- 
ganized with headquarters in eastern Can- 
ida to handle their production and other 
activities, apart from the distribution in 
Edmonton. 


Natural Gas Service 
Not Stopped by Flood 


WICHITA, Kans. June 18.—One 
utility survived the raging waters of 
swollen streams in Kansas and Oklahoma 
the past several days when the natural 
gas service was uninterrupted. Gas serv- 
ice every hour during the flood disaster 
in Winfield, Arkansas City and other 
towns was the record of the distribution 
plants at these points, owned and op- 
erated by the Empire Companies, with 
headquarters in Bartlesville, Okla. All 
other utilities, including electric plants, 
city water systems, street railways and 
railroads were forced to suspend within 
three hours after the fiood waters were 
upon these cities. 

Officials of the Western Distributing 
Co. organized their operating forces in 
military fashion, and all strategic points 
were watched and every advantage taken 
which would guarantee uninterrupted 
service to the panic stricken and dis- 
tressed citizens, all of whom were de- 
pendent upon natural gas for fuel. 

At Arkansas City, where the flood wa- 
ters were reof high in a section embrac- 
ing 300 homes, some of which were swept 
away, the gas was shut off until the wa- 
ters subsided and necessary repairs could 
be made. The main line from the Dil- 
worth (Okla.) fields, which supplies those 
two cities and many others in central 
eastern Kansas, crosses the treacherous, 
shifting bed of the Arkansas River at 
Arkansas City, Kans. A special study 
was made of this crossing and the line 
laid with extraordinary safeguards. 








SAYS PRESSURE IS DECREASING 





DALLAS, Tex., June 18.—Testimony 
presented to the Texas Railroad Commis- 
sion recently in the San Antonio gas 
case showed the pressure of wells in Mc- 
Mullen and Refugio Counties is decreas- 
ing and one wells is out of commission. 
Other testimony suggested the territory 
adjacent to San Antonio should produce 
gas in paying quantities. The city con- 
tends the four wells now flowing into 
the pipe line have an insufficient produc- 
tion to supply the city. The San An- 
tonio Gas & Oil Co., a Milwaukee. con- 
cern, has completed a well on “gas 
ridge,” near Kelly Field, but a report 
on its production has not been made. 





GASSER IN GRAHAM FIELD 


N. L. Amster’s No. 1 on the Duncan 
farm, in the center of the southeast of 
the southeast of the northeast quarter of 
Section 25-2s-3w, in the northwest por- 
tion of the Graham Field, Carter County 
Oklahoma, drilled out the plugs and went 
through 15.000,000-foot gus sand at 1,890- 
94 feet, and is now drilling at 1,903 feet, 
with expectation of picking up the oil 
sand found in other wells in its vicinity 
about 20 feet below the gas. 





MEDICINE HAT GAS DEAL 





CHATHAM, Ont., June 18.—The Medi- 
cine Hat City Council has entered into 
an agreement with the Thompson Syndi- 
cate to drill a test for oil at Police Point 
to 3,200 feet if necessary. The Thompson 
interests control the Sanctuary Oil Co., 
which has a test down 2,300 feet at Pa- 
kowki Lake. In case of success, the city 
will lease the Thompson Syndicate 2,000 
acres it owns and will recommend the 
Federal Government lease him 8,000 
acres of the 30,000 acres reserved for 


the city around Medicine Hat In return 
the city is to receive a royalty of 5 per 
cent. Should the well not produce ,j 
it is to be plugged at the greatest gy 
pressure and the city agrees to purchay 
at a rate of 3 cents per 1,000 feet uni 
the sum of $75.00 has been paid, but tic 
maximum shall not be more than $75, 
a year, without interest. ; 





CITY NOT TO SELL GAS 





OKLAHOMA CITY, June 18—t, 
problem of selling gas from a well ep. 
trolled by the city of Corpus Christi 
Tex., appears near a solution. The city 
has proposced to sell gas from the Saye 
well to the Corpus Christi Gas (Co, fo 
15 cents, provided the company sélls jt 
to consumers at 60 cents, with an indus. 
trial rate, based on 500,000 to 1,000,009 
feet demand, of 25 cents. This propos. 
tion is made by the city in lieu of its 
engaging in the gas distribution business, 


KETTLE CREEK SURVEY 
HAS 18 COMPLETIONS 


HARRISBURG., Pa, June 18.—In the 
past 12 months, the Clinton Natural Gas 
& Oil Co., of Renovo, Pa., has dense} 
strated that gas exists in commercial 
quantities in Leidy Township, Clinton) 
County, according to a report by ME 
Johnson, of the State Geological Sur. 
vey. 

The gas wells on Kettle Creek all start 
near the base of the Pocono formation 
pass through the Catskill and bottom in 
the Chemung, the gas being obtained 
from a horizon corresponding to that of 
the Clarendon sand of Warren County. 

Only two wells have been drilled clow 
to the axis of the anticline. The bet! 
well so far obtained was in April with 
a rock pressure of close to 700 pounis 
per square inch. The second found 
sand at the producing horizon and prove 
a “duster.” All the remaining wells, wit 
one exception, have been drilled on tk 
northwest flank of the anticline. 

The Clinton Natural Gas & Oil 
and its predecessor, the Williamsport 
Natural Gas & Oil Co., have drilled 
wells to date, with a fourteenth we 
drilling. 

The first two wells drilled were g 
producers (combined production of ov} 
600,000 feet of gas per day), but #} 
flooded and now constitute a grave mt} 
ace to the rest of the field. 

At the present time seven well are pt! 
ducing gas, five of which are capable 
producing a toial of 4,000,000 feet a day 
The rock pressures vary from 125 to ! 
pounds. It is a noticeable fact that & 
pressure is lowest near the old wells # 
is progressively higher with any increi® 
in the distance from them. 

The Kettle Creek Field has been 0 
partially refined, there being plenty ' 
room for enlarging the proven or prode: 
ing area. What appears to be the m# 
favorable area in the district, the a) 
between Havener Run, Kettle (re 
Turtle Point Run and the axis of ? 
anticline, has hardly been touched. Thép 
is also plenty of room for expans® 
both north and south along the a) 
cline. It is probable a_ production "f 
15,000,000 feet of gas a day could be® 
veloped within a few months by i 
tuting an active drilling campaign. } 

As yet no commercial quantities of # 
have been produced and sold; i. e # 
has been used only for drilling and ® 
mestic purposes. The chief reasom , 
this is the distance of the field from” 
available market. 
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REFINERS— 


Protect Your 


Weathering Tanks 


No doubt, you take every precaution to 
guard your tanks against outside harm. 
But what about protection within? 


You must have a positive dependable check 
against the building up of pressure IN the tanks 
—otherwise, infinite damage may result. 


We realize that you know this as well as we do—but 
what are you DOING about it? 


Many refiners have adopted FISHER DIAPHRAGM- 
ACTUATED RELIEF VALVE (Type 505) to protect 
their tanks against excess pressure from within. _Pres- 
sure simply cannot build up in a tank with this valve 
When the pressure mounts to the point 
fixed as “safety,” the valve opens automatically and per- 
mits any. excess to escape. 


There are many points you will find exceedingly inter- 
Let us send you our Bulletin 
1502, which gives full information about this and many 
other oil field and refiners specialties made by FISHER. 


esting about this valve. 


The Fisher Governor Company 


Marshalltown, Iowa 


346 Fisher Avenue 
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OKLAHOMA FIELDS 


(Continued from Page 30) 
sand at 2,992-3,001 feet. 
Eagle Oil & Refining Co.’s No. 3 Saun- 
ders, SW cor. NW SE, same section, 
made 175 bbls. from pay at 2,981-88 feet. 
Jackson & Wise’s No. 1 Hendrickson, 
SE cor. NE NW, Section 21-16-9, was 
finished for 408 bbls. the first 24 hours 
from pay at 2,970-75 feet. The Nowata 
Oil & Refining Co.’s No. 2 Hendrickson, 
CNL NE NW, same section, was com- 
pleted as a 250-bbl. well at 2,993-3,001 
feet. The Transcontinental Oil Co.’s No. 
6 Peters, SE cor. NE NE, Section 34- 
16-9, was dry at 3,098 feet. The Gladys 
Belle Oil Co.’s No. 1 Beaver, CNL NE 
NW, Section 12-16-10, was dry at 3,883 
feet. The Wright Producing & Refining 
Co.’s No. 2-A Jefferson, CWL SW NW, 
Section 34-16-10, was abandoned at 2,830 
feet. D. B. Mason’s No. 1 Harry, SW 
cor. SE SW, Section 27-15-10, was dry 
at 3,195 feet. 

The Wilcox Oil & Gas Co.’s No. 7 
Post, SW cor. SE SW, Section 33-15-10, 
made 815 bbls. naturally from sand at 
3,251-85 feet. Wilcox & Oswalt’s No. 1 
Harry, NW cor. NE NW, Section 34- 
15-10, was considered good for 65 bbls. 
naturally from sands at 2,613-19 and 
2,619-30 feet after plugging off water 
from 2,630-42 feet. The Skelly Oil Co.’s 
No. 5 Brown, NE cor. NW NW, Section 
4-14-10, made 750 bbls. naturally at 
3,231-47 feet. 

Due to the heavy rains during the past 
few days and the flooded condition of the 
streams, work in the Tonkawa Field was 
almost at a standstill. The Blackwell 
Oil & Gas Co. was building a rig for 





No. 10-A Ruzek, C NE NW, Section 
3-24-lw. The Comar Oil Co. was rig- 


ging up tools at No. 13-A Carmichael, 
CSL SE NE, Section 3-24-lw. South- 
west of the productive area, J. M. Bay 
had a rotary rig up for No. 1-A Read, 
CSL SE SE, Section 20-24-1w. 

In Other Counties 


Okmulgee County operators continued 
to. go ahead with the usual number of 
new operations. The Denver Producing 
& Refining Co. had a rig on the ground 
for No. 7 Holahta, CEI. NW NF, Section 
31-13-11, Lampton and others were rig- 
ging up at No. 3 Harris, C SE SW, Sec- 
tion 2-14-13. The Gladys Belle Oil Co. 
and Sands had a rig up for No. 5 Bruner, 
SE cor. Section 36-13-11. King & Der- 
ickson were drilling at 400 feet in No. 
1 Canard, SW cor. SW NE, Section 19- 
13-12. W. B. Pine had a rig on the 
ground at No. 5 Barnett, CSL NW NB 
NW, Section 3-11-12. C. L. Hill was 
rigging up a machine at No. 6 Harris, 
NE cor. SE NE, Section 1-14-14. ‘rhe 
Iron Mountain Oil Co.’s No. 3 Thorn- 
berry, an old well, SW cor. SE SW, Sec- 
tion 13-14-14, was drilling deeper at 2,700 
feet. Hall & Stearns staked a location 
for No. 10 Scott, CEL SW N#, Section 
15-13-14. T. W. Crabtree was rigging 
up a machine at No. 1 Walker, C NW 
SE, Section 23-14-15. Bohnert and cth- 
ers had a machine in place for No. 2 Car- 
ter, NE cor. Section 29-14-15. 

In MeIntosh County, the Flesher Pe- 
troleum Co.’s No. 1 Barnett, SE cor. See- 
tion 19-12-14, was drilling at 900 feet. 

Carter County 

Carter County continued to report an 
increase in new work and several fair 
well were completed recently. The 
Humble Oil & Refining Co.’s No. 10 
Hewitt-Walker, CWL SW NE SW, Sec- 
tion 9-4s-2w, an old well, was dritling 
past tools and casing at 1,995 feet. Sutb- 
erland had a rig on the ground at No. 2 
Poland, C NW NE NW, Section 5-3s-2w, 
and was rigging up a rotary for No. 7 
Ward, C SW SE SE, Section 16-4s-2w. 
Amster had a rig on the ground for No. 
9 Westheimer, C SE SE SBE, Section 
16-4s-2w. Westheimer was running 12- 
inch casing at 1,209 feet in No. 14 
Kalish, SE cor. SE NE, same section. 
The Carter Oil Co. had a rig on the 
ground for No. 20 Ward, C SE SW SE, 
same section, was drilling at 1,630 feet 
in No. 38 Noble, CSL SE NW NE, Sec- 
tion 21-4s-2w, had a rig on the ground 
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at No. 19 Ward, C NE NW NE, same 
section, and No. 39 Noble, C NW NE 
NE, same section. The Southwestern 
Petroleum Co.’s No. 1 Wolfe, an old 
well, C SE SE SE, Section 25-2539 
was drilling at 2,590 feet. The Skelly 
Oil Co.’s No. 10 Noble, an old well, NE 
cor. SW NB, Section 21>4s-2w, was pull. 
ing 6-inch liner at 2,390 feet. The Wo}. 
verine Oil Co. had a rig on the ground 
for No. 110 Dillard, CSL NE NB NB 
Section 22-4s-2w. The Amerada Petro. 
leum Corp.’s No. 19 Baptiste, CWL gw 
NE SE, Section 20-5s-le, was drilling at 
215 feet, and No. 10 Baptiste, CNL gw 
NE, same section, was a machine, while 
No. 9 Baptiste, CEL SW NB, same 
section, made 4,000,000 feet of gas at 
1,486-1,500 feet. 

The Magnolia Petroleum Co.’s No, § 
3ennett, C NW SW NE, Section 31-2¢. 
2w, made 40 bbls. at 3,082-92 feet. B. A. 
Simpson’s No. 2 Walker, C SW SE NE, 
Section 9-4s-2w, was dry at 1,740 feet. 
The Gates Oil Co.’s No. 10 Jackson, CSL 
SE SE NW, Section 15-4s-2w, made 
75 bbls. from broken sand at 1,590-1,990 
feet. Felmlee and others’ No. 1 Smith, 
NE cor. NE SE, Section 16-5s-lw, was 
dry at 3,750 feet. The Cameron Refin- 
ing Co.’s No. 3 Sparks, C SW SW SB, 
Section 30-2s-2w, made 100 bbls. nat- 
urally from sand at 2,814-20 feet. The 
Southwestern Petroleum Co. had a rig 
up for No. 4 Wolfe, C SE NE §B, 
Section 25-2s-3w, and C. R. Smith was 
building a rotary rig for No. 6 Fee, C 
SW NW SW, Section 26-2s-3w. 

Stephens County 

Stephens County was showing the ef- 
fect of the renewed efforts in other parts 
of southern Oklahoma. Lesh Brothers’ 
No. 8 Smith, C NE NW, Section 27. 
1s-5w, was drilling at 430 feet. The 
Magnolia Petroleum Co.’s No. 7 Texas 
Rock, SW cor. NW SE, Section 34-1s-5w, 
was rigging up a standard machine. The 
McMan Oil & Gas Co.’s No. 2 Fleming, 
CEL NE NE NW, Section 23-1n-9w, 
was spudding. The Magnolia Petroleum 
Co. staked a location for No. 3 Wilson, 
CWL SW SW SB, Section 17-2s-7w. 
Champlin & Winkler had a rig up for 
No. 1 Johnson, NW cor. SW NW, Sece- 
tion 21-2s-7w. The Magnolia Petroleum 
Co.’s No. 2 Hancock, C NE NE NE 8W, 
Section 23-2s-6w, was spudding. The 
MecWood Oil Co. was rigging up a rotary 
at No. 4 Wilson, CNL NW NW S&8W, 
Section 25-2s-6w. The Safety First Oil 
Co. was rigging up a rotary for No. 5 
Rockwood, NW cor. NE SW, Section 
20-1s-8w. The McMan Oil & Gas Oo. 
had timbers on the ground for No. 14 
Stephens, C NE NE SE NW, Section 
33-1s-7w. 

Barnes and others’ No. 1 Simpson, 
CEL SE NW SB, Section 11-1n-5w, was 
dry at 1,252 feet. Kline & Brown’s No. 
1 Taylor, C SE SW SW, Section 6-1n-4y, 
was dry at 1,350 feet. ‘The Acco Oil 
Co.’s No. 1-A Thompson, CEL SE NW 
SE, Section 3-2n-4w, was.dry at 2,610 
feet. 

In Grady County, the Magnolia Petro- 
leum Co. had timbers on the ground for 
No. 1 Dryden, C SE NW, Section 
2-4n-8w. 

In Garvin County, the Humble Oil & 
Refining Co.’s No. 6 Newberry, an old 
well, CNL NE NE SB, Section 14-1n-3", 
was drilling deeper at 1,535 feet. Wyatt 
and others’ No. 1-A Robberson, NW cor. 
NW NE, Section 32-2n-4w, was aban- 
doned at 250 feet. The Texas Pacific 
Coal & Oil Co.’s No. 4 Richardson, 40 
old well, CWL SW NE, Section 16 
1n-3w, was drilling at 1,636 feet. 

Other Operations 

Additional investigation of the areas 
west of the Tonkawa Field was shown 
by the Walters Oil & Gas Co.’s No. 1 
Kuykendall, NE cor. NE SW, Section 
11-25-7w, Grant County, which has * 
rig up. 

In Garfield County, Croxton and oth 
ers were building a rig at No. 1 Millard, 
NW cor. NW SW, Section 6-23-3w. The 
Walters Oil & Gas Co. was moving # 
tools for No. 1 school land, NW cor. 
NE, Section 36-22-5w. 

New work in the vicinity of Say 

(Continued on Page 108.) 
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New Type Combination Geared Power 


PATENT APPLIED FOR 


MANUFACTURED IN 
TWO SIZES 


With 8 H. P. and 12 H. P. Four-Cycle 
Gas Engine 


Equipped with magneto igni- 
tion, far superior to old style 
combination power that re- 
quires swings to hook on wells. 
Eight H. P. will handle six 
1,000-foot wells, when bal- 
anced. Weight 2,100 lbs. 12 
H. P. will handle ten 1,000-foot 
wells, when balanced. Weight 
4,300 Ibs. These units are self 
contained and can be set on 
wood or concrete foundations. 





The Pattin Brothers Company 
Main Office and Works: Marietta, Ohio 
Branch Warehouses and Offices: Tulsa, Okla., Wichita Falls, Texas Carried in Stock by Frick & Lindsay Co., in Kentucky 
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Positive Acting 


TRAHERN ~:~ 


Each pump unloads an 
8000-gallon tank car in 
1 hour and 20 minutes 


Fig. 3600 DMC—No. 5, shown above, is the latest 
Trahern Double Rotary Pumping System for the oil 
man. It is built to handle any liquid of any viscosity 
from the thinnest to the thickest of commercial oils. 
For use at refineries for transfer purposes, at dis- 
tributing stations for pumping from tank car to stor- 


age tank and then to motor trucks for retail delivery; Each of the two pumps has a capacity of 100 gallons 
also used at industrial plants and railroads for un- per minute and will operate against a pressure of 100 
loading tank cars of oil, fuel oil, etc. pounds. 

Loss of gasoline by leaky pumps is eliminated with Equipped with friction clutches, making it possible to 
this Trahern. Bearings are extra long and bronze operate them independently of one another. Floor 
bushed. Pedestal bearing at end of shaft has replace- space required 52 by 26 inches. Further details on 
able ring oil bronze bearing. request. 


LEADER-TRAHERN COMPANY 
Plants: DECATUR and ROCKFORD, ILL. 
New York City, 21 E. 40th St. Chicago, Ill, 327 S. La Salle St. Seattle, Wash., 311 L. C. Smith Bldg. 
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Purchasing Agents 
for Standardization 
of All Tool Joints 





The standardization of tool joints is 
favored by many users in the Mid-Con- 
tinent area, according to a survey made 
by the Tulsa Purchasing: Agents Asso- 
ciation which several weeks ago sent out 
questionnaires to the leading producers. 
The questions asked dealt with the actual 
use of tool joints, aiming to bring out 
the objections, if any, as they are now 
manufactured by several concerns. Re- 
plies from representative concerns were 
received. 

The results of the survey are summed 
up in a letter sent to R. L. Welch, sec- 
retary of the American Petroleum Insti- 
tue, by R. D. Gwynne, of the Gypsy Oil 
Co., chairman of the standardization 
- committee for the association. 

Mr. Gwynne said in part: 

“So much trouble comes to purchasing 
agents from day to day relative to tool 
joints that we thought there would be no 
harm in securing the opinion of as many 
practical men as possible in regard to 
the necessity for immediate standardiza- 
tion of the joints. We, therefore, pre- 
pared a questionnaire and mailed out 
300 copies. We regret very much to ad- 
vise that only 20 were returned. 

“Question No. 1, ‘did you ever ex- 
perience any trouble with tool joints, 
for the reason that a joint turned by one 
tool maker would not fit with the joint 
turned by another’, was answered 100 
per cent in the affirmative. If nothing 
else is ever accomplished now or in the 
future except some attention to the joints 
proper, we believe the oil industry will 
be much benefited. As stated, many 
purchasing agents find that our com- 
panies are losing thousands of dollars, 
due to the fact that a joint turned by 
one tool maker will not always fit up 
with a joint turned by another. 

“Question No. 2, ‘isn’t it a fact that 
some makers use different: threads, some 
seven and some eight-thread’, was an- 
swered 90 per cent affirmative. The fact 
that we have no standard thread should 
be brought to the oil industry most forc- 
ibly by the A. P. I. 

“You will note that question No. 3 
‘Isn’t it true that even where joints are 
turned seven-thread I & H template that 
trouble is experienced by the men in the 
field, and users of tools, in fitting up 
joints of the same thread and template, 
but made by different tool makers’; state 
your ideas in connection with this,’ was 
answered 100 per cent affirmative. 

“We believe that the A. P. I. should 
take steps to have an A. P. I. template 
as a standard and to have an A. P. I. 
inspector check up all templates regu- 
larly. 

“The question of rotary joints was not 
entered into by us, due to the fact that 
most of our drilling is done with cable 
tools. In the last few months, with the 
development of the Tonkawa Field, rotary 
has become more common. It is also more 
or less common in the southern Oklahoma 
fields. We think that the standardization 
for rotary tools should be established 
after a meeting has been held under the 
auspices of the A. P. I., such a meeting 
to include representatives from California, 
Texas and other fields where rotary is 
common.” 








STOCK DIAMOND DRILL PARTS 





George E. Failing, state agent for the 
Sullivan Machinery Co., is arranging a 
large warehouse at Garber, Okla., to 
keep in stock parts for the diamond core 
drills. Eight oil companies and operators 
are now using these drills in Oklahoma in 
loeating anticlines and structure. The 
Garber district is the center of activity 
of these drills, well located for State 
headquarters. 

The Marland Refining Co. heads the 
list of diamond core drill users, owning 
and operating 10; the Comar Oil Co., 8; 
the Gypsy Oil Co., 5; the Roxana Petro- 
leum Co., 2; McCaskey & Wentz, 2, and 
the Empire Fuel & Gas Co., Humphreys 
Petroleum Co., and H. H. Champlin each 
have one. The diamond core drills, which 
have only recently entered the oil in- 
dustry, are used to bring up the forma- 
tions from 50 to 1,000 feet to be ex 
amined by the geologists. 





NEW BRIDGEPORT CATALOG 





The Bridgeport Machine Co., Wichita, 
Kans., is distributing a complete new 
eatalog. It contains many innovations 
seldom found in a catalog of this char- 
acter and is divided into three sections 
for the convenience of readers. The first 
section is descriptive of the Swan Un- 
derreamer, explaining how it functions 
and giving prices and other information. 
The second section has a description and 
prices of the remarkably complete line 
of Bridgeport drilling and fishing tools. 
The third section explains the purpose 
and operation of the Bridgeport rental 
tool service and gives description and 
price of every tool in the service. This 
catalog should prove invaluable to the 
producing end of the oil industry, being 
in reality a ready reference of tools 
needed to overcome various problems in- 
cident to oil well drilling. 





INSTALLING COMPRESSORS 





The Gas Engineering & Construction 
Co. with Tulsa, Casper (Wyo.) and 
Pittsburgh offices are handling engineer- 
ing work on the new plant which the 
Kay County Gas Co. is building in the 
Tonkawa Field of Oklahoma. The com- 
pany is installing eight 80-horse power 
Clark compressors. The plant will be in 
operation within 60 days. 





OPEN NEW OFFICES 





The General American Tank Car Corp. 
has opened offices in the Cosden Bldg., 
Tulsa. Robert Rose, formerly connected 
with the Standard Tank Car Co., has 
joined the sales force of the company, 
and will be connected with the Tulsa 
offices. R. J. Sharpe, vice president of 
the company, will continue to be in charge 
of the Southwest territory with offices 
in Tulsa. 





ACQUIRE PATENTS 





Paul Arbon & Co., oil well tool manu- 
facturers of Tulsa, have just acquired 
the Hancock Anti-Sand Working Barrel 
patents from the Hancock Working Bar- 
rel Co., and will henceforth be the ex- 
clusive manvfacturers of this device. 
Hancock Anti-Sand Working Barrels have 
been on thea market for the past three 
years, approximately 3,000 having been 
placed in use in that time throughout the 
United States and foreign countries. 











SUPPLY MEN SUPPORT 
CURTAILMENT PROGRAM 


The heavy rains which were general 
in the Mid-Continent area up to the 
past few days brought flood waters in 
several districts, resulting in considerable 
inconvenience and minor losses to the sup- 
ply trade. The flood waters were par- 
ticularly damaging in Oklahoma and 
Kansas. Rail and highway connections 
vith some of the fields were cut off for 
several days. Supply companies were 
inable to move their shipments to their 
distributing points. The rain and flood 
waters also slowed up work in the field 
and the situation was reflected in less 
buying. 

The movement by producers to curtail 

Id operations is receiving the support 
of the heads of the major manufacturing 
and jobbing concerns in the Mid-Con- 
t:nent area. Although movements of this 
character inevitably result temporarily in 
‘ss business for the supply trade, it is 
generally felt that it is the only way 
» remedy present conditions in regard 
to the crude market and this is necessary 
before normal conditions will return to 

|! branches of the industry. Some of 
the veterans of the supply trade who 

ve gone through numerous similar sit- 
uations in the past predict that the crude 
market will strengthen with better busi- 
ness for the supply trade by early. fall, 
provided the shut down movement on 
the part of producers is successfully car- 
ried out at once. 








JENNINGS JOINS HOPE Co. 





W. B. Jennings has joined the engi- 
neering staff of the Hope Engineering & 
Supply Co. and will have charge of the 
Hope Forge & Machine Co., manufac- 
turing division, which manufactures the 
Reeves Gas Engines and the Combina- 
tion Gas Engine Driven Compressor 
Units. The organization and factory of 
the manufacturing division are being con- 
siderably enlarged. Mr. Jennings is wide- 
ly known in the supply and equipment 
trade with which he has been connected 
for 22 years. 





WATER SOFTENER BOOKLET 





“Zero or One and One-Half Which,” 
is the title of a booklet just issued by 
the Graver Corporation of Chicago. The 
booklet, prepared by the engineering de- 
partment, gives interesting data regard- 
ing the Graver Hot Process Water Soft- 


ener. This equipment is being used by 
several -refiners for treating boiler feed 
water. The booklet explains the various 


uses of the softener. 





SHOP TRUCK FOR FIELDS 

The F. W. D. machine shop truck is 
being introduced to the oil trade by 
the Four Wheel Drive Auto Co. of Clin- 
tonville, Wis. The equipment is for oil 
concerns which have a fleet of trucks 
operating far from the protection of a 
garage or service station. The machine 
shop provides a lathe and other neces- 
sary features. The chassis is built so it 
will be possible to move the shop wher- 
ever necessary, regardless of weather con- 
ditions. The equpiment will be found 
especially useful by large operating com- 
panies in field work. 





KANSAS GAS DIVIDEND 





KANSAS CITY, Mo., June 18.—Diree. 
tors of the Kansas Gas & Electric Co. 
and the Home Light, Heat & Power Co., 
with headquarters in Wichita, Kans., de. 
clared the regular quarterly dividend, 
payable July 1 to stockholders of record 
June 21, amounting to 1% per cent on 
the Kansas Gas & Electric 7 per cent 
preferred stock and 1% cents on Home 
Light, Heat & Power Co. stock. 

The Kansas Gas & Electric (Co, 
charged $50,000 to depreciation. It js 
building a big plant on the Neosho River, 
9 miles from Parsons, Kans., to con- 
nect up its properties in east and central 
Kansas. The construction expenditures 
for the year will involve $5,500,000. 





CONTRACT FOR TANKS 





The United Iron Works, of Kansas 
City, Mo., was recently awarded a con- 
tract by the Magnolia Petroleum (Co., 
Dallas, Tex., for the erection of ten 
55,000-bbl. tanks. The tanks are to be 
erected at points in Texas. The United 
Iron Works is installing a number of 
the Cross process gasoline plants, sold by 
the Gasoline Products Co., of Kansas 
City, Mo. Some of these installations 
will be completed in the near future. 





TO HAVE DEWAXING PLANTS 





The Producers & Refiners Corp. and 
the Vulcan Oil Refining Co., of Coraop- 
olis, Pa., have contracts for Sharples de- 
waxing plants. The first named company 
will install the plant at their Parco 
(Wyo.) refinery, while the Vulcan com- 
pany will use the equipment at their re- 
finery in Coraopolis, Pa. The latter 
plant will dewax a residuum represent- 
ing 30 per cent of Pennsylvania crude. At 
the Parco plant a steam residuum of 32 
per cent of Wyoming crude will be de 
waxed, from which a full line of lubri- 
eants will be refined. 





TWO FORD BIRTHDAYS 
HENRY 60, COMPANY 20 


On June 16 Ford Motor Uo. celebrated 
its twentieth birthday and on July 30 
Henry Ford will celebrate his sixtieth. 


To the end of 1921 the company pro 
duced and sold 5,406,537 cars and trucks. 
Produetion in 1922 was 1,351,333 and for 
five months this year 717,434. Output 
for 16 days of June is estimated at 85,000, 
making a grand total for the 20 years 
of 7,560,304, or at the average rate of 
378,015. ° 

Sales through 1921 totaled $2,993,515; 
708. For 1922 sales are estimated at 
$700,000,000 and for’ five and one-half 
months this year $400,000,000, making 4 
grand total for 20 years of $4,093,515, 
708, or at the average annual rate of 
$204,675,785. 

(Ford profits through 1921 were $432,- 
443,888. The estimate for 1922 is $125, 
000,000 and for five and one-half months 
this year $50,000,0000, or a grand total 
for 20 years of $607,443,888. This 18 at 
the average annual rate of $30,372,1%: 
against average sales of $204,675,785, o 
approximately 14.8 per cent. Profis 
against the $28,000 original cash invest: 
ment are many thousand per cent. For 
every dollar of the original $28,000 a 
tually used in starting the business, $21, 
678 has been returned in profits. 
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s |How Rex Chabelco 
‘= |Got Its Good Name 


um Co., 
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re to be 


“unity | There is much more to the making 
noe | of good oil well chain than simply 
iss | punching out links and assembling 
‘ur. | them. Back of every foot of Rex 
nts | Chabelco, for instance, are thirty 
<p. and | Years of continuous chain-making 


Coraop- ° 
rples de- experien ce. 


-ompany 
r Parco 


in om. | FUrthermore, every Rex Chabelco 
her © | Chain you buy is subjected, direct- 
ou: | ly or indirectly, to exactly fifteen 
not | tests and inspections before it is 
f ub’ | shipped. Is it any wonder that 
Rex Chabelco is the standard by 
which oil drilling chains are judged? 





HE OTHER night in a Pullman smoker 
somewhere down in Oklahoma, Old Doc 
Salvador picked an auspicious moment 

to make a few pro-Frick-Reid remarks to the 
field men present. 





We are always grateful to Old Doc for a 
thing like that. He does it well. 


Says Doc, watching the blue smoke from 
his vile pipe: 


“It’s evident to me, from the trend of this 
here conversation, that you fellows haven’t 
read bulletin No. 22. 


“The Frick-Reid Supply Company has been 
sellin’ Pumping Powers for a long time. I can 
remember that Reid Powers were in general 
use throughout the oil fields as long as a dozen 
years ago. 


“There have been and are other pumping 
powers, just like there’s corn whisky as a poor 
substitute for good red liquor. Reid Powers 
make a monkey out of competition. 


“The gentleman over there has a fine crop 
of deep wells growin’ close together. He’s 
a little doubtful about there bein’ a pumping 
power big enough and strong enough to han- 
dle ’em all. 


“Now we were just talkin’ about that 16- 
foot Reid Power in Osage County that has 
handled 31 wells for three years without in- 
terruption. What do you think a man could 
expect, then, from a 24-foot All-Metal Reid 
Band Wheel Power, with a 24-inch stroke, 
and built for heavy work? 


J 
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“Gentlemen, it’s the prettiest little trinket 
you ever saw! Built like a battleship, with 
all the stay-gitter features of the other Reid 
Powers, and a few improvements! 


“I recommend that the gentleman over 
there write Frick-Reid for Bulletin No. 22, 
and read about it himself.” 
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For Oil and Gas Field 


Service 


An orifice Meter must combine scientific accuracy 
and strength to withstand long, hard usage under 
severe conditions, if it’s to meet the test of oil 
and gas field service. 


The Foxboro Orifice Meter is designed and built 
for this service. Some of its constructional ad- 
vantages are: 


All-steel construction means perfect tightness 
and no trouble from action of mercury. Every 
instrument is tested under 500 pounds pressure. 


Patent close-up flange connections give greatest 
differential pressure for a given size orifice. It 
is impossible to set up the connections wrongly 
or inaccurately. 


Positive acting, rustless check valves absolutely 
prevent loss of emulsification of mercury. 


Pressure-tight bearing is frictionless and per- 
manently pressure tight. Never needs attention. 


Recording movement is of the Foxboro helical 
tube type. This movement has long been the 
standard for accuracy and durability. 


Oil and natural gas companies in every produc- 
ing area in the United States use Foxboro Orifice 
Meters because they know them to be dependable 
and trouble-proof. 


Bulletin O-113-1 gives complete information. Write for it today 


THE FOXBORO CO., Inc. 
Foxboro, Mass., U. S. A. 


213 South Cincinnati Ave., Tulsa, Okla. 


New York Chicago Rochester San Francisco Boston 
Pittsburgh “Philadelphia Birmingham Cleveland , 


BOR 


TRADE MARK 


THE COMPASS OF INDUSTRY 


5322 
































GULF COAST FIELD 


(Continued from Page 36) 
J. R. Copeland’s No. 1, on Spillman 
Island, is shut down at 3,550 feet. 

In the West Columbia Pool, the only 
important test of the Humble Oil & Re- 
fining Co.’s No. 1 Lovejoy, on the west 
side of the dome, is drilling at 3,615 feet. 
In the old part of the pool, that company 
is working over No. 16 Japhet. The Texas 
Co. is working over Nos. 28 and 72 Hogg. 
The Gulf Production Co.’s No. 2 W. C. 
Hogg is working over and No. 8 Tom 
Hogg is drilling at 3,256 feet. 

In the Somerset Field, southwest of 
San Antonio, the McClure interests’ No. 
6 Carruthers is pumping 5 bbls. Johnson 
Brothers’ No. 1 Wells and Witherspoon 
Oil Co.’s No. 9 Tex-Carruthers are mak- 
ing 8 and 5 bbls., respectively. The Gray- 
burg Oil Co.’s No. 9 Wells is bailing. 
The Empire gas & Fuel Co.’s No. 8 
Carruthers is rigged. The Blue Bon- 
nett Oil Co.’s No. 6 is below 800 feet and 
the National Oil Co.’s No. 8 around 345 
feet. The Beaucamp Petroleum Co.’s No. 
2 Thorpe is drilling below 1,100 feet and 
the Schimmel Oil Co.’s No. 9 Miller 
around 890 feet. W. C. McBride’s No. 
2 Nuckells is at 1,300 feet. Other wells 
drilling in the field include: McClure’s 
No. 7 Carruthers, Carl Brothers’ No. 11 
Ernst, Sunset Petroleum Co.’s No. 5 
Avant and Reese and others’ No. 2 Town- 
send. The following are shut down: 
Ohio-Somerset Oil Co.’s No. 10 Avant; 
Rock Cliff Oil Co.’s No. 1 Dillan; Hitch- 
cock Oil Co.’s No. 7 Edwards. Rigs are 
in for the Toronto-Gray Oil Co.’s No. 6 
Kurz, Fritz Fuch’s No. 7 Edwards, 
Johnson Brothers’ No. 2 Wells. 

South Louisiana 

In the Vinton Pool, the Seiss Syndi- 
cate’s No. 3 Green, a work-over, is pump- 
ing 40 bbls. at 2,310 feet. The Gulf Re- 
fining Co.’s No. 47 Gray is bailing at 
2,425 feet. The same company is drill- 
ing No. 36 Vincent at 2,876 feet. The 
Texas Co. is working over Nos. 5 Gray 
and 16 Vincent. The Sun Oil Co.’s No. 
1 Johnson is drilling below 1,540 feet. 
The Edgerly Petroleum Co.’s No. 1 Mc- 
Coy is at 765 feet and the G. & B. 
Oil Co.’s No. 4 Lucky is deepening at 
2.310 feet. The Just Oil & Refining Co.’s 
No. 1 Rogers is deepening. McLean’s 
No. 5 Gray and Tillery Oil Co.’s No. 1 
Gray are both shut down. 

The Texas Co.’s No. 58 Latrielle in the 
Jennings Pool has quit flowing and will 
go on the beam. Borden and others’ No. 
2 Heywood is drilling at 1,315 feet. 

In the Edgerly Pool, the Penfield Oil 
Co.’s No. 2 Wilson is a gasser at 3,125 
feet. The Gulf Refining Co.’s No. 39 
Bright-Penn is drilling around 3,220 feet. 
The Tex-La Oil Co. is deepening No. 1 
Hunter. 





Luling District 

The National Petroleum Co. is remov- 
ing its 60-car loading rack from Mexia 
and will rebuild on the line of the San 
Antonio & Aransas Pass Railroad, 8 
miles from the Luling Field, and connect 
it up with a 4-inch pipe line. It will 
post 50 cents for the crude. 

The Luling Production Co.’s No. 1 
Robinett is deepening and taking a core 
of the formations at 2,420 feet. M. O. 
Rayor’s No. 1 fee, southeast of Luling, 
is drilling at 2,800 feet. Richards & 
Kennedy’s No. 1 Walker showed some 
gas at 900 feet. The Mid-West Texas 
Oil Co.’s No. 1 at Lyton Springs is drill- 
ing below 1,500 feet. C. P. Ross spudded 
in No. 1 Burkhardt. The Lockhart Oil 
Co.’s No. 1 Schuenman, 3 miles north of 
Lockhart, is drilling at 625 feet. Dancier 
Brothers, of Kansas City, are rigging 8 
miles northeast of Lockhart. 





OIL TRIAL JUDGE NAMED 





United States Judge John M. Killits, 
of Toledo, Ohio, has been named as pre- 
siding judge at the oil trials in Fort 
Worth, Tex.,, from October 29, to Decem- 
ber 1. Trials will be resumed June 25, 
with Judge Irvin, of Mobile, presiding. 
No judge has yet been secured for the 
trials from September 1 to October. 





Thursday, 


SEABOARD REGAINS WELL 





NEW YORK, June 18.—It is gaig 
President Obregon will issue a decree in 
favor of Mexican Seuboard Oil, against 
the Secretary of Industry, ordering req 
tification of a _denouncement title erro- 
neously granted to Empire Gas & Fuel 
covering Lot 3, Cacalilao. This wij] re 
turn to Mexican Seaboard full Possession 
of the right to exploit 118 hectares in 
this lot owned by Mexican Seaboard since 
1910. 

The decree follows that of March } 
permitting exploitation of well No. 14 
of Mexican Seaboard in this lot 90 days 
in which time the well averaged nearly 
2,000 bbls, of oil daily. The property ig 
in the center of the great producing areg 
in Cacalilao. Mexican Seaboard wil] 
make 20 locations and start drilling im. 
mediately. 





OKLAHOMA FIELD 





(Continued from Page 104.) 


Beckham County, included the Magnolia 
Petroleum Co.’s No. 1 Donaldson, C gp 
NW, Section 16-9n-23w, a rig up. 

In Pawnee County, the Prairie Oil & 
Gas Co. had a rig up at No. 1 Colelazier 
CWL SW SB, Section 15-22-5e. Burke 
& Greis were drilling at 875 feet in No, 
1 Dobson, NE cor. NE SW, Section 36. 
22-6e. ; 

In Lincoln County, J. A. Dingwall 
had a rig on the ground for No. Ryan, 
SW cor. Section 2-16-4. 

In Payne County, the Magnolia Petro. 
leum Co. had a rig on the ground for No, 
4 Ballard, SE cor. NE NE, Section 33- 
19-4. The Day Oil Co.’s No. 1 Over. 
holt, NE cor. Section 9-18-3, was drilling 
at 200 feet. 

The Mid-West & Gulf Oil Corp.’s No. 
5 Pigeon, NW cor. SE SB, Section 2-10-9, 
made 15 bbls. after a 20-quart shot at 
3,097-3,117 feet. 

Creek County 


In Creek County, Charles Page was 
spudding No. 24 Atkins, SW cor. SW 
NE, Section 5-18-7. 

In Okmulgee County, the Eastern Oil 
Co.’s No. 6 Berry, CEL NW SW, See- 
tion 25-13-11, made 20 bbls. at 3,400-25 
and 365 bbls. naturally the first 24 
hours from 2,448-51 feet. The Cosden 
Oil & Gas Co.’s No. 3 Cross, CSL SB 
SE, Section 30-13-11, made 40 bbls. the 
first 24 hours at 2,565-81 feet. Shelton’s 
No. 1-A Leffard, CNL NW NW NE, 
Section 17-13-12, an old well, was dry 
at 3,060 feet. Spangler & Preisler staked 
a location for No. 1 Rentie, SW cor. 
Section 21-13-12. 

In Okfuskee County, the Aztec Oil Co. 
had a machine up at No. 3 Rentie, SH 
cor. NW NW, Section 36-12-11. Bing- 
ham & Smith’s No. 2 Rentie, CEL SW 
NW, same section, made 30 bbls. after a 
20-quart shot at 1,260-72 feet, and No. 
3 Rentie, NE cor. SW, same section, 
was a rig. Dewalt & Pine were rigging 
up a machine at No. 5 Rentie, CWL SE 
NW, same section. 

The Prsirie Oil & Gas Co.’s No. 1 
Henry, CEL SE SW SB, Section 27- 
12-12, Okmulgee County, lost the hole 
at 2,500 feet and abandoned the well; 
the location for No. 2 Henry, NE cot. 
NE SE, same section, was abandoned. 
The Mitchell Oil Co. had a rig up for 
No. 20 Randall, C NW, Section 29-12-12 
The Anglo Tex Oil Co. staked locations 
for Nos. 4 and 5 Webster, SE cor. NB 
NE and SE cor. NW NE, Section 3% 
12-12. The Wooster Oil Co.’s No. 4 
SE cor. SW NE, Section 33-12-12, made 
10 bbls. after an 80-quart’ shot at 1,4%- 
1,512 feet. The Eagle Picher Oil 
had a machine at No. 3 Wolf, SW oo 
NW NW, Section 34-12-12. 

In the 11-11 territory of Okfuske 
County, Deaner and the Edgar Oil ©o.$ 
No. 1 Tucker, SW cor. NE SW, Seetion 
15-11-11, was rigging up to drill deepe 
at 2,671 feet. The Phillips Petroeum 
Co.’s No. 14 Fields, CEL SW NE, Se 
tion 24-11-11, an old well, was driilin§ 
at 2,700 feet. Burk & Greis were ™ 
ging up No. 1 Holmes, NW cor. NB NW, 
Section 32-11-11. 
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TULSA, OKLA. 


PAWHUSKA, OKLA. 


ESTABLISHED 1900 


Parkersburg, West Virginia 


FIELD STORES IN 
CHARLESTON, W. Va. OKMULGEE, OKLA. 


Also distributed by: Acme Fishing Tool Co. of Texas, Herron City and Graham, 
Texas; Frick-Reid Supply Co., Western Supply Co. and other leading jobbers. 


Acme Fishing Tool Service 


We offer to the trade a Fishing Tool Service that is without equal in this or 
any country—a service that is the result of many years of intensive experi- 
ence in every phase of drilling and fishing requirements, and in the manu- 
facture of tools to simplify the driller or fisherman’s work. 
We carry good stocks at every oil field center, close to you, and your work. 
Acme Tools can be either rented or purchased, and, in addition’ we offer the 
service of our corps of men skilled in fishing work. 


ACME. FISHING TOOL COMPANY > | 


WETUMKA, OKLA. 


_——_-______ 
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Cosden & Company 


TULSA, OKLAHOMA 








Manufacturers and distill- 
ers of high grade Gasoline, 
Naphthas, Lubricating and 
Illuminating Oils. 








Unexcelled Producing — Refining 
Transporting Facilities 




































































Reeves Vertical Self-Contained Gas 
Engine Driven Compressor Unit 


Sizes up to 300 H. P. 


Single or Two Stage 
Compressor Cylinder 


Maximum Efficiency 
Minimum Space Proven Reliability 

















For Full Data Write or Wire 
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Type “S” Pumping Outfit 
with Vertical Kerosene— 
Gasoline Engine. 


For Medium Pressure 
Pumping 


There are many installations in the oil fields where not 
more than 125 Ibs. pressure to the square inch is required. 
Barnes “Type S” Pumping Outfits are built for these me- 
dium pressure pumping jobs and will stand up under the 
same hard service that Barnes High Pressure Outside 
Packed Pumps are given day after day—week in and week 
out—in the oil fields. 

Renewable Heavy Brass Lining 

The brass lining is heavy 16 gauge seamless brass, twice 
as heavy as the liners ordinarily used. Should it be neces- 
sary to replace same, merely remove one bolt, remove rear 
head and the cylinder can be relined with the use of such 
simple tools as a bar and hammer. 


All Bronze One Piece Valves 


As in Barnes High Pressure Outside Packed Pumps, all 
Barnes “Type S” Pumps are regularly fitted with all bronze 
one piece wing type valves. The bronze valve seats are 45 
degree bevelled and ground, making it almost impossible 
for gritty or other solid articles to lodge between the valve 
and seat to injure these parts. 

“Stub Tooth” Gear and Pinion 

The “Stub-tooth” machine cut gear and pinion on “Type 
S” Pumping Outfits are fully twice as strong as the com- 
mon spur tooth and pinion of the same size and pitch. 


All in all, the “Type S” is an “oversize in strength” 
Power Pump. There is more value for you in service in 
one of these pumps than you could obtain in two competi- 
tive lower priced pumps. Capacities are from 8 to 70 gal- 
lons per minute, 


Bulletins J14 and J16A describes these pumps fully and 
will gladly be sent on receipt of coupon to the left. 


., THE BARNES MANUFACTURING COMPANY 


io MANSFIELD, OHIO. 
 * . Ask for 
&, %, 4 
GO Me % .. OIL WELL SUPPLY CO. 
4m Nay oy >, BULLETIN NO. 47 
> & %G 
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(Continued from Page 32) 
at 2,140 feet in No. 2 Polk & Ezell, Sec- 
tion 19-17-14. 

The Federal Petroleum Co. is drilling 
at 1,200 feet in No. 1 J. A. Ballard, Sec- 
tion 10-15-16; at 1,300 feet in No. 3 
and at 700 feet in No. 5 J. A. Ballard 
in the same section in which also it is 
drilling at 1,340 feet in No. 1 Lawton, 
at 1,200 feet in No. 2, has rig up for 
No. 3 and has started drilling No. 4 
Lawton. In Section 15-16-15, it is drill- 
ing at 1,200 feet in No. 2 Murphy and 
started drilling Nos. W-1 and W-2 Wells; 
drilling at 1,970 feet in No. E-1 Wells 
after setting 65-inch at 1,920 feet, and 
drilling in shale at 1,400 feet in No. E-2 
Wells. In Section 16-16-16, it is ar- 
ranging to test at 2,140 feet in No. 2 
Saxon, and in Section 14-17-12 has 
reached contract depth at 2,650 feet in 
No. 1 Union Saw Mill with evidences of 
salt water. 

Givens & Rosser have moved 100 feet 
further east of where they lost hole in 
No. 1 Bradword, Section 8-16-15, and 
started drilling new hole. The Gladys 
Belle Oil Co. set 6-inch at 1,975 feet in 
No. 5 Cook and bailing to test at 2,050 
feet in No. 7 Cook; started drilling No. 
1 ©. P. Cook and drilling at 1,900 feet 
in No. 3 Dunn, all in Section 16-16-15. 
In the same section, it is drilling at 1,200 
feet in No. 2 Edwards and in Section 
7-16-15 at 320 feet in. No. 7 Thompson. 


Gulf Co. Operations 

The Gulf Refining Co. is waiting for 
standard rig at 2,000 feet in No. 3 M. 
Alphin, Section 2-16-15, with 500 feet 
of fluid and 10 per cent salt water stand- 
ing in the hole. In Section 10-16-15, it 
is drilling at 1,890 feet in No. 3 J. H. 
Alnvhin after setting 6-inch at 1,880 feet, 
and has derricks up for Nos. 4 and 5 
J. H. Alphin. In Section 7-16-15, lost 
seat for 6-inch at 1,920 feet and arrang- 
ing to recement in No. 1 J. A. Berry. In 
Section 5-16-15, set 6-inch at 1,870 feet 
in No. 7 Flenniken, and started drilling 
No. 8; drilling at 1,300 feet in No. 2 
Saxon, Section 5-16-16, and in Section 
6-16-15, running sand pump at 2,000 feet 
in No. 5 James; bailing to test at 2,260 
feet in No. 7 Lewis Werner, and set 6- 
inch at 2,240 feet in No. 8 Lewis Werner. 
In Section 16-16-15, set 10-inch at 590 
feet in No. 4 Cook and derrick up for 
No. 2 T. C. Goodwin. In Section 15- 
16-16, drilling in shale at 2,785 feet in 
No. 2 Holmes. In Section 4-16-15 drilling 
in gumbo at 1,325 feet in No. 3 Hardy 
Murphy, and started drilling Nos. 4 and 
5 Hardy Murphy. In Section 9-16-15, 
temporarily abandoned No. 2 T. C. Mur- 
phy, in which drilling had just been 
started, and drilling at 960 feet in No. 
3 T. C. Murphy; started drilling No. 4 
and rig up for No. 5. Im Section 18-17- 
14, No. 4 Polk & Ezell is waiting on 
standard rig with 1,400 feet of fluid in 
hole, 50 per cent salt water, at 2,890 
feet. In Section 16-17-14, fishing job at 
1,570 feet In No. 6 Polk & Ezell. In 
Section 9-16-16, set 4%%4-inch at 2,365 
feet in No. 8 Rigdell. 

Tested Salt Water 

Hall & Gann have derrick pattern on 
No. 1 Groves, Section 3-16-15. The Havi- 
land Oil Co. is drilling in gumbo at 1,690 
feet in No. 1 Cook, Section 16-16-15. F. 
C. Henderson arranging to plug back to 
cut off salt water in No. 2 Smith, Sec- 
tion 18-16-15. It was reported completed 
at 2.085 feet with estimated production 
of 20,000,000 feet of gas and 10 bbls. of 
oil but tested salt water at 2,100 feet 
when further exploration was attempted. 
Hickman and others set 10-inch at 515 
feet in Nos. 2 and 3 Groves, Section 3- 
16-15, and 6inch at 1,905 feet in No. 
2 Meakin, Section 9-16-16. The Houston 
Oil Co. is bailing to test at 2,265 feet 
in No. 1 Green, Section 5-16-16; drilling 
in gumba at 1,665 feet in No. 1 Milner; 
set 65,-inch at 1,905 feet in No. 2 Mil- 
ner; derrick pattern on No. 3 and drill- 
ing at 1,900 feet in No. 4 Milner after 
setting 65,-inch at 1,890 feet, all in Sec- 
tion 3-16-15. The Hudson Oil Co. is 














Thursday, 


drilling in shale at 1,200 feet in No, 1 
McRae, Section 16-16-15, and in gumbo 
at 1,550 feet in No. 1 Murphy, same 
section. The Humble Oil & Refining Co, 
is drilling at 1,965 feet in No. A-1 Giller 
Section 15-16-15, and at 1,670 feet in 
No. A-2 Giller, in same section; drilling 
at 1,600 feet in No. 2 Pate, Section 19. 
16-15, and made location for No. 1 Smith, 
Section 18-16-15. The Humphreys Petro. 
leum Co. is building derrick for No, 1 
Smith, Section 18-16-15. H. L. Hunt 
and others tested salt water with a show 
of oil at 2,050 feet in No. 1 Lawton, See 
tion 10-16-15, plugged back 20 feet and 
swabbing with ‘the well showing 1,600 
feet of oil. It made location and is build. 
ing derrick for No. 2 Lawton in the 
same section. The Imperial Oil & Gas 
Co. is drilling at 1,440 feet in No. 1 J. 
S. Murphy, Section 9-16-15. 
To Deepen Gasser 

Eddie Jones is rigging up to deepen 
No. 1 Cook, Section 16-16-15, completed 
as a 50,000,000-foot gasser in July, 1922, 
at 2,035 feet. In same section, he is 
fishing for swab at 2,100 feet with 81 
feet of sand. The Jones Oil Co. set 
65,-inch at 1,930 feet in No. 1 Lawton 
and building derrick on No. 2 L. Lawton, 
Section 10-16-15. 

Lege and others set 6-inch at 1,995 
feet in No. 1 Bradford and have rig np 
for No. 2 Bradford, Section 8-16-15. The 
Lewellyn Oil Co. has rig up for No. 1 
Murphy, Section 15-16-15. Livingston and 
others are drilling in gumbo at 1,040 feet 
in No. 1 Roper and derrick up for No. 
2 Roper in Section 3-16-15. 

The Magnolia Petroleum Co. is drill- 
ing at 1,125 feet in No. 1 Harris, Section 
16-16-16, and set 6-inch at 2,100 feet in 
No. 1 Moody, Section 17-17-14. Patt 
Marr has temporarily abandoned No. 1 
Tatum, Section 10-16-16, at 2,080 feet. 
The McPherson Oil Co. has rig up for 
No. 2 Lawton, Section 10-16-15, and for 
No. 3 McRae, Section 16-16-15. Miller 
and others have shut down No. 1 McRea, 
Section 33-16-18, at 2,050 feet, and wait- 
ing orders. The Morris Drilling Co. is 
waiting on standard rig at 1,985 feet 
in No. 1 Flenniken, Section 5-16-15, and 
in same section temporarily abandoned 
No. 4 Flenniken at 450 feet; swabbing 
to test at 1,925 feet in No. 5 and drilling 
at 1,560 feet in No. 7 Flenniken. In 
Section 10-16-16, tested dry with a show 
of oil at repeated intervals and now pull- 
ing liner at 2,270 feet preparing to 
deepen. Moved over 130 feet north on 
No. 6 Flenniken, Section 5-16-15, and 
rig up for second hole. Murphy and 
others set 6-inch at 1,945 feet in No. 1 
Fee, Section 9-16-15. 

J. L. Nelson is drilling in -gumbo at 
1,550 feet in No. 4 Allen, Section 18-17- 
14, and in Section 6-16-15 skidded over 
25 feet south on No. 1 McClanahan and 
rig up for second hole, the first lost at 
2,000 feet. Noble and others are drilling 
at 1,120 feet in No. 1 Flenniken, Section 
9-16-15. 

Oil Operators Trust 

The Oil Operators Trust is arranging 
to drill in at 1,870 feet in No. 2 Bal- 
lard, Section 10-16-15; set 10-inch at 60 
feet in No. 1 Graves, Section 3-16-15, 
drilling at 1,000 feet in No. 2 Lawson, 
Section 10-16-15, and rig up for No. 3 
Lawson in the same section. In Section 
7-16-15, arranging to test at 2,045 feet 
in No. 2 Murphy and in Section 18-16- 
15 made locations for Nos. 1, 2, 8 and4 
Young. Olvey and others have started 
drilling for new hole on No. 2 T. D. 
Murphy, lost at 900 feet in Section 6 
16-15, and drilling at 590 feet in No. 
3 T. D. Murphy, in same section. In 
Section 18-17-14, rig up on No. 2 Polk 
& Ezell and in Section 18-16-15, derrick 
pattern on No. 1 Smith. The Ozark oil 
Co. set G-inch at 2,140 feet in No. ! 
Brown, Section 20-17-14, and drilling at 
2,150 feet. 0 

Waite Phillips set 65¢-inch at 1,870 
feet in No. 1 Ballard, Section 14160 
at 1,865 feet in No. 3 Pate, Section 1 
16-15. and at 1,855 feet in No. 14. 
Murphy, Section 9-16-15. The 
Petroleum Co. is drilling at 
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in No. 1 Giller, Section 10-16-15, and 
started drilling No. 2 in the same section. 
F. T. Pickell shut down at 2,195 feet 
in No. 1 Crowder, Section 10-16-16, with 
no show of sand and waiting orders. The 
Plateau Oil Co. is waiting on standard 
rig at 2,010 feet in No. 1 Tatum and;at 
9.020 feet in No. 3 Tatum, Section 7- 
16-15. Puckett und others are bailing 
liner with a showing of 16 gravity- oil 
and no gas at 2,045 feet in No. 1 Bur- 
ton, Section 25-16-16. The Pure Oil Co. 
is fishing for swab with 45 feet of sand 
in No. 3 Goodwin, Section 16-16-15, at 
2.070 feet. In the same section, set 6- 
inch at 1,970 feet in No. 4 Goodwin, and 
drilling at 10 feet in No. 1 Dumas. In 
Section 6-16-15, drilling plug in 6-inch 
at 1,870 feet; set Ginch at 1,875 feet 
in No. 4 Friend and at 1,870 feet in No. 
2 Merriweather, and in Section 18-16-15 
started drilling No. 1 Smith. 
Roxana’s Operations 

The Rica Oil Co. is drilling in gumbo 
at 1,935 feet in No. 1 Burtion, Section 
$0-16-15. Richardson has derrick 
up on No. 2 I. Lawton, Section 10-16-15. 
The Roxana Petroleum Corp. is drilling 
in gumbo at 1,760 feet in No. A-1 Flenni- 
ken, Section 516-15; at 1,185 feet in 
No. A-2 Flenniken, Section 10-16-15, and 
has rig up for No. A-3 in the same sec- 
tion: drilling in gumbo at 1,245 feet in 
No. B-1 Flenniken, Section 5-16-15, and 


Sam 


made location for No. A-4 Flenniken, in 
Section 10-16-15. In Section 15-16-15, 
set 814-inch at 1,896 feet in No. 1 W. 
W. Wells and drilling at 1,035 feet in 
No. 2 W. W. Wells. Rucker and others 
shut down to repair pump at 1,500 feet 


in No. 2 C. L. Saxon, Section 5-16-16. 
The Sheffield Oil Co. has rig up for 


No. 1 Lyon, Section 7-17-14. Simmons 
and others are fishing for bit at 1,450 
feet in No. 1 L. Lawton, Section 10-16- 
15. The Simms Oil Co. started drilling 
No. 1 Laney, Section 4-16-16. Smither- 
man & McDonald are drilling in shale 
at 900 feet in No. 1 Saxon, Section 2-16- 
16. The Standard Oil Co. started drill- 
ing No. 7 Alphin, Section 3-16-15; wait- 
ing on standard rig for No. 8 McClana- 
han, Section 6-16-15, and has small show 
of oil and gas at 2,300 feet in No. 1 


Laney, Section 8-16-16. It has derrick 
up for No. B-1 ©. L. Saxon, Section 5- 
16-16. The Stebbins Oil & Gas Co. set 
Ginch at 1.910 feet in No. 1 Plenniken, 
Section 9-16-15. Jim Stock is drilling 
in shale at 1,750 feet in No. 1 Polk & 
Ezell, Section 18-17-14. 

The Sun Oil Co. has derrick up for 
No. 2 Hays, Section 3-16-15, and junked 
and temporarily abandoned No. 1 Me- 
Elroy, Section 15-16-16. In Section 6- 
16-15, it set 814-inch at 1,865 feet in No. 


2 Morgan ; drilling in shale at 1,150 feet 
in No. 3 and setting 4%4-inch with packer 
at 2,000 feet in No. 4 Morgan. In: Sec- 


tion 20-17-14, waiting on standard rig 
at 2,155 feet in No. 7 Brown and wait- 
ing on 6-inch casing at 2.100 feet in No. 
§ Brown. In Section 16-16-15, set 65¢- 
inch at 1,945 feet in No. 3 Rhodes and 
at 1,960 feet in No. 4 Rhodes. 
The Texas Co.’s Work 

Tarver and others have started drilling 
No. 2 Saxon, Section 5-16-15. The 
Texas Co. has started drilling No. 1 
Marie Alphin, Section 3-16-15; drilling at 
980 feet in No. 1 Cook, Section 21-16- 
15; at 1,810 feet in No. 1 Galloway, Sec- 
tion 4-16-15, and in the. same section 
fishing for bit at 640 feet in No. 2 Gallo- 
Way; arranging to test at 2,010 feet in 
No. 2 Graves, Section 3-16-15, and bail- 
ing casing at 1,845 feet in No. 8 Graves 
m the same section; drilling in gumbo 
at 1,165 feet in No. 1 Hays, Section 4- 
16-15; tested dry at 2,000 feet in No. 
1 Childs, Section 8-16-16, and waiting 
orders. In Section 4-16-16, it is bailing 
casing at 2,595 feet in No. 1 C. L. Saxon. 
In Section 9-16-16, tested dry at 2,300 
feet in No. 2 C. L.. Saxon, and reaming 
to Set liner to test at 2,310 feet. In 
Section 4-16-16. drilling in shale at 2,810 
feet in No. 5 R. L. Saxon. 

Thraves and others are waiting on 
standard rig at 2,095 feet in No. 4 Good- 
Win, Section 9-16-16. 
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Vaughn & Gray are drilling at 1,430 
feet in No. 1 Lawton, derrick up for No. 
2 Lawton and rig up for No. 3 L. Law- 
ton, all in Section 10-16-15. The Vitek 
Oil Co. has rig up for No. 2 Murphy, 
Section 15-16-15. In Section 6-16-15, 
waiting on standard rig for No. 4 Mce- 
Clanahan at 1,980 feet. 

Walton and others shut down waiting 
for casing at 1,880 feet in No. 1 Hicks, 
Section 11-16-15. Nye Wilson is drilling 
in shale at 1,940 feet in No. 1 Berg Broth- 
ers, Section 4-16-15. Wood & Palmer 
are drilling in shale at 1,750 feet in No. 
1.J. F. Primm, Section 1-16-16. 

T. J. Woodley is pulling liner to, start 
a deeper test in No. 4 Johnette, Section 
33-15-16, now at 2.005 feet. 

The Woodley Petroleum Co. has tem- 
porarily abandoned No. 1 Beam, Section 
6-1814, at 2,175 feet after testing dry 
with a show of oil and gas at 2,155 and 
2,175 feet. 

Smackover Completions 

A rather disappointing week was re- 
ported from the Ouachita County area of 
the Smackover district, out of 12 com- 
pleted wells 5 were failures. With one 
exception, all were in wildcat territory. 
Several miles north of production, Cam- 
eron and associates moved rig and aban- 
doned test on the Anderson lease at 2,500 
feet, Section 15-11-16. 

Hall and others abandoned No. 1 Good- 
game at 2,280 feet, 20 miles north cf 
production in Sectiop 19-11-16. Frank 
Masters moved rig and abandoned his 
test on the Emma Bryant lease at 500 
feet in Section 19-15-16, nearly 2 miles 
west and a little north of the light oil 
production. 

The Smackover Production Co. moved 
rig and abandoned No. 1 Myer Estate, 
Section 29-15-16, at 500 feet, on the west 
edge of production. The Tharpe Smack- 
over syndicate abandoned No. 1 Neely 
with no test as no sand had b2en en- 
countered at 2,280 feet. It is in Section 
22-15-16, just north of the recent pro- 
duction in this section. 

Only three wells were reported from 
the light oil territory this week. The 
Forest Oil Co. completed No. 8 J. A. 
Cramer, Section 27-15-16, flowing 500 
bbls. at 2,075 feet and No. 11 Mullins, 
Section 28-15-16, flowing 25 bbls. at 2,000 
feet. The Peer Oil Co. brought in No. 
8 Mullins, Section 27-15-16, swabbing 150 
bbls. at 2.060 feet. 

In the heavy oil territory the Houston 
Oil Co. completed No. B-1 Murphy, Sec- 
tion 28-15-15, flowing 300 bbls. through 
2%-inch tubing at 2,020 feet. 

On the northwest edge of the heavy 
oil territory the Humble Oil & Refining 
Co. completed No. 2 Arnold, Section 25- 
15-16, flowing 200 bbls. at 2,040 feet. On 
the southeast edge of the original heavy 
oil field the Invaders Oil Co. compieted 
two wells on the Hill lease, Section 5- 
16-15, No. 3 flowing 35,000,000 feet of 
gas at 2,000 feet and spraing oil and 
No. 4 swabbing 200 bbls. at 2,000 feet. 


Ouachita Drilling 

Very few new operations were started 
in the Ouachita County area last week. 
A summary shows 8 wells tempofarily 
abandoned, 18 waiting standard rig, 71 
drilling, 4 rigged up, 50 derricks and 25 
locations. Most of the drilling wells are 
in Sections 27, 28 and 29-15-16, proven 
territory. In Section 29-15-16, on the 
west edge of the light oil field the An- 
derson Smackover Co. is down 2,000 feet 
in No. 1 Shirley & Berg; The Texas Co. 
is Grilling at 2,150 feet in No. 2 Solm- 
son. 

In Section 28-15-16, the El Dorado 
Union Oil Co. is drilling at 1,500 feet in 
No. 1 Hughes. The Galloway Oil Co. is 
waiting standard rig for No. 3 Hughes 
at 2,285 feet and down 2,160 feet in 
No. 6. . The Gulf Refining Co. is drilling 
at 2,060 feet in No. 4 Hardin and tested 
6-inch casing o.k. at 1,875 feet in No. 8. 

In Section: 27-15-16, the Forest Oil 
Co. tested No. 6 J. A. Cramer dry with 
a show of oil at 2,060 feet and is arrang- 
ing to go deeper. The Texas & Pacific 
Coal & Oil Co. has drill stem stuck at 
2,860 feet in No. 1 Hicks. The Texas 
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The Hardenburg 


Underreamer 


construction. 


hardest formations. 


—Safest 
—Strongest 


moved. 


products. 


Se mechanically perfect in design and 

Built to withstand the 
“toughest going” encountered in the 
Reputable drillers 
are using the Hardenburg Underreamer 
with great success throughout the oil 
country. It has the three most essential 
requirements of a successful reamer— 


—Most Durable 


Note the strength built into the reamer, 
also the simplicity. Each cutter is con- 
trolled independently by individual 
springs—an exclusive Hardenburg fea- 
ture. The cutters are made of Crescent 
Bit Steel, extra long with ample metal 
for redressing—easily and quickly re- 


For your next reamer job get a 
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We are Sales Agent in Oklahoma for 
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Superior Workmanship 


A good tank car requires good workman- 
ship. But a BETTER tank car requires superior 
workmanship. 


“PENNSYLVANIA”’ 
TANK CARS 


are the very embodiment of superior workman- 
ship. From laying-out to final assembly it is 
work to be proud of. 


YOU will appreciate the superior workman- 
ship in “Pennsylvania” Tank Cars. And YOUR 
customers in turn will appreciate this workman- 
ship. It guarantees you an efficient and depend- 
able method of transporting your liquid com- 
modities, and this in turn means satisfied cus- 
tomers. 


Buy “Pennsylvania” Tank Cars to hold and 
expand your market. 


Large modern plants at Kansas City, Kan- 
sas and Sharon, Pennsylvania. 


THE PENNSYLVANIA TANK CAR COMPANY 


(Builders of Tank Cars) 


PENNSYLVANIA CAR COMPANY 
(Railway Cars Built, Rebuilt and Repaired) 


PENNSYLVANIA TANK LINE 
(Lessors of Tank Cars) 


Sharon, Pennsylvania 


New York, St. Louis, Kansas City, Tulsa, Houston, Beaumont, Casper, 
San Francisco 


























Man’s life depends upon 
the quality of his pump, 
the “Heart”. Just so 
must the driller depend 
upon the quality of his 
pump in Rotary drill- 
ing. The new Dread- 
naught “Giant” is built 
to stand the strain. 
You will like it. 


Our motto: More hole for your 
equipment dollar. 


ASK 
Frick-Reid Supply Co., Petroleum App. Co., 
25 Beaver Street, 
_ ex New York, N. Y. 


BEAUMONT IRON WORKS CO. 
BEAUMONT, TEX., U. S. A. 














Co. has rig up for No. 1 Neely. 

Operations in Section 22-15-16 are be- 
ing watched with interest, due to the 
completion of two good producers in the 
south half. The Invaders Oil Co. is drill- 
ing at 1,990 feet in No. 1 R. L. Hardin. 
The Sun Oil Co. set 12%4-inch casing at 
95 feet in No. 2 Hardin. The Vitek Oil 
Co. set 6-inch casing at 1,875 feet in 
No. 2 Cramer. The Woodley Petroleum 
Co. tested No. 1 Neely dry with no 
show at 2,020 feet and now drilling at 
2,413 feet. 

The Arkansas Natural Gas Co. shut 
down No. 1 Graves for water at 1,910 
feet, Section 16-14-18, several miles west 
of the Smackover production. In the 
same territory south, Berry and others 
shut down No. 1 Smith at 1,230 feet, 
Section 30-15-18. 

To Drill Deeper 

Jimmy Cox has been having trouble 
with No. 1 Ferris Burton, in Section 30- 
15-17, 8 miles west of production. The 
casing leaked and the well flowed a lit- 
tle salt water but he is arranging to ce- 
ment 4%-inch at 2,000 feet and drill on 
deeper. Hammon and others are drilling 
at 2,085 feet in No. 1 Riley, Section 22- 
15-17, 4 miles west of Smackover pro- 
duction. Eva Knight is drilling at 1,450 
feet in No. 1 Solmson, Section 29-15-16. 

The Pioneer State Oil Co. set 6-inch 
casing at 1,865 feet in No. 1 Magness, 
Section 24-15-17, approximately 3 miles 
west of production. The Smackover 
Lease & Development Co. tested No. 1 
Watts at 2,023 feet with a show of gas 
and oil drilled to 2,255 feet and arranging 
to test. It is in Section 30-15-16, about 
1 miles west of production. In the same 
section the Smith Refining Co. is down 
1,300 feet in No. 1 fee. 

The Smackover Oil Co. has rig up for 
No. 2 Moon, Section 33-15-17, approxi- 
mately 6 miles west of production. The 
Tennessee Oil & Gas Co. is bailing salt 
water at 2,340 feet in No. 1 Tubenvile, 
Section 17-15-16, about 1% miles north- 
west of production. The Travelers Oil 
Co. is drilling at 1,830 feet in No. 1 Mc- 
Lead, Section 5-12-16, several miles north 
of production, C. E. Wood and others 
have derrick up for No. 1 Garnett, Sec- 
tion 2-12-18, several miles south and west 
of production. The Arkansas Invincible 
Oil Corp. is down 2,570 feet in No. 1 
Poindexter, Section 33-15-16, in the heart 
f the producing territory. 

Heavy Oil District 

Quite a bit of activity is under way 
in the heavy oil district. Bradstreet and 
others set 12%-inch casing at 40 feet 
in No. A-3 Poole, Section 26-15-16. The 
Gulf Refining Co. is bailing No. 1 Ben- 
nett at 2,015 feet, Section 33-15-15; wait- 
ing standard rig for No. 5 Flenniken at 
2,000 feet; drilling three wells on the 
B. Goodwin lgase, Section 32-15-15 and 
two on the J. Goodwin tract, Section 5- 
16-15. In Section 33-15-15, reaming No. 
A-3 Umpstead at 1,875 feet. 

The Houston Oil Co. set 65,-inch eas- 
ing at 1,960 feet in No. 3 Hinton and 
at 1,865 feet in No. 5, Section 5-16-15. 
In the same section the Humble Oil & 
Refining Co. has derrick pattern on lo- 
eation for No. 4 Umpstead and drilled 
to 1,600 feet in No. 5. The Invaders 
Oil Co. is down 1,500 feet in No. 2 Hill. 
Otto Morris is drilling at 1,250 feet in 
No. 1 Hill and a fishing job at 2,000 feet 
in No. 2. Olvey and others are drilling 
at 200 feet in No. 4 Umpstead. The 
Vitek Oil Co. is bailing No. 1 Hill at 
1,850 feet. 

Ox: the extreme east edge of production, 
in Section 34-15-15, Miller and others are 
down 1,960 feet in No. 1 Ferris. C. H. 
Murphy, trustee, has drill stem stuck at 
$00 feet in No. 1 Snyder. 

Stephens Field 

Columbia County Area: No wells were 
completed in Columbia County last week 
but a number of interesting operations 
are under way in proven territory. The 
Atlantic Oil Producing Co. is drilling at 
1,500 feet in No. 2 Milner and has a 
fishing job at 1,570 feet in No. 3, Section 
24-15-20. 

Thirteen miles southwest of Magnolia 
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E. T. Brown and others have complete 
the fishing job and with a clear hole al 
2,220 feet is waiting orders for No, 1 
Robinson, Section 23-18-23. Jimmie Cor 
is arranging to resume drilling in No. 1 
Russ at 1,005 feet, Section 14-16-20, 7, 
Gulf Refining Co. is drilling at 1,300 
feet in No. 3 Mose Jackson, Section 99. 
15-20. Haskell and others have derrick 
up for No. 7 Webfer, Section 24-15-99 
Twenty miles south of Magnolia, Hosey 
& McDonald shut down No. 1 Haynes 
at 2,175 feet, Section 20-19-18. 

Hude & Aarens set 8-inch casing gt 
1,610 feet in No. 2 Brown, Section 43 
15-20. Keen & Woolf are waiting stang. 
ard rig at 2,125 feet for No. 3 Smart, 
Section 13-15-20. The Magnolia Petro. 
leum Co. is running core barrel at 3,175 
feet in No, 1 Gunter, steel line meagure- 
ment, Section 8-15-20; down 2,035 feet 
in No. 1 W. M. Webfer, Section 26-15-29, 

McDaniel and others are waiting stand. 
ard rig for No. 2 Webfer and drillin, 
at 2,130 feet in No. 3, Section 23-15-99, 
Murphy and others junked No. 1 Wilson 
at 2,054 feet and arranging to abandon 
the test, Section 17-16-19. The North 
Central Texas Oil Co. set 6-inch casing 
at 2,032 feet in No. + H. D. Brown, See. 
tion 13-15-20. The Shaffer Oil & Re. 
fining Co. is drilling at 1,900 feet in No, 
N-3 Adkins, Section 13-15-20; and down 
1,830 feet in No. 1 Smart, same section, 
Wingfield and others set 65-inch casing 
at 2,115 feet in No. 1 Milner, Section 23- 
15-20. 

Ouachita County Area 

Two wells were put on the beam in 
Ouachita County area of the Stephens 
Field last week, both small pumpers. 
The Gulf Refining Co.’s No. 4 Grayson, 
Section 19-15-19, pumping 40 bbls. at 
2,120 feet and the Magnolia Petroleum 
Co.’s No. 1 Rhinehart, Section 20-15-19, 
pumping 15 bbls. at 2,172 feet. 

A number of wells are under way in 
this territory, most of them in proven 
territory. The Arkansas Invincible Oil 
Corp. set 10-inch casing at 110 feet in 
No. 2 Williams, Section 19-15-19; drili- 
ing at 1,468 feet in No. 1 Rhinehart and 
arranging to start the second hole for 
No. 1 Hamilton after junking the first 
at 1,657 feet, same section. 

The Atlantic Oil Producing Co. is 
waiting standard rig for No. 2 J. Webfer 
at 2,097 feet, Section 30-15-19. Clark 
& Greer set 10-inch casing at 100 feet 
in No. 4 Hamilton, Section 19-15-19. 
The Gulf Refining Co. has derrick up for 
No. 1 A. Jackson, Section 19-15-19, and 
fishing job at 590 feet in No. 5. 

Keen & Woolf set 6-inch casing at 
2,035 feet in No. 1 Yarborough, Section 
30-15-19, and derrick up for No. 4. The 
Ohio Oil Co. is drilling at 2,540 feet in 
No. 1 J. D. Clanton, Section 32-15-19, 
and set 6-inch casing at 2,015 feet in 
No. 4 Tidwell, Section 20-15-19. 

The Standard Oil Co. set 10-inch cat- 
ing at 100 feet in No. 1 Hamilton, Sec 
tion 19-15-19; set 6-inch casing at 2,115 
feet in No. 4 Watson, Section 20-15-19 
at 2,110 feet in No. 1 Walker, Section 
17-15-19. : 

Nevada County Area 

Most of the wells in Nevada County 
were shut down the past week. The 
Danciger Oil & Refining Co. is drilling 
at 1,530 feet in No. 1 Waters, Section 
4-14-21, in the same township and range 
as the discovery well. The Dixie Oil ©. 
is down 550 feet in No. 1 E. E. Womack, 
Section 10-14-21. Miller & Kimbrough 
have derrick up for No. 1 Pate, Section 
31-14-21. ' 

The Carter Oil Co. has derrick built 
for No. 1 Barley, Section 31-13-21. The 
Houston Oil Co. tested No. 1 Graves 
dry at 1,210 feet, Section 36-13-21. Wes 
man and others are down 700 feet in No. 
1 Louis Suckle, Section 1-10-23. Wilso» 
Oglesby and others shut down No. 
East at 20 feet, Section 13-13-22. 

Caddo Parish 

One well was put on the beam ™ the 
Pine Island Field last week, the 
Oil Co.’s No. 52 Robertshaw, Se 
tion 14-21-15, pumping 15 bbls. at 
feet. The Arkansas Natural Gas 
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junked, plugged 
Ardis & Lay a 
9-4. The Cad 


and abandoned No. 329 
t 2,447 feet, Section 6- 
do Western Oil Co. is 


drilling at 1,800 feet in No. 1 Gardner- 


Plades, Section 


2-16-15, 1 miles west of 


Reisor and 5 miles southwest of Shreve- 


port. 
In the Pine I 


sland district, the Dixie 


Oil Co. ig drilling at 2,360 feet in No. 1 


Adgers, Section 
from 3,012 feet 


5-21-14; plugged back 
to 1,786 feet in No. 21 


Robertshaw, where it tested dry and is 


waiting orders, 


Section 13-21-15. 


Eads and others are rigging up to 
drill a well on the Davis lease in Section 
91-21-11. The Fortuna Oil Co. is bailing 


tq test No. 11 Robertshaw at 2,937 feet, 


Section 23-21-15. 
set liner in No. 


The Gulf Refining Co. 
10 Tyson at 1,650 feet 


and now bailing, Section 14-21-15. The 


Myra Oil Co. is 
No. 1 Robinson, 
Old Settlers Oil 


in No. 15 Lynn, 


Owl Oil Co. is 


drilling at 2,580 feet in 
Section 34-23-15. The 
Co. is down 1,620 feet 
Section 12-21-15. The 
repairing rig at 2,000 


feet for No. 11 Glassel, Section 25-20-15. 


The Standard 


Oil Co. is swabbing No. 


169 W. P. Stiles and others and bailing 


with 650 feet of 


oil in the hole at 1,873 


feet, Section 34-21-16. 
The Texas Co. is waiting standard rig 
for No. 57 Caddo Levee Board, Section 


33-21-16. 


The Vitek Oil & Refining Co. 


is rigging up No. 1 Alexander, Section 


9-20-15. 


Red River Parish 


In the Bull Bayou district, the For- 
tuna Oil Co. put No. 57 Pugh on the 


beam, Section 12 


-12-11, pumping 55 bols. 


at 2,745 feet. The Coushatta Syndicate 
is drilling at 790 feet in No. 1 Marston, 
Section 12-13-10, 4 miles southeast of 
production in the old Red River Field. 

The Gulf Refining Co. is drilling at 


2750 feet in No. 
9-13-10, in the e 


19 Christopher, Section 
ast end of the Crichton 


Field. The Muslow Oil Co. is down 150 


feet in No. 1 We 
28-14-11. The 

Corp. is drilling 
Fletcher, Section 


stdale Land Co., Section 
United States Drilling 
at 200 feet in No. 2 
4-12-10. 


Bellevue Field 
Three producers were completed in the 


Bellevue district, 


all in proven territory. 


The Gulf Refining Co. put No. A-15 Bliss 
& Weatherbee on the beam, pumping 25 
bbls. at 375 feet, Section 15-19-11. In 


the same section, 


Roy and associates com- 


pleted No. 11 Scanland, flowing 50 bbls. 


at 375 feet. 


The Standard Oil Co. put No. A-4 Ken- 


dricks on the b 


eam, Section 22-19-11, 


pumping 30 bbls. of fluid, 32 per cent 


water and 3 per 
Practically all 


cent b.s., at 300 feet. 
the wells in this terri- 


tory are in the proven area of the field. 
Armistead and others are down 180 feet 
in No, A-8 Strange, Section 23-19-11. 
Bliss & Weatherbee set 6-inch casing at 
380 feet in No. A-5 Bliss & Weatherbee, 


Section 15-19-11, 
No. E-5, Section 
The Gulf Refi 
standard rig at 


and down 240 feet in 
27-19-11. 

ning Co. is waiting on 
372 feet in No. A-16 


Bliss & Weatherbee, Section 15-19-11. In 


the same section, 
fining Co. is dril 


1 Bliss & Weatherbee. 


the Humble Oil & Re- 
ling at 180 feet in No. 
Roy and others 


are rigging up No. 12 Scanland, Section 


15-19-11, 


The Standard Oil Co. has der- 


tieék up for No. A-1 Kendricks and set 6- 
inch easing at 300 feet in No. B-4, Sec- 


tion 22-19-11, 


Claiborne Parish 


There were no 


wells completed in the 


Claiborne Field but interesting tests are 


under way. The 
8 running core 
No. 1 McKenzie 
4 miles north of 


El Dorado Chief Oil Co. 
barrel at 1,300 feet in 
Estate, Section 35-22-7, 
Homer. The Gulf Re- 


fining Co. is down 1,230 feet in No. 1 


Watson, Section 
of Arcadia. The 


34-20-5, 9 miles north 
Summerfield Oil & Gas 


Co. is drilling at 2,680 feet in No, 1 
Nolan, Section 3422-4, 5 miles south- 
‘ast of Summerfield and 17 miles east of 


production. 


Umpstead and others struck 


*talt water flow at 2,165 feet in No. 1 
dows and now drilling at 2,180 feet. 
Itis in Section 18-23-4, in the northeast 
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corner of the Parish, 5 miles north of 
Summerfield. 

In the proven area a number of wells 
are under way, most being drilled by the 
Ohio Oil Co. and of little interest. The 
Gilliland Oil Co. set 6-inch casing at 
2,740 feet in No. 1 J. R. Sherman, Sec- 
tion 26-23-8. The Louisiana Oil Refining 
Corp. tested No. 6 S. L. Beene dry at 
2,850 feet and is drilling deeper, Section 
13-23-8. 

De Soto Parish 

Snell and others abandoned No. 1 Con- 
nell, Section 8-12-14. It has been tem- 
porarily abandoned for some time at 2,991 
feet and the derrick recently blew down. 

Joe Danciger tested No. 1 Harris dry 
at 3,140 feet and is arranging to aban- 
don the well, Section 11-13-14, 3 miles 
north of Grand Cane. Garrett and others 
are drilling lime at 3.002 feet in No. 1 
Wagner, Section 5-12-14, 2 miles sout! 
of Grand Cane. The Pilgrim Oil Co. is 
drilling sandy shale at 4,950 feet in No. 
3 Ramsey, Section 34-13-16, in .the Log- 
ansport district. The Texas Co. is drill- 
ing at 1,950 feet in No. B-25 Wemple, 
Section 23-12-11. 

Louisiana Wildcats 


Bienville Parish: The Bienville Oil Co. 
is drilling broken lime at 2,845 feet in 
No. 1 Theus, Section 6-17-5, 4 miles 
south of Arcadia. The Hodge Hunt Lum- 
ber Co. is down 1,830 feet in No. 1 Fee, 
Section 29-15-5. Smith and others made 
location for No. 1 Durrett, Section 34- 
18-5. The Standard Oil Co. is rigging 
up No. 1 Stephens, Section 21-17-8. 
Wadley and others tested salt water in 
No. 1 Lawhorn and now drilling at 3,500 
feet, Section 8-16-8. 

Bossier Parish: Armistead and others 
are running core barrel at 1,990 feet in 
No. 1 Skannell, Section 10-20-13, 3 miles 
northeast of Benton. 


The Atlas Drilling Co. is moving in 
rig for No. 1 Bolinger, Section 3-22-12. 
Palmer Trust set 10-inch casing at 190 
feet in No. A-1 Weaver, Section 23-16- 
12. Perkins and others are running core 
barrel at 995 feet in No. 1 Vance, Sec- 
tion 18-19-13, 8 miles north of Shreve- 
port. Sales & Walker are at 2,200 feet 
in No. 2 Bolinger, Section 81-23-11. The 
Tarver Brothers Petroleum Co. set 6- 
inch casing at 1,645 feet in No. 1 Bolin- 
ger, Section 15-22-14, 6 miles north of 
Plain Dealing. 

Morehouse Parish: Ladell and others 
completed No. 8 Fee, Sectivn 34-20-5e, 
making 43,000,000 feet of gas at 2,235 
feet. They are down 2,170 feet in No. 
9 fee, same section. Morris, trustee, is 
drilling at 2,110 feet in No. 1 C. H. Cox, 
Section 26-20-5, and at 2,215 feet in No. 
3 Perry, Section 29-21-5. 

The Neighbors Drilling Co. is down 
1,600 feet in No. 1 Marlott, Section 19- 
20-5. The Southern Carbon Co. is drill- 
ing at 2,140 feet in No. 8 Spyker, Sec- 
tion 39-20-5e. 

Ouachita Parish: J. M. Huber has set 
8-inch casing and drilled to 1,300 feet in 
No. 2 Mauser, Section 32-19-5e. Hoster- 
mann and others are down 1,800 feet in 
No. 1 Gibbs, Section 5-18-5e. The Louis- 
iana Gas & Production Co. is down 1,800 
feet in No. 3 Fee, Section 20-20-5e. 

The Southern Carbon Co. is drilling 
at 1,370 feet in No. 2 Edelen, Section 5- 
18-5. The Standard Carbon Co. is side- 
tracking at 1,700 feet in No. 1 Manner, 
Section 32-19-5. The United Gas & Pro- 
duction Co. set Sinch casing at 1,035 
feet in No. 1 Daughtie, Section 28-19- 
5. Zeigen and others set 10-inch casing 
at 1,408 feet in No. 1 Michim, Section 7- 
20-5e. 

Union Parish: Clarke and others are 
setting 6-inch casing at 2,115 feet in No. 
1 Clarke, Section 17-23-le. Gardner and 
others are drilling at 2,850 feet in No. 2 
Brown, Section 6-23-3w. 

Webster Parish: The Fortuna Oil Co. 
completed No. 2 Baker, 1 mile east of 
the Llyod Harris well, estimated flowing 
35,000,000 feet of dry gas at 2,673 feet, 
Section 35-23-11. It has derrick up for 
No. 1 Maynor, Section 34-23-10, and 9 
miles northeast of the Lloyd Harris well 
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Williams ““FALCON”’ 
Chain Pipe Wrench 





With double ended, reversible jaw assures serv- 
ice of two wrenches at the cost of one. 


Three to four grip positions on every size of 
pipe. 


Interchangeable flat link and cable chains— 
suit yourself. The wrench is extraordinarily 
efficient with either. 


Six sizes for % to 12-inch pipe and fittings. 


J. H. WILLIAMS & CO. 


‘*The Wrench Peop'e’’ 


BROOKLYN BUFFALO CHICAGO 























More Power —Less Vibration 


Instant Service 
Lightning Pumping Powers 
Are Correct in Design 





Husky Enough to Do the Job Right, Weight 3200 Lb. 
The reliable eccentric motion does away with jerky 
lines. 

Back geared 29 to 1 gives you more power with a 6 
or 8 H. P. engine. 

Turntable gear is easily removable and having a 
broad face, coarse teeth and large diameter will stand 
up to the heaviest loads. 

SHACKLE LINES SET LOW TO THE GROUND 
(13 in.) ELIMINATE EXCESSIVE STRAIN. 


Easily and quickly installed and as quickly removed. 


Oil Well Supply Dept. 
KANSAS CITY HAY PRESS & TRACTOR CO. 
Kansas City, Mo. 

































































Larkin Patent 
Never-Slip Pipe Grip 


(Tllustrated) 














Does away with the 
old-fashioned way of 
putting in casing 
with rope and chain 
tongs and is cheaper, 
more durable and 
easier handled. 


The Larkin Im- 
proved Sand Pump, 





patented, is in con- 
stant use wherever 
oil and gas is found. 
We also manufacture a full line of Drilling 
and Fishing Tools. Packers of all kinds and 
sizes. 


Write for catalogue 


LARKIN & CO. 














| BUTLER, PA., U. S. A, 
































































Immediate Delivery 








NEW AND REMANUFACTURED 


26° Bridgeford Oil-Country Lathes 
Complete Equipment, Also Taper Attachments 





Special—26°x 9 —$875.00 


ALSO 10’- 12’. 14’- 16’- 18’ BEDS 


Over 2500 late model machine tools in Chi- 
cago stock. Write for complete Green list. 


OUR GUARANTEE: Your money back if you return machine 
within thirty days, freight prepaid; no excuses necessary. 


HIS SLASRE & CO. 649 W. Washington Blvd. 
CHICAGO 


Chicago, IIL 
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is down 1,715 feet in No. 1 Sexton, Sec- 
tion 31-23-9. 

The Palmer Corp. is drilling at 2,015 
feet in No. 1 R. H. Miller, Section 29- 
21-10, 8 miles south of Sarepta. Smith- 
erman & McDonald are setting screen in 
No. 1 Bodcaw Lumber Co. at 2,705 feet, 
Section 16-23-11, 3 miles north of the 
Lloyd Harris well. Snyder and others 
are drilling at 3,335 feet in No. 1 Sidney 
Buck, Section 16-21-10, 6 miles south of 
Sarepta. The Texas Co. set 84-inch 
easing at 1,190 feet in No. 1 J. H. Har- 
ritt, Section 5-22-10. The Tooker Oil 
Co. is drilling at 50 feet in No. 2 Anders, 
Section 6-18-10. Wingfield and others 
set 10-inch casing at 170 feet in No. 1 
Longino, Section 8-18-10. 


Arkansas Wildcat3 

Calhoun County: Barnsdale Foster 
abandoned both wells on the Freeman 
Smith lease, in Sections 14-15-14 and 10 
15-14, No. 4 at 3395 feet and No. 5 at 
3,035 feet. Brady and others set 6-inch 
casing at 1,870 feet in No. 1 Johnson, 
Section 20-14-14. Lucas and others are 
down 20 feet in No. 1 Adams, Section 
29-12-12, 

Dallas County: The Traffic Oil Co. is 
drilling at 845 feet in No. 1 Wisconsin 
Lumber Co., Section 27-5-17. West, Pe- 
terson & Latimer are down 2.240 feet in 
No. 1 Eagle Lumber Co., Section 12-10-16. 

Drew County: Hanley and others are 
down 1,455 feet in No. 1 Bullock, Sec- 
tion 31-13-4. 

Hempstead County. Coluumbus Hope 
Oil Co. is drilling at 1,565 feet in No. 
1 King, Section 24-11-25. Myers and 
others are rigging up No. 1 Nichols, See- 
tion 17-11-25. The V. K. F. Drilling Co. 
is down 1,115 feet in No. 1 Jones, Sec- 
tion 26-14-25. 

LaFayette County: The Lewisville 
Syndicate is drilling at 742 feet in No. 
1 Osborn, Section 16-15-24, 6 miles north 
of Lewisville, 16 miles south of Hope 
and half way between Texarkana and 
Stephens. Wilcox and others are drilling 
at 40 feet in No. 1 Renick, Section 25- 
17-24. 

Lincoln County: The T.inceln Oil Co. 
is drilling at 2,635 feet in No. 1 Touch- 
stone, Section 29-9-7. 

Little River County: Brookshear and 
others abandoned No. 1 Tootle at 2,180 
feet, Section 21-12-31. The Red River 
Valley Oil Co. is dowr 2,670 feet in, No. 
1 Toland Taylor, Section 29-13-20. 





SCOTCH SHALE METHODS 





Martin J. Gavin, refinery engineer of 
the Department of the Interior, points 
out in Bulletin 210 of the Bureau of 
Mines how shale oil projects in the United 
States may benefit through a knowledge 
of the successful practices in Scotland. 
That country has been treating oil shales 
in a commercial way for over 60 years. 
The Scotch retort, and retorting and re- 
fining procedure, have been undergoing 
improvements for over 50 years, and have 
changed little in 15 years. This evolu- 
tion tcok place under extremely practical 
conditions, especially as the shale opera- 
tors were under the pressure of severe 
foreign competition. The present retort 
is the best apparatus the Scotch opera- 
tors know of in which to treat their 
particular shale under their particular 
conditions. The United States in which 
an oil shale industry is just beginning, 
should endeavor to avoid the mistakes 
made in the early stages of the industry 
in Scotland. This is said with full reali- 
zation that shales and conditions in the 
two countries are dissimilar. 





BIBLIOGRAPHY OF PETROLEUM 





Publication of the monthly bibliography 
of petroleum and allied substances has 
been resumed by the Department of the 
Interior. A limited edition will be avail- 
able for distribution. Applications should 
be addressed to the Department of the 
Interior, Bureau of Mines, Customhouse, 
San Francisco, Calif. 


Thursday 


Fall Says We Must 
Look 50 Years Ahead 
for Our Oil Supply 


If the United States expects to hay 
a mercantile marine carrying a fair 1 
of the world’s commerce she must a. 
cording to A. B. Fall, former secre 
of the interior, begin to pursue Vigorons 
policy to insure future oil supplies, 

“I have tried to arouse American opin. 
ion to this necessity,” Mr. Fall said jp 
an interview in London, “but mentia, 
of the word oil makes many Americans 
think it is propaganda for the big. inter. 
ests. The fact is that we today are Dro. 
ducing 73 per cent of the world’s til 
and are consuming 76 per cent. I do Dot 
think that our supplies are necessarily 
going to disappear in the next 10 yean 
but we have got to look ahead 50 yean 
or more. Take Great Britain, for example, 
The war made her realize the treme. 
dous importance of oil to maritime » 
tions and now her nationals get Plenty 
of Government help in securing cones 
sions in foreign lands. She has undoyhp. 
edly obtained control of a° very lap 
share of the world’s oil deposits, aj 
naturally, from her point of view, sh 
is keeping the door closed to all but he 
own nationals in her colonies and & 
pendencies.” 





NEW OIL RAILROAD IN MEXI( 





NEW YORK, June _ 18.—President 
Obregon has signed an order authorizin 
the Mexican Secretary of Communiag. 
tion to expend the necessary funds for 
the construction of a branch railroa 
line from the station of Beristain (State 
of Puebla on the Hidalgo & Northwest 
ern Railway to Furbero (State of Vea 
Cruz), where connection will be mad 
with a private road owned by the Mexican 
Eagle Oil Co. Rail communication wil 
thus be established between Mexico City 
and Tuxpam, where the Eagle and Pem 
Mex Fuel have sealoading terminals for 
handling oil production from wells in th 
light oil fields. 

The new line will be 88 miles log 
and cost about 4,000,000 pesos. The line 
from Tuxpam to Furbero was construt- 
ed years ago by the Oil Fields of Mexia, 
(Ltd.) (Lord Cowdray), to carry me 
terial from Tuxpam to Furbero, where 
extensive drilling operations were being 
carried on. Fair production was 0b 
tained but the field became exhaustel 
about six years ago and the railroad was 
virtually abandoned. In 1921, it was re 
conditioned to carry supplies to Palms 
Sola, where the Eagle has been drilling. 





BRITISH REFINING GROWTH 





A great industry of home oil refining 
is being built up in England, consequett 
upon the operation of the refinery of 
the Anglo-Persian Oil Co.’s subsidiary # 
ganization at Llandarcy, near Swans, 
says Petroleum Times of London, whith 
adds that for the past fortnight alone, oe 
20,000,000 gallons of Persian crude ol 
have arrived in this country, beim 
brought on eight oil tankers. This crude 
oil, after refining, comes upon the mar 
kets as ‘B.P.’ motor spirit, oils, ete. The 
figures in themselves give an indication 
of the very extensive industry built » 
in Great Britain by the Anglo-Persit 
Oil Co. (Ltd.). While it is known that, 
large as the Liandarcy plant now 3, ad 
ditions are under construction which wil 
add- considerably to its capacity fot 
treatment of imported crude oils. 
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Dally Average Runs Virginia, Ohio, Kentucky and Indiana for 
ots t The following table shows the daily April and May: 
S to bap werage runs of the Pennsylvania, Lima Apr., '23 May, '23 ? 
a fair shar tnd Kentucky oil fields for the past four Nat. Transit .... 217,716.07 231,816.24 an eve s 
> must, an B years: S. W. Pa. P. L... 89,123.76 99,600.55 e 
Tr secretary . 1920 ve p-, Fs a. Eureka ia odo 391,856.39 430,704.60 
= ? ry -. 56,004 64,46 »70 5, Buckeye . Le . . . . 
a ebruary 68,699 70.054 75,096 71.093 (Macksburg) .. 268,795.88 286,626.13 The Davis Fluid Level Controller will do it. The usual dou- 
yplies, ..-+ 67,745 68,6556 8,531 76,592 Buckeye , - ae ht 
lol ote >... 64,589 65,036 75,462 75,614 (Cleveland)... 20,952.19 21,301.23 ble-seated balanced valve which so constantly causes trouble 
‘. be ol e. . 63,937 65,466 77,592 77,365 Buckeye P. L. . ~ 
all said inf #4, 68,750 62,438 76,193 ..... (Lima, ete.) ... 140,793.52 154,978.02 through leakage has been replaced by the Davis Control 
Mammatttion Ha esos Ber Gages 9887 loll, Gumberlana 'B. Ll sbicgoaes —330.817.81 Valve with a single seat. It remains abso- 
AI 8 . Do, ’ er ° . ° e ° e . 
@ bin ian gestember 68,102 60,110 78,512 ..... N. ¥. Transit.... 14,847.29 17,670.09 lutely tight when closed. Ask the G. M. 
1g inter F october 65,066 67,688 77,209 ..... Tide Water P. L. 165,565.96 174,392.17 5 : 
ay ate pre § November 62,758 68,470 765,318 ..... Pure Oil P. L.'... 180,898.85 199,011.18 Davis Regulator Co., 414 Milwaukee Ave., 
World’s oi] #1 ber 60,975 61,000 73,351 ..... Emery P. L. .... 30,564. 466. : . : 2 
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enna The following table gives daily average ndian Ref. ..... 990. 070. be 
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‘or exal » & January .--.- 98,835 115,550 119,792 171,067 Paragon Dev. ... 35,153.69 34,857.52 
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2 emen- rch . 110,777 84,168 127,763 186,487 
ariting wm A oem 114,090 101,015 127,068 179751 Rialet 5 sivennds 2,268,422.97  2,398,318.49 Ask about 
May 2 100,253 127,840 177,102 Daily average.. 75,614.09 77,365.11 these 
Set plenty # june 105,037 137,638 ...... Note—Indian Refining Co. also reported 
Ing Conee 1 97,096 137,872 ...... other receipts of 216,020.88 barrels.’ Para- 4 
as undoubt a : 101,652 163,275 ...... gon Refining Co. had other receipts of Davis Valves 
very | September REV.O08 BEG, UOR cvcese 136,205.16 barrels. Paragon Development Pressure Regulators 
Cry Mal B October 105,728 165.345 ...... Co. had other receipts of 8,012.01. Balanced Valve 
posits, and § November 121,803 165,677 ...... Petroleum Deliveries Float Valve 
view, she # December 10¢,023 172,861 ...... The following tables exhibit the ship- Fluid Control Valve 
all but her Gross Stocks ments or regular deliveries of various pipe Back Pressure 
ae E In the following table will be found the lines in New York, Pennsylvania, West Valves 
es and dé gross stocks of the various lines of th® Virginia, Ohio, Kentucky and Indiana for Exhaust Relief 
Pennsylvania, Lima and Kentucky oil fields, April and May: ‘ Valves " 
— including oil received from other lines, at Apr., '23 May, '23 Water Relief Valve 
N J the close of each month for the past three Nat. Transit .... 568,426.81 582,092.31 Stop and Check 
MEXI( years: S Ww. oe F. de. 293,111.23 294,066 16 Valves 
7 1921 1922 1923 Eureka P. L. ... 128,710.93 162,650.44 Strainer “1 
President § January ... 7,916,353 16,297,858 14,040,567 Buckeye P. L. a Bleeder Valves 
enthaal February .. 8,721,878 17,009,293 14 028,437 (Macksburg) .. 99,695.75 126,886.37 Steam Trap 
authorizing § Werch ..... 9,818,766 16,877,937 13,873,146 Buckeye P. L. Pump Governors 
1,369 


Jommunics § April ..... 9,941 16,777,842 13,737,675 (Cleveland) ... 1,374.13 1,530.40 Emergency Stop 






is for a 16,948,962 13,815,622 Buckeye P. L. alve 
1} —_ for ~ 16,810,169 ......... (Lima, etc.) .. 859,024.97 857,543.82 Flow Regulator 
*h railtoad § Soy (212. 16,669,286 ......... Indiana P. L. ... 961,001.13 993,350.69 Non-Return Valve 
tain (State § august ee eae Cumberland P. L. 140,749.28 118,548.21 Fluid Level Con- 
Northwest | September Tie Seeerers Southern P. L. .. _ 84,721.02 63,720.52 » troller 
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he Mexican Franklin Pipe Line Co. Tide Water P. L. 156,146.07 139,071.52 
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consequent 62.07 barrels, and deliveries were 139,- Crescent P. L. .. 98,670.25 1,833,067.24 
' 462.70 barrels. Adding these figures to N. Y. Transit .... 1,826,244.84 762,923.91 
refinery o § those of the Illinois Pipe Line Co., makes Northern P. L. .. 909,072.28 288,814.86 
ysidiary oF the runs and deliveries from the Illinois Pure Oil P. L. .. 301,144.77 502,883.37 
; Field as follows: iy fe ee 4,447.46 5,395.86 
r Swanses, 1922— Runs Deliveries Paragon Ref. ... 228,136.94 197,758.26 
don whieh aaa .... 655,641.93 347,445.42 Indian Ref. ..... 276,892.93 314,115.31 
’ TEs o's oo « « «0.0.emead 633,448.20 441,541.49 Swiss P. L. Co... 5,875.66 1,073.30 
alone, ove ne cece ccud 620,079.29 252,294.98 Pittsburgh P. L.. 7,274 55 4,593.85 
crude oil August ... 648,827.26 370,461.56 Rigee Wee. .cccce 800.00 = . .covcess . 
being September .....595,602.99 407,333.79 Paragon Dev. ... 11,638.31 16,179.48 
try, REE... so ns000 ec 618,459.82 454,005.38 P. P. L. & R..... ..sseeeeee 908.83 
This crude § November ....-666.508.03 434,681.97 = 
he mar December ....552,069.33 391,868.37 ee ee 13,737,575.50 13,816,622.05 
1 the 1923— Decrease ...... te eer 
s, ete, The § January .............. 599,239.86 470,958.84°  iImcrease ......_ .......... 78,046.55 
ndication | Rebruary . ++ .496,421.79 382,566.83 Grades of Oil 
men March ...625,006.81 472,920.76 The following table shows the amount 
y built wp April .. ’ ....521,910.87 423,548.43 of the different grades of oil held by the 
]o-Persia® ee aid 624,107.98 523,515.00 eastern pipe lines at the close of April 
- : The Tide Water Pipe Co., Ltd., also de- and May, showing the gross stocks of the 
nown that livered in May 178,530.83 barrels. of Okla- above fields: Apr., °23 May, *23 
row is, ab homa oil. The total deliveries of all Pennsylvania .... 3,630,244.59  3,472,294.50 
sat? o Stades by the Tide Water were 457,065.05 BY Kachin sso aye 855,906.22 806,220.48 
which W# barrels. Kentucky ....... 1,987,173.77 2,019,864.75 
acity for Runs From Wells Mid-Continent ... 7,029,780.39  7,260,802.85 
a In the following table will be found the Illinois ..... -+e+ 234,470.53 256,349.47 
pils. regular receipts from wells by various 
—— Pipe lines in New York, Pennsylvania, West Total. ..cvevvres 13,737,575.560 13,815,622.06 » e 
es 
, Also Locomotive Type Portable Boilers 
‘g Summary of Statements Made June 10, 1923, Relating to Business of Various Pipe Lines , ? ‘ 
Continent eee eS ee aL ETE enn Oil, Gasoline and Chemical Storage 
XN Stocks Wells Receipts Deliveries Deliveries Capacities 4400 to 20.000 Galions 
ldg. < Oe ee 1,197,101.48 231,816.24 1,474,208.39 682,092.31 1,041,917.68 c ’ y 
| See 916,614.20 99.600.55 1,105,212.32 294,066.16 969.687 36 High and Low Pressure Accumulator 
ws eS. Saad Ol 1,935,131.95 430,704. 176. 650. ,197,924. 
0 eT Beckeye P. L. Co. Bolted 100 to 2,000 Barrels 
| acks . ° ’ . . . $ 
—— Buckeye = a oceee 502,883.37 285,525.13 757.60 126,886.37 264,408.68 Electric Welded, 40 to 100 Barrels 
oK 0 ma, etc.) ..... 3,625,689.13 154,978.03 2,630,634.19 857,543.82 1,641,261.65 ‘. 
- a RS Steel Plate Construction. 
a Galoiias © Teask86 §«-2,386;477.20 gos-agoces aanecoosces 
ile “etek wdbie J Ly 454. , ‘ . ° . ° x e . . . -* 
Cumberland P. i. (| |": 633,078.77 . 331,517.81 164.99 118,548.21 °211:499.87 Prices and Catalog mailed upon applir- 
Southern P. ite ceedbode 901,179.69  ......44-- 794,053.28 63,720.62 707,400.65 
Crescent oP te 32. DUI: 5 fork Sis 00 0's 161,494.37 26080810 foots e e wre out 
). eG ero 1,833,067.24 17,670.09 857,387.06 Re Sistersville Tar 
yous ot i Aapegoees: 762,923.91 = ce eee reees 1,105.074.85 131,743.93 1,139,036.24 
—" P 
rrOX, p.¢ Total May ........ 12,986,782.78  1,589,568.44 11,394,640.95  4,375,304.16  8,624,939.22 Office and Wi dldg., Louisville, Kentucky 
1CAGO, IL Total OOD: + wctnee 12,901,364.88 1,612,448.42 10,615,390.14 4,280,531.19 7.922,566.90 
Difference ....... 85,417.90 17,120.02 879,260.81 94,772.97 = 702,372.32 ee ; cno-are J 























Larkin Patent 
Never-Slip Pipe Grip 


(Tllustrated) 














Does away with the 
old-fashioned way of 
putting in casing 
with rope and chain 
tongs and is cheaper, 
more durable and 
easier handled. 


The Larkin Im- 
proved Sand Pump, 





patented, is in con- 
stant use wherever 
oil and gas is found. 
We also manufacture a full line of Drilling 
and Fishing Tools. Packers of all kinds and 
sizes. 


Write for catalogue 


LARKIN & CO. 


BUTLER, PA., U. S. A, 

















Immediate Delivery 








NEW AND REMANUFACTURED 


26° Bridgeford Oil-Country Lathes 
Complete Equipment, Also Taper Attachments 





Special—26°x 9 —$875.00 
ALSO 10’- 12’. 14’- 16’- 18° BEDS 


Over 2500 late model machine tools in Chi- 
cago stock. Write for complete Green list. 


OUR GUARANTEE: Your money back if you return machine 
within thirty days, freight prepaid; no excuses necessary. 


HILL, CLARKE & CO, 
CHICAGO 


649 W. Washington Blvd. 
Chicago, IIL 
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is down 1,715 feet in No. 1 Sexton, Sec- 
tion 31-23-9. 

The Palmer Corp. is drilling at 2,015 
feet in No. 1 R. H. Miller, Section 29- 
21-10, 8 miles south of Sarepta. Smith- 
erman & McDonald are setting screen in 
No. 1 Bodecaw Lumber Co. at 2,705 feet, 
Section 16-23-11, 3 miles north of the 
Lloyd Harris well. Snyder and others 
are drilling at 3,335 feet in No. 1 Sidney 
Buck, Section 16-21-10, 6 miles south of 
Sarepta. The Texas Co. set 84-inch 
easing at 1,190 feet in No. 1 J. H. Har- 
ritt, Section 5-22-10. The Tooker Oil 
Co. is drilling at 50 feet in No. 2 Anders, 
Section 6-18-10. Wingfield and others 
set 10-inch casing at 170 feet in No. 1 
Longino, Section 8-18-10. 

Arkansas Wildcat3 


Calhoun County: Barnsdale Foster 
abandoned both wells on the Freeman 
Smith lease, in Sections 14-15-14 and 10 
15-14, No. 4 at 3395 feet and No. 5 at 
3,035 feet. Brady and others set 6-inch 
casing at 1.870 feet in No. 1 Johnson, 
Section 20-1414. Lucas and others are 
down 20 feet in No. 1 Adams, Section 
29-12-12. 

Dallas County: The Traffic Oil Co. is 
drilling at 845 feet in No. 1 Wisconsin 
Lumber Co., Section 27-5-17. West, Pe- 
terson & Latimer are down 2.240 feet in 
No. 1 Eagle Lumber Co., Section 12-10-16. 

Drew County: Hanley and others are 
down 1,455 feet in No. 1 Bullock, Sec- 
tion 31-13-4. 

Hempstead County. Coluumbus Hope 
Oil Co. is drilling at 1,565 feet in No. 
1 King, Section 24-11-25. Myers and 
others are rigging up No. 1 Nichols, Sec- 
tion 17-11-25. The VY. K. F. Drilling Co. 
is down 1,115 feet in No. 1 Jones, Sec- 
tion 26-14-28, 

LaFayette County: The Lewisville 
Syndicate is drilling at 742 feet in No. 
1 Osborn, Section 16-15-24, 6 miles north 
of Lewisville, 16 miles south of Hope 
and half way between Texarkana and 
Stephens. Wilcox and others are drilling 
at 40 feet in No. 1 Renick, Section 25- 
17-24. 

Lincoln County: The T.incoln Oil Co. 
is drilling at 2,635 feet in No. 1 Touch- 
stone, Section 29-9-7. 

Little River County: Brookshear and 
others abandoned No. 1 Tootle at 2,180 
feet, Section 21-12-31. The Red River 
Valley Oil Co. is dowr 2,670 feet in, No. 
1 Toland Taylor, Section 29-13-20. 





SCOTCH SHALE METHODS 





Martin J. Gavin, refinery engineer of 
the Department of the Interior, points 
out in Bulletin 210 of the Bureau of 
Mines how shale oil projects in the United 
States may benefit through a knowledge 
of the successful practices in Scotland. 
That country has been treating oil shales 
in a commercial way for over 60 years. 
The Scotch retort, and retorting and re- 
fining procedure, have been undergoing 
improvements for over 50 years, and have 
changed little in 15 years. This evolu- 
tion teok place under extremely practical 
conditions, especially as the shale opera- 
tors were under the pressure of severe 
foreign competition. The present retort 
is the best apparatus the Scotch opera- 
tors know of in which to treat their 
particular shale under their particular 
conditions. The United States in which 
an oil shale industry is just beginning, 
should endeavor to avoid the mistakes 
made in the early stages of the industry 
in Scotland. This is said with full reali- 
zation that shales and conditions in the 
two countries are dissimilar. 





BIBLIOGRAPHY OF PETROLEUM 





Publication of the monthly bibliography 
of petroleum and allied substances has 
been resumed by the Department of the 
Interior. A limited edition will be avail- 
able for distribution. Applications should 
be addressed to the Department of the 
Interior, Bureau of Mines, Customhouse, 
San Francisco, Calif. 





Thu tsday, 


Fall Says We Must 
Look 50 Years Ahead 
for Our Oil Supply 


If the United States expects to hay 
a mercantile marine carrying a fair P 
of the world’s commerce she must “4 
cording to A. B. Fall, former secretar 
of the interior, begin to pursue Vigoron, 
policy to insure future oil supplies, 

“I have tried to arouse American opin- 
ion to this necessity,” Mr. Fall said in 
an interview in London, “but mention 
of the word oil makes many Americans 
think it is propaganda for the big inter. 
ests. The fact is that we today are Dro- 
ducing 73 per cent of the world’s oil 
and are consuming 76 per cent. I do not 
think that our supplies are necessarily 
going to disappear in the next 10 years 
but we have got to look ahead 50 years 
or more. Take Great Britain, for example 
The war made her realize the treme. 
dous importance of oil to maritime gg. 
tions and now her nationals get plenty 
of Government help in securing conegs. 
sions in foreign lands. She has undonbt. 
edly obtained control of a- very large 
share of the world’s oil deposits, and 
naturally, from her point of view, she 
is keeping the door closed to all but her 
own nationals in her colonies and de 
pendencies.” 





NEW OIL RAILROAD IN MEXICO 





NEW YORK, June 18.—President 
Obregon has signed an order authorizing 
the Mexican Secretary of Communic- 
tion to expend the necessary funds for 
the construction of a branch railroad 
line from the station of Beristain (State 
of Puebla on the Hidalgo & Northwest- 
ern Railway to Furbero (State of Vera 
Cruz), where connection will be made 
with a private road owned by the Mexican 
Eagle Oil Co. Rail communication will 
thus be established between Mexico City 
and Tuxpam, where the Eagle and Pen 
Mex Fuel have sealoading terminals for 
handling oil production from wells in the 
light oil fields. 

The new line will be 88 miles long 
and cost about 4,000,000 pesos. The line 
from Tuxpam to Furbero was construct 
ed years ago by the Oil Fields of Mexico, 
(Ltd.) (Lord Cowdray), to carry ma- 
terial from Tuxpam to Furbero, where 
extensive drilling operations were being 
carried on. Fair production was ob- 
tained but the field became exhausted 
about six years ago and the railroad was 
virtually abandoned. In 1921, it was re 
conditioned to carry supplies to Palma 
Sola, where the Eagle has been drilling. 





BRITISH REFINING GROWTH 





A great industry of home oil refining 
is being built up in England, consequent 
upon the operation of the refinery of 
the Anglo-Persian Oil Co.’s subsidiary ot 
ganization at Liandarcy, near Swanses, 
says Petroleum Times of London, whieh 
adds that for the past fortnight alone, over 
20,000,000 gallons of Persian crude il 
have arrived in this country, beim 
brought on eight oil tankers. This crude 
oil, after refining, comes upon the mar 
kets as ‘B.P.’ motor spirit, oils, ete. The 
figures in themselves give an indication 
of the very extensive industry built w 
in Great Britain by the Anglo-Persial 
Oil Co. (Ltd.). While it is known that, 
large as the Liandarcy plant now 35, ad- 
ditions are under construction which will 
add. considerably to its capacity fo 
treatment of imported crude oils. 
——— 








Cc. W. DEMING 

OIL INVESTMENTS ; 

16 years operations in Mid-Continem 
and other fields 
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EASTERN PIPE LINE REPORT 
FOR THE MONTH OF MAY 








































Daily Average Runs Virginia, Ohio, Kentucky and Indiana for 
The following table shows the daily April and May: : 
verage 1s of the Pennsylvania, Lima Apr., '23 May. 
ae Kentucky oil fields for the past four Nat. Transit 217,716.07 231, th mi 
Sikes: S. W. Pa. P. 89,123.76 99,600.55 
y E 1920 1921 1922 1923 Eureka P. L. .. 391,856.39 430,704.50 
56,004 64,460 67,702 75,790 Buckeye P. L. 
Reaceary 68,699 70,054 75,096 71,093 (Macksburg) 268,795.83 285,525.13 
March — 67,745 68,555 78,531 176,592 Buckeye P. L. 
April 64,589 peg os ane Mn a I 20,952.19 21,301.23 
. 63,937 . ’ ® uckeye ° 
A . 68,750 62,438 76,193 ..... (Lima, etc.) 140,793.52 154,978.02 
July . . 66,489 59,486 76,436 ..... Indiana P. L. 16,459.68 16,454:86 
August 63,861 64,888 79,387 ..... Cumberland P. L. 351,904.69 331,517.81 
September 68,102 60,110 78,512 N. Y. Transit. 14,847.29 17,670.09 
October 65,066 67,688 77,209 ..... Tide Water P. "B. 165,565.96 174,392.17 
November 62, we <e0n6% — ~ gS a twrow sy aaa ae 
T ber 60,975 61,000 73,351 ..... mery P. lL. .... ‘ G ‘ 
— Daily Average Shipments PR TOE, . oo. paneesie$s.. ji eseeeey es 
The following table gives daily average Indian a. ~ sexe-0 325,990.94 355,070.21 
shipments from the Pennsylvania, Lima Swiss P. L. ..... 1,842.88 = cn ew eeeeee 
and other fields for the past four years: Pittsburgh P. L.. 10,597.65 9,952.44 
1920 1921 1922 1923 Riggs Ref. ...... B,.BC088 — cosccccass 
January 115,550 ee wate ee rg see 35,153.69 34,857.52 
ruary 96,736 111,362 164,2 . p Re Ceeseseocee ceegecees 
aoe 84,168 127.753 185,487 
April 101,015 127,068 179 751 Total .....++-- 2,268,422.97 2,398,318.49 
May 100,253 127,840 177,102 Daily average... 75,614.09 77,366.11 
June 105,037 137,638 ...... Note—Indian Refining Co. also reported 
July 97,096 137,872 ...... other receipts of 216,020.88 barrels. Para- 
August 12 101,652 153,275 ...... gon Refining Co. had other receipts of 
September 12 117,440 158,761 ...... 136,205.16 barrels. Paragon Development 
tober 12 105,728 165.345 ...... Co. had — epoctntd ot SAee es. 
November 117, 121,803 165,677 ...... ‘etroleum eliveries 
Sielenber 117,201 104,023 172,861 ...... The following tables exhibit the ship- 
Gross Stocks ments or regular deliveries of various pipe 
In the following table will be found the lines in New York, Pennsylvania, West 
gross stocks of the various lines of thi Virginia, Ohio, Kentucky and Indiana for 
Pennsylvania, Lima and Kentucky oil fields, April and May: : 
including 1 received from other lines, at : Apr., '23 May, '23 
the close of each month for the past three Nat. Transit 568,426.81 582,092.31 
years: 8S. W. Pa. P. 293,111.23 294,066 16 
1921 1922 1923 Eureka P. L. 128,710.93 162,650.44 
January 7,916,353 16,297,858 14,040,567 Buckeye P. L. 
February 8,721,878 17,009,293 14 028,437 (Macksburg) 99,695.75 126,886.37 
March 9,818,766 16,877,937 13,873,146 Buckeye P. L. - 
April 369,941 16,777,842 13.737.575 * > eng oe 1,374.13 1,530.40 
y 1 694 16,948,962 13,815,622 uckeye P. L. 
ad 1 16,810,169 (Lima, etc.) 859,024.97 857,643.82 
July 1 16,669,286 Indiana P. L. .. 961,001.13 993,350.69 
August 1 16,235,229 Cumberland P. e. 140,749.28 118,648.21 
September .1 ; 16,228,645 Southern P. L. 84,721.02 63,720.52 
October 15.761,079 16,757,746 Crescent P. L. 141,850.00 156,898.10 
November 14,971,071 165,171,972 N. Y. Transit 882,369.84 886,273.21 
December 15:854,741 14,323,765 Northern P. L. .. 119,496.10 131,743.93 
Franklin Pipe Line Co. Tide Water P. L. 156,146.07 139,071.52 
The following table exhibits the condi- Pure Oil P. L. ° 162,469.99 209,918.88 
tion of the Franklin Pipe Line at the Emery P. L. 31,305.77 34,331.00 
close of bt for the months named Paragon Ref. 175,412.79 147,195.85 
and not « in the stocks and aver- oe gl ae 9 paleee 492,304.37 533,967.36 
ages reported above: wiss ae ne - ecceekeen 
—_ . 3,100.68 2,412.95 22,154.89 Pittsburgh P. L.. 11,531.32 11,348.61 
1922 Receipts Shipments Stocks a .. 80,870.56 39,012.14 
June 554.83 759.81 24,949.91 © BR. Ly, & Bunce e ccccccccee § sevvevcces 
July 2,638.75 25,356.42 P 
August 1,196.98 27,348.91 Betas wccsccsese 5,392,532.08 5,490,149.52 
September 3.31 20,728.16 Daily average.. 179,751.09 177,191.59 
October 4,783.61 29,313.13 Gross Stocks 
November 2,230.18 30,135.70 The gross stocks held by various pipe 
December 1,292.84 31,919.22 lines in the oil producing section of New 
1923— York, Pennsylvania, West Virginia, Ohio, 
January 2, 2,461.36 32,256.41 Indiana and Kentucky at the close of 
February 2 932.33 34,017.01 April and May were as —~ ar . 
March 2,$ 12,417.00 24,578.89 Apr., '23 y, °23 
April 3,6 3,054.09 25,053.92 Nat. Transit 1,103,602.14 1,197,101.48 
er Cee TE, Saeed aReds PE Eo TE SHER 
The "Tilinois Field vureka 377, . . . . 
The following table gives the report of Buckeye P. L. 
= Illinois Pipe Line Co. in Illinois: Ms ne 603,892.39 3,625,589.13 
ross stocks June 1............ 2,047 551.86 uckeye FP. L. 
Runs from wells ............+6. 591,045.91 nas J 29,745.84 34,172.05 
POR eh 180,199.03 uckeye P. L. 
Regular deliveries .............. $84,052.30 (Lima, etc.) 3,212,552.51 641,011.39 
Other deliveries ...........cee05 470,040.07 Indiana P. L. .... 677,060.02 633,078.77 
The amount of Illinois oil run by the Cumberland P. L. 624,707.16 901,029.60 
Tide ater Pipe Line Co. in ay was 33,- Southern 2. Ee 877,775.67 104,029.60 
062.07 barrels, and deliveries were 139,- Crescent 98,670.25 1,833,067.24 
462.70 barrels. Adding these figures to N. Y. Transit . 1,826,244.84 762,923.91 
those of the Illinois Pipe Line Co., makes Northern P. L. 909,072.28 288,814.86 
the runs and deliveries from the Illinois Pure Oil P. L. 301,144.77 502,883.37 
Field as follows: Sn te 4,447.46 5,395.86 
1922— Runs Deliveries Paragon Ref. 228,136.94 197,758.26 
May . 2. 655,641.93 347,445.42 Indian Ref. ..... 276,892.93 314,115.31 
June . ..+..638,448.20 441,541.49 Swiss P. L. Co... 5,875.66 1,073.30 
SG hs 5-<s6'c000 bu oe 620,079.29 252,294.98 Pittsburgh P. L.. 7,274 55 4,593.85 
August +++ +648,827.26 370,461.56 dS” Ere 800.00 writer 
September ..595,602.99 407,333.79 Paragon Dev. . 11,638.31 “6, 179. 48 
aad - 618,458.83 454,005.38 BR. BP. Ue. B Biccce sovccvece 908.83 
. er a 08.03 434,681.97 
December .652,069.33 391,868.37 bn Meee re 13,737,575.50 13,815,622.06 
1923— Decrease ...... BOG, STE. Keccdsache 
poeery , 599,239.86 470,958.84 ° Increase .. Pree rere ey 78,046.55 
ary ..-496,421.79 382,566.83 es 0 
March .-625,006.81 472,920.76 The following table shows the amount 
April ..521,910.87 423,548.43 of the different grades of oil held by the 
May .-624,107.98 523,515.00 eastern pipe lines at the close of April 
~ ‘Tide Ww ater Pipe Co., Ltd., also de- and May, showing a" “— stocks of, the 
sured in May 178,530.83 barrels of Okla- above fields: "23 May, '23 
homa oil The total deliveries of all Pennsylvania 3, éa0, 244. 59 3, 472: 294. 50 
frades by the Tide Water were 457,065.05 Lima ............ 855,906.22 806,320.48 
arrels. Kentucky ....... 1,987.173.72 2,019,864.75 
Runs From Wells Mid-Continent 7,029,780.39 7,260,802.86 
1 AY following table will be found the co eee 234,470.53 256,349.47 
gular receipts from wells by various 
Pipe lines in New York, Pouneyivenia, West Total ..cccvrves 13,737,575.60 13,816,622.05 
tenes 
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Summary of Statements Made June 10, 1923, Relating to Business of Various Pipe Lines 
for Month Ending May 31, 1923 





































































How Do You Control 
Tank Levels? 


The Davis Fluid Level Controller will do it. The usual dou- 
ble-seated balanced valve which so constantly causes trouble 
through leakage has been replaced by the Davis Control 
Valve with a single seat. It remains abso- 
lutely tight when closed. Ask the G. M. 
Davis Regulator Co., 414 Milwaukee Ave., 
Chicago, to tell you of the savings it will 
make for you—send 
for a catalog. 







Davis Valves 


Pressure Regulators 

Balanced Valve 

Float Valve 

Fluid Control Valve 

Back Pressure 
Valves 

Exhaust Relief 
Valves 

Water Relief Valve 

Stop and eck 
Valves 

Strainer 

Bleeder Valves 

Steam Trap 

Pump Governors 

Emergency Stop 

alve 
Flow Regulator 
Non-Return Valve 





Fluid Level Con- 
troller 

Float Box 

Cushioned Check 
Valves 


Dowex VALVE 


STEAM SAVERS SINCE ant 


ECIALT 














































































Sistersville A.S.M. E. Code Boiler 





Also Locomotive Type Portable Boilers 


Oil, Gasoline and Chemical Storage 
Capacities 4,400 to 20,000 Gallons 
High and Low Pressure Accumulator 
Bolted 100 to 2,000 Barrels 


Electric Welded, 40 to 100 Barrels 


Steel Plate Construction. 











Prices and Catalog mailed upon appli 


Sistersville T; 
Office 





Gross Runs from Other Regular Other 
Nat ‘ ocks Wells Receipts Deliveries Deliveries 
gat. Transit ee 1,197,101.48 231,816.24  1,474,208.39 682,092.31  1,041,917.68 
E EE OS ARR oe 916,614.20 99,600.55 1,105, 212.32 294,066.16 959,687 86 
St Sea 1,935,131.95 430,704.50 879,176.80 162,650.44 1,197,924.60 
Buckeye P. L. Co 
Boe ecksburg) ..... 502,883.37 285,625.13 757.50 126,886.37 264,408.68 
39 P. L. Co. 
B (Lima, etc.) ..... 3,625,589.13 154,978.03 2,630,634.19 867,543.82 1,641,261.65 
litkeye PL. Co 
‘Clevelan. :« desis 34,172.06 Cs ere 1,530.40 ' 16,796.96 
Cu er ert 641,011.39 16,454.86 2,386,477.20 993,350.69 1,446,005.63 
mberla nd it a 633,078.77 331,517.81 164.99 118,548.21 211,499.87 
EE, Bao aoe 8h 2 ere 794,053.28 63,720.52 707,400.65 
Ss Bey ‘éiedienn SOR wonsepeces 161,494.37 Sane .. sesbee006 
N RS ic tela dad 1,833,067.24 17,670.09 857,387.06 SUG.BUSEE  cspecradec 
orthern i i a» ddd FEE ~~ nedveucene 1,105.074.85 131,743.93 1,139,036.24 
Tota! May ........ 12,986,782.78 1,689,568.44 11,394,640.95 4,376,304.16 8,624,939.22 
Total April -12,901,364.88 1,512,448.42 10,515,390.14 4,280,631.19 7.922,566.90 
Difference ....... ° 86,417.90 77,120.02 879,260.81 94,772.97 702,372.32 
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STEAM (high pressure and 
Superheat) and 


COMPRESSED AIR 


has a world wide reputation 
for economy, the result of its 
long life in service. 


It is not the first cost of a 
packing that makes for econ- 
omy, but the length of service 
it gives. 


“Palmetto” is made entirely of heat- 
resisting materials and carries its 
own lubricant. 


Braided, round and square, for rods, 
Twist, for small, valves 


Let us send you without charge work- 
ing samples to prove ‘“Palmetto’s” 
great economy. 


GREENE, TWEED & CO. 
Sole Manufacturers 
109 Duane St. New 


























40 Years Experience 
In Chain Manufacture 


JEFFREY 


SS124 AND SS40 CHAINS 


(Corresponding sizes, sometimes called 1030 and 1124) 
are especially made for the hard service this chain is 
required to perform in oil well drilling. 





Write for Bulletin No. 308-B and Quotations 





STOCKS ALWAYS AVAILABLE 








UT pus, Ohio 


a 





Thursday, 


DETAILED REPORT OF OPERATIONS 
IN EASTERN FIELDS IN MAY 


EASTERN FIELDS 


Summary of Completed Work 

Field— 
Allegany 
Bradford 
Middle Field 
Venango-Clarion 
Butler-Armstrong 
Southwest Penn. 
West Virginia 
Southeast Ohio 


Total 
Total 


May 
April 


Difference 
Rigs and 

Fielda— 
Allegany 
Bradford 
Middle Field 
Venango-Clarion 
Butler-Armstrong 
Southwest-Penn. 
West Virginia 
Southeast Ohio 


Total May .... 
Total April 


Wells Drilling 


Difference 


WELLS COMPLETED 
ALLEGANY FIELD 

L. W. Shanor et al 

Empire 

Forest Oil 

, Forest Oil 

Forest Oil 

Forest Oil 
Childs, U. G. Wilson Est. 
Fee, Eastman et ai 
Fee, J. M. Hughes et al 
Fee, J. P. Herrick 
Fee, F. C. Rickart et al 
Fee, Empire, Ltd., and Breckenridge... 
Fee, Jordan and City Nat’l Bk. of Wo... 
Fee, Empire, Ltd. et al 
Heseltine, Atwood & Stebbin 
Boyd & Slaught, Andover St. 
Coast et al, H. B. Rice et al 
Coast S. P. Oil, M. J. Crowley et al.... 
Coast South Penn Oil, M. J. Crowley... 
Coast S. P. Oil, M. J. Crowley 
Fee, J. H. Lester 
Fee, Putnam et al 
Fee, Forest Oil 
Camfield, Carter & Bradiey 
Johnson, Albert Oil 
Fee, E. G. Royce 
Fee, Albert Oil .... 
Fee, Empire 
Comfort, Richardson 
Allen, A. G. Maitland 


Wells completed 
Production 


BRADFORD FIELD 


Brown et al, Tolley Bros. 3 

Fee, Joseph Boucher 1.... 

France, Hunter Oil 3 

Fee, Mix Creek Oil 117 

Weston, Jr., Tr., Mayrock Oil 26 

Hoffman, Pollock & Bell 

Fee, Mix Creek Oil & Pollock 

Rounds & Lawrence, Soutn Penn Oil... 

Fee, Turner & Co 

Rounds, J. W. Kaufman 

Burns, E. Daly 

Burns, Bliss Oil 24 

Fee, M. 2 

Loop et al, Murphy & Pringle 12... 

Fee, Hungiville et al 25 

Fee, Park Estate et al 10 

Park Estate et al, A. L. Lilly 12 

Fee, Breese Oil 

Lowrie, D. T. Andrus et al lv 

Franchot, E. R. Maxwell et al 

Franchot, 

Franchot, 3 

Fee, W. M. Whitehead 

Franchot, F. M. Johnston & Son 

South Penn Oil, Bird & Ball 6 we 

Franchot, J, B. Walters et al 9......... 

Fee, G. W. 

Kinley Oil, 

Franchot, John Jackson, 

Franchot, Cline et al 19 

Fee, " 4 

Haven, Pringle & Korner 

Helenbeck et al, Wm. Jackson ct al.... 

Flickinger, C. 

Brown, Hungiville et al 

Quintuple Oil, Jane Zane estate 

Quintuple Oil, A. E. Booth 

Fee, Sabra George 

Fee, Grant & Mohan 61 

Bing, 70-71, Elder, Redfield et al 38. 

Bing., F. M. Johnston 

Bing., F. .M. Johnston 

Bing. 149, Rock Hill Oil 

Bing. 152, McLean & Co 

Bing. 179, Hazelwood & Kennedy 

Fee, Wim. O. Kennedy & Co. 89 

Kennedy & Clarke, South Penn Oil 108. 

Bing. 136, Kennedy Co. No. 4, 37 

Bing. 516, South Penn Oil 76 

Bing. 380, Wilson & Fitzgibbon 

Bing. 380, Wilson & Fitzgibbon 

Bing. 398, South Penn Oil 

Morse estate, Howard & McCandless... 

Bing. J 

Bing. 

Bing. 

Bing. » C, 

Bing. 439, South Penn Oil 61 

Bing. 441, Hazelwood Oil 
Penn Oil 71 P 

Bing. 533, South Penn Oi "65 

Bing. 570, South Penn Oil 77 

Gray, 

Duke, 

Duke, 

Shepard, South Penn Oil 

Porter, Forest Oli 


Grow & Potter 6 
Jr., 


and South 


Gridiron oil 
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Forest Oil. 
Forest 


Porter, 
Baldwin, 


Bingham, Jeutter-. Bros. & Co.. 

Sill, 

Whipple, South Penn Oil. 

Garlock, Denwood Oil 
Chamberlain, Whitehead & Carson. 
Lovell, Ostrander et al 


Campbell, Geo. F. Devlin. 
Corwin, J. E. Gallagher 

Totten, E. A. Williams 
Roggenbaum, J. Roggenbaum.... 
Nolan, 
Lafferty, 
Lincoln, Lincoln Bst........ 
Lincoln, Lincoln Est 

Lawton, Gallup Elder et al 
Wright, E. H. & R. Culbertson.... 
Bingham, H, E. Camp Est....... 
Wright, Glenn McCool et al.... 
Bingham, D. T. & M. Andrus. 


Wells completed 
Production.... 


McGee, 
McGee, 
McGee, 
McGee, 
McGee, 
McGee, 
eicGee, 


. EB. Hertzel 22.... 
E. Hertzel 23 
E. Hertzel 
E. Hertzel 


Siggins, C. E. Carnahan 19 

Siggins & Helm, C. E. Carnahan 13.... 
Siggins & Helm, C. E. Carnahan 14 
Hunter, Clinger Oi! & Gas 30... : 
Hunter, Clinger Oil & Gas 36 

Hunter, Clinger Oil & Gas 26. 
Eisenbrown, Clinger Oil & Gas 9 
Hoffman, F. C. 

Hoffman, F. C. Propen 8 

Berry, Berry & Co. 4 

Wilson, Norton & Co. 

Merkle, Brockelhurst & “Co. 39. 
Halling, Sloan & Zook Co. 1. 

Lot 2837, Keenan et al.... 
Lot 436, Perry Oil 13 
Seaman, Moll et al 

West Hickory Bridge Co., 
Bingham, Stewart & Co. 4 
Bingham, Stewart & Co. 5 
Cram, Mead & Hood 6 
Cram, Mead: & Hood 6.... 


Reed & Co. 


Wells completed 
Production : 


BUTLER ARMSTRONG 
Campbell, Proper et al 3 
Campbell, Rankin, Campbell et al 4.... 
Bryan, E. E. Campbell et al 1 
Horner, J. S. Walker 5 
Robinson, Robinson & Purvis 
Furnace, Chas. Vogt 
Henninger, Henninger & Co. 1. 
Blakley, Pittsburgh parties 1.... 
Eberhart, Pittsburgh parties 1.... 
Lemon, Smith & Co. 1 
Frishkorn, Watson & Co. 1 
Kennedy, Gallagher et al 1 
Pyle, Moon Wilson et al 3 
Rader, Wm. Rader et al 1 
Brown, Burns et al 
Irwin, R. S. 

Leise, Steen & Co. 

Neel, Dufford & Vensel 2 

Hays, Larkin & Jones 3 
Martin, H. R. Edeburn 2 

Hunter, Frank Harbison & Co. 1 
Kamerer, McCollough & Co. 1 
Hulings, East Brady Gas & Fuel 6 
Hanna Tract, Bream Oil 4 
McCollough, Jas. McCollough & Co. 1.. 
Weiland, C. J. Geibel 

Ducan, Duncan, Meeder et al 


Wells completed 
Production 


Rush, Forest Oil 7 

Venango O. & L., Ven. Oil & Land 206. 
Venango O. & L., Ven. ae & Land 207. 
Dundas, O’Bail and Gra 2 

Oil City Land, Rouseville ‘priliing 16. 
Milton, S. G. Milton 69 
Brummigan, A. V". Bronson 31 
Linn, F. 8. Linn 9 

Hoffman, C. C. & M. R. Hoffman 1¢... 
Walters, Walter Midberry & Co. 20.. 
Surrena, Hoffman & Co. 10 

Porter heirs, J. 8. Porter 41 
Hoffman, Hawki1s & Monjar 26 
Beringer, G. W. Beringer Estate 69. 
Simcox, H. L. Diwoody et al 10. 
McElree, T. J. McElree 45 

Ford; William Reagle 1 

Hovis, R. G. Hancox et al 2 
O'Beighle, Craig, Hoffman et al 14. 
Porter, Craig, Irwin & Hoffman 25 
Atwell, L. L. & W. J. Hutchison 14 
Mark, Rupert et al 1 

Cowan, Oil City Trust Ceo. 6 

Seely, Rice, Thompson et al 1 
Stuley, Margaret & W. H. Dodds 27.. 
Stevenson, Midland Oil Corp. 19 
Stevenson, Midland Oil Corp. 20 
Brevort, J. B. & J. D. Berry 46 
Brevort, J. B. & J. D. Berry 47 
Stevenson, Earp, Kelly & Selden 12 
Burns, J. C. Kilgore 41 

Kaverline, Joe Kaverline 18. 

Perret, W. F. Moyar et al é:. 
Tract 82, Brundred Oil Corp. fe 
Smithman, J. B. Smithman 165 
Smithman, J. B. Smithman 7 
Tract 73, S. Y. Ramage 10.. 


(Continued on Pest 138) 
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Liquid Separation 
by Centrifugence 
in the Oil Industry 


When oil comes from the well mixed 
with water, settling often does not remove 
sufficient water for the oil to be accepted 
by pipe lines, thus necessitating chemi- 
cal or other treatment, says A. F. Mes- 
ton, of New York, in’ a paper on Mining 
and Metallurgy. Centrifugating alone, or 
subsequent to chemical treatment, effec- 
tively prepares such oil for pipe lines. 
Oil from storage tanks is cleaned in much 
the same way as cut oil. The oil is 
heated, sometimes given a _ preliminary 
chemical treatment, and passed through 
the centrifuge. Heavy oils are harder 
to run than light oils and higher temper- 
atures are required. The amount of con- 
tamination and the extent to which they 
are emulsified largely determine the rate 
at which they can be cleaned. 

Today’s Crudes 

When refineries were supplied with 
high-grade Pennsylvania crude, they had 
no great difficulty in turning out high- 
grade products. Today the refineries are 
handling many different crudes, so chem- 
ical and special treatments are required 
if the finished products are to meet the 
exacting specifications. Centrifugal ma- 
chines are well adapted to processes re- 
quiring careful control and are being used 
extensively in experimental work and 
when special products are made. ‘ests 
have shown that much is to be gained 
by complete dehydration of some crudes 
previous to their stilling. One refiner 
finds it advisable to put all his trans- 
former oil through centrifugal dehydra- 
tors previous to shipping. 

Centrifugal machines furnish the most 
effective means for economically produc- 
ing low-pour bright stock. This is the 
product obtained by filtering cylinder 
stock and then removing the amorphous 
waxes (petrolatum.) It has been the 
practice to remove the petrolatuin by 
cold (gravity) settling, but centrifugal 
machines are now being used because of 
the more complete separation that can 
be obtained. 

Centrifugal machines are also used for 
cleaning fuel and lubricating oils and 
dehydrating transformer oils. 


Time a Factor 

The effectiveness with which a cen- 
trifugal machine removes suspended par- 
ticles from liquids depends on the mag- 
nitude of the centrifugal force it exerts, 
the length of time the force acts upon 
the particles, and on the distance the 
particles must move through the liquid 
before separation is accomplished. Al- 
most as important as the removal of the 
particles is to prevent them from re- 
entering the purified liquid. Eddy cur- 
rents muust not occur and the incoming 
unprocessed liquid must not come in con- 
tact with the outgoing purified liquid. 

The centrifugal machines used for de 
hydrating and purifying oils are intended 
for processes requiring more or less con- 
tinuous operation. They will contin- 
g@iously sludge out most of the impurities 
that oils conta, but where sand and 
like substances are met, some of the 
heavy material is retained in the bowls of 
the machines and periodical cleaning is 
required. 








REGULATIONS ON PUBLIC LANDS 





Operating regulations to govern the 
production of oil and gas on the legsed 
public lands of the ‘United States, as 
amended March 3, 1923, have been issued 
by the Department of the Interior and 
may be obtained from the Bureau of 
Mines, Washington, D. C. 





SINCLAIR INTO TEXAS 





The Sinclair Pipe Line Co. has been 
given a permit to operate in Texas by 
the Secretary of State. Headquarters 
will be at Forth Worth. It is a Maine 
corporation, capitalized -at $28,500,000. 


“GOODYEAR MEANS GOOD WEAR 


Copyright 1923, by The Goodyear Tire & Rubber Co., Inc, 








You will find your pumping and drilling are done 
more efficiently and economically when you equip 


with Goodyear Belts. 


These belts are built to 


give powerjul and trouble-free service under 
the most exacting conditions of oilfield duty. 





Other Goodyear Me- 
chanical Goods for this 
industry include pack- 
ing, stuffing box rings 
and slush pump valves 
for oilfield service, and 
packing, hose and valves 
for refinery service—all 
of the highest quality 
and correct design. 


For the rotary system ot 
drilling,Goodyear makes 
slush pump valve sleeves, 
swab rubbers, and the 
famous Goodyear Rotary 
Hose. For further infor- 
mation about any of 
them, write Goodyear, 
Akron, Ohio, or Los 
Angeles, California. 
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Oil Field Service 


HIS service consists of drilling and equipping 
Righting bad holes and fish- 
ing for operators and drilling contractors. Develop- 
ing and managing oil and gas properties. 
mining proper casing points and weights of casing 
Removing water from flooded wells. Ren- 


wells and leases. 


to use. 
ovating old wells. 


Practical and confidential scouting. Geological and 
engineering reports. Surveying and mapping. Sur- 
face and sub-surface contouring. Appraising oil 
Estimating the present 
worth and future prospects of stock, bond and note 


and kindred properties. 


issues of oil and kindred companies. 


Supplying commercial leases, also acreage for drill- 
ing, located on carefully selected structures in the 
proven, semi-proven and wildcat fields of Ken- 


tucky, Oklahoma and Texas. 


T. S. McGRATH 


Kenyon Bidg., Louisville, Kentucky 


Deter- 


lil 
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Steam 
Boilers 


Farrar 


& Trefts 


Standard of the oil country since the birth of the industry. 


In changing construction to keep step with changing conditions WE LEAD 
—OTHERS FOLLOW. 

Our reference to the prospective buyer—a FARRAR & TREFTS boiler in 
action in the field—Low fuel consumption, high pressure, no leaks; and a 
smiling driller and tool dresser. 

We make them in any style or size to meet oil country requirements and in 
strict compliance with the laws of the States where sold. 


D. F. CONNOLLY AGENCY, Inc. 
623-24 Kennedy Bldg., TULSA, OKLA. 
MACWHYTE WIRE LINES BULL ROPES BELTING 
Phone Osage 1929 Night Phone Cedar 2798 
Representatives: Los Angeles, Calif., Hillman-Cooney, Inc., 408-9 Higgins Bldg.; 
Casper, Wyo., Northwestern Supply Co.; Okemah, Okla., Colonial Supply Co.; 
Gheovepes’, La., Oil City Iron Works, 204 Strand St.; El Dorado and Smackover, 


Ark., 8. Bender Iron & Supply Co.; Longhart Supply Co., 608 First National Bank 
Bidg., Fort Werth, Tex. 
























































Fulton Pressure Regulator 
A Safeguard for Gas Lines 


The Fulton Back or Check Pressure Regulator is a safeguard against 
gas pressures raising above or falling below a pre-determined point, 
insuring safety and an adequate service. Serves to maintain a given 
pressure at gas wells. 


When the pressure desired in a section of the gas line has been de- 
termined and the regulator set, the device operates automatically. 


The pressure at which the regulator is desired to operate can be 
varied as may be desired. 


All Back Pressure Regulators are provided with a lever, balanced on 
a knife-edged fulcrum and supports the valve with a toggle connection 
which reduces friction and insures quick response to the slightest 
change of pressure. 


Write for descriptive folder, giv- 
ing full information and prices. 


Chaplin-Fulton Manufacturing Company 
28-36 Penn Ave. Pittsburgh, Pa. 














British Standards 
in Specifications 
for Motor Gasoline 


The British Engineering Standards 
Association has issued a standard speci- 
fication for motor and aviation spirit 
prepared as a result of the representations 
of the Automobile Association and Motor 
Union regarding the need for a standard 
of this nature. Owing to the multiplicity 
of factors, it has not been found possible 
to define the different qualities of motor 
spirit commonly known as Grade 1 and 
Grade 3, and therefore the use of this 
specification should protect against gross 
adulteration. The methods of test pre- 
scribed are those recommended by the In- 
stitution of Petroleum Technologists. In 
view of possible further developments re- 
garding the sources of supply of motor 
fuel and also the possibility of informa- 
tion becoming available which would 
make it possible to define the spirit in a 
more detailed way, it has been decided 
to review the specification in six months’ 
time. Copies may be obtained from the 
B. E. S. A., 28 Victoria St., S. W. 1, 
price 1s. 2d. post free. 

The definitions for the purposes of the 
specifications follow: (1) Motor spirit 
shall denote a liquid fulfilling the require- 
ments of Specification A. (2) Aviation 
spirit shall denote a liquid fulfilling the 
requirements of Specification B or C. 
Two grades of aviation spirit are recog- 
nized: Aviation 720, Aviation 760. 

Specification A, motor spirit, stipulates 
that: The liquid shall consist of hydro- 
earbons and be free from visible impuri- 
ties. The range of distillation shall con- 
form to the following limits of tempera- 
ture. When the liquid is distilled ac- 
cording to the standard method, the first 
drop temperature indicated by the ther- 
mometer shall not exceed 55 degrees C. 
When 20 per cent by volume of the dis- 
tillate has been collected, the tempera- 
ture indicated by the thermometer shall 
not exceed 105 degrees ©. The whole of 
the liquid shall have distilled when the 
temperature indicated by the thermome- 
ter is 225 degrees C. The motor spirit 
shall be free from mineral acid. 

The details of Specification B, aviation 
spirit, grade 720, and C, aviation spirit, 
grade 760, are similar in many respects, 
the differences being denoted by the re- 
spective lettering. Appearance: The 
aviation spirit shall be clear, water-white 
and free from all visible impurities. It 
shall contain not more than traces of 
olefine hydrocarbons (cracked spirit.) 
Specific gravity: The specific gravity at 
15 degrees C. shall be not less than B, 
0.720, C, 0.760, and not more than B, 
0,740, C, 0.790. Distillation: When 100 
ce. are distilled in the standard dist:'la- 
tion apparatus at a rate of two drops 
per second, there shall distil at 760 nim. 
pressure: Below 75 degrees C., nol iess 
than 10 cc.; below 100 degrees., not less 
than B, 60 ec., C, 50 cc.; below B, 140 
C., C, 150, not less than B, 95 cc., C, 
$0 cc. Residue on evaporation: When 
50 cc. are heated on a bath of boiling 
water for ene hour the residue shall not 
exceed 0.01 per cent by weight and shall 
be of an oily nature. Aromatic hydro- 
carbons: The total content of aromatic 
hydrocarbons shall be not less than B, 
12 per cent, C, 35 per cent, and not more 
than 20 per cent by volume. Toluene 
equivalent of the aromatics: The, toluene 
equivalent of the aromatic hydrocarbons 
shall be not less than B, 10 per cent, C, 
22 per cent, by volume. Acidity: The 
aviation spirit shall be free from mineral 
acid. Sulphur content: The sulphur con- 
tent shall not exceed 0.05 per cent by 
weight. 

In thd case of Specification C, two ex- 
tra clauses are inserted. Critical solu- 
tion temperature: The critical solution 
temperature in aniline of the residue re- 
maining after the removal of the aro- 
matics shall not exceed 55 degrees C., or, 
in the event of its exceeding 55 degrees 
C., the minimum content of aromatics 
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AKA 


Patented Spring 
Stutfing Box 


a2 


Spring Keeps 


Packing Tight 


Heavy pressure is contin- 
ually exerted against the 
packing by the strong, oil 
tempered spring found 
only on NOR-BRO 
Spring Stuffing Boxes. 


The packing is always 
tight—oil cannot escape. 


Tension of this spring is 
regulated by two conven- 
ient bolts. The bowl is 
deep and accommodates 
plenty of packing. The 
spring and bottom bush- 
ing are easily accessible 
by loosening nuts and 
swinging bolts out. Pack- 
ing can be quickly 
changed. 


The body is smooth ma- 
chine bored throughout. 
Made of malleable iron, 
NOR-BRO Spring Stu- 
ing Boxes are absolutely 
guaranteed against break- 
age Rods pull through 
without removing box. 


Take advantage of this 
superior article backed by 
a guarantee. Insist on 
NOR-BRO’S at your sup- 
ply house or write -direct 
to us. 

Manufactured Only by 


Norris Bros., Inc. 


Manufacturers of Oil Well 
Pumping Equipment 


Robinson, III. 


NORRIS 
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Cummins 
Working Barrels 














| “ DUPLEX” 
Wt for Sand and other 
#2? STUBBORN Conditions 











“ SIMPLEX ” 
for NORMAL Wells 


“ NICHROME ” 


Steel Balls and Seats for 
ANY Condition 


All Sold on a Money Back 
Guarantee of 
Super-Superiority and 
Solid Satisfaction 





Will You Spend a 
Dollar to Save Two? 






















aes 

af | Order Now! 
| Dealers Everywhere 
+ 4 or Direct from 

war) Cummins 


ax Working Barrel 
m4 Company, Inc. 


Syracuse, N. Y. 










KONSET 


Whether the job is cementing 


casing, a concrete foundation or 
a concrete building, it will pay 
you to use KONSET with the 
cement, for the simple reason 
that it hastens the set and 
makes a more durable piece of 
workmanship. The largest oil 
companies in this country use 
KONSET on every job where- 
im cement is used as a mate- 
rial. 


tae SULLIVAN co. 


MEMPHIS, 
TENN. 


given in Clause 18 shall be increased by 
1 per cent per 1 degree C. in excess of 
55 degrees C. Thus, if the critical solu- 
tion temperature after sulphonation be 
61 degrees C., then the minimum con- 
tent of total aromatics must be increased 
from 35 per cent to 35 plus (61 minus 55) 
equals 41 per cent. Freezing point: The 
freezing point of the aviation spirit shall 
be below 60 degrees C. 

Three appendices deal _ respectively 
with: I., Nonapplicability of certain 
clauses when motor spirit consists main- 
ly of benzol or toluol. II., Method of 
determination of total aromatic hydro- 
earbons. III., Method- of determination 
of toluene equivalent of the aromatics. 


FILLED WITH HORROR 
OVER KERBSIDE PUMPS 


The “Kerbside Petrol Filling Stations” 
continue to agitate the local authorities 
in England. At Reigate rural council M. 
J. Horton Newton told the officials he 
had noticed “to his horror” that a petrol 
filling station was to be built on the cor- 
ner opposite. “At present this crossing 
is one of the most dangerous and I never 
pass it without a shudder.” The Rev. C. 
B. de Jersey said it was “‘a nasty place.” 

At Wilts County Council Lord Round- 
way personally “thought these erections 
very undesirable, entirely unnecessary 
and possibly dangerous. In years to come, 
who was to look after these tanks by the 
roadside? They might become insecure 
and give way and some unfortunate 
passer by might fall in and have a very 
unpleasant bath of petrol.” 

Col. W. F. Fuller thought the pumps 
might be of very great benefit to motor- 
ists. The lamp was an additional town 
light. He understood a gallon measure 
was obtained from these pumps and they 
could not be sure of getting a gallon in 
a square can. The country was not a 
stagnation county but progressive. They 
wanted all the money they could get to 
save the taxpayers and permits for pumps 
might mean some hundreds of pounds. 

Mr. Withy protested it was not right 
to do wrong to get money. “The highway 
was for the King’s subjects to pass with- 
out obstruction. Where were they going 
to stop? They begun with petrol pumps 
for the convenience of motorists to make 
it easy for the dealers to sell, but they 
were also used for advertisement pur- 
poses. Were they going to allow lawyers 
to put up signs on the highway: ‘Try 
Smith’s law. Always on tap?” 

Mr. R. Stratton frequently hit his head 
against sun blinds when passing through 
the streets now and he wanted no more 
obstructions. Mir. G. Hancock denounced 
the pumps as an “abomination.” 

Mr. H. E. Pike observed that refusing 
to allow pumps was checking trade and 
“trade in this country tad enough at pres- 
ent.” Councillor Baylor said one pump 
was enough, if any more were erected 
it ought to be on the other side of town. 











LASKER FAVORS DIESEL ENGINES 





A. D. Lasker, retiring chairman of the 
United States Shipping Board, has out- 
lined, in a letter to President Harding, 
a future policy for American merchant 
marine. In course of his letter he said: 
“An intensive study based upon practi- 
cal tests of the cost of physical opera- 
tion of the highest type of oil burning 
ships with similar ships propelled by 
Diesel engines has demonstrated an ad- 
vantage of roughly 25 per cent in favor 
of the latter. It is my recommendation 
that from steamships which I have char- 
acterized as a reserve a given number 
be refitted with Diesel engines, and that 
these vessels be placed in commission in 
service of the 18 operating companies 
recommended to be established under the 
Emergency Fleet Corp. If estimates of 
economies which may be effected through 
the conversion of these vessels are real- 
ized, the resultant saving will more than 
compensate for the disadvantage in physi- 
cal operating costs under which our ships 
now labor.” 
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This Booklet contains all the 
1922 financial statements of 
the Standard Oil Companies, 
description of properties, earn- 
ings, dividend rates and other 
important information relative 
to each of these companies. 

Copies will be mailed upon re- 


quest for Booklet S-23. 


Carl H. Pforzheimer & Co. 


(Dealers in Standard Oil Securities) 


25 Broad St. 


New York 














Tokheim Trirune 
Rotary Piston Pumps 


Positive Action 





Accurate amounts transferred for compounding and blending, 
loading tank cars and tank wagons, and filling barrels. 


Predetermined automatic stop and totalizer. 


Bulletin “O.” 


Write for 


THE TOKHEIM COMPANY, Cedar Rapids, lowa 
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Out-of-the-Ordinary Service 


“Our car was placed on our siding during the 
night,” wrote a prominent consumer recently, “and 
we are unloading same this morning. 
now to thank you for this service and to assure 
you that we are well-satisfied. 
further that due to the way you traced this car, 
and price being equal, you will enjoy our future 


We 


It is because of such servce as this—service toward 
both buyer and seller that is just a bit better than 
the other fellow’s—that our business has grown so 
It explains why we started with three 
desks last May and occupy 11 of them now. 


SPENCER PETROLEUM CO. 


KANSAS CITY 
700 Orear-Leslie 
Harrison 618 
Long Distance 65 


We 


assure you 


wish 








Bldg. 
81 
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3,000 bbls. per hour. 


Terminal Property 


For Sale or Lease 


Located on the Gulf of Mexico (built in 1920), including three 
55,000-bbl. steel storage tanks, connected to loading wharf 
by two 16-inch pipe lines with complete boiler and pump 
equipment, capable of loading and unloading at the rate of 
This plant is also equipped with 60-car 
loading rack, capable of handling 150 tank cars per day, lo- 
cated on the lines of large southern railroad; suitable for in- 
bound or outbound terminal, or bunkering station. 


Refinery Property 


For Sale or Lease 


Located in Texas, within 6 miles of producing field from which 
pipe line runs to refinery, connected by 4-inch pipe line to 
river at point navigable for deep draught vessels. 
for small topping plant or complete lubricating plant. 


We are concentrating operations on our Mexican properties 
and will therefore entertain reasonable offers for sale or lease 
of these properties. 


For complete information, write or wire “C. L. C. 
The Oil and Gas Journal, 30 Church St., New York City. 


Adaptable 


” 


care of 
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EFFECT ON EAST 
OF CALIFORNIA CRUDE 


(Continued from Page 22) 

nomic fact that refiners have to pile up 
stocks of gasoline during the winter and 
early spring months to meet the summer 
demand, the increase this year has been 
away out of proportion to the increase 
in the same period last year. From Feb- 
ruary 1 to May 1, 1923, stocks at At- 
lantic Coast refineries increased 69,000,- 
000 gallons. The increase during the 
same period last year was 22,000,000 gal- 
lons. Other divisions show a similar sit- 
uation. 

The statistics for California are, of 
course, of most interest, as that is the 
present center of over production. Stocks 
of gasoline there on May 1 were 187,- 
000,000 gallons, an increase of 71,000,- 
000 gallons, or 107 per cent over May 
1, 1922. The present output of gasoline 
in California refineries is practically 
double the rate of output last year at 
this time. 

In view of the large surplus ef gaso- 
line on the Pacific Coast, combined with 
the large output, California oil interests 
are making every effort to extend the 
markets for their product. At present 
some of the surplus over domestic needs 
is going to the Gulf and Atlantic Coasts 
of the United States, to Mexico, to Eu- 
rope and to the Orient. On top of this, 
refiners in the eastern part of the United 
States and Canada, in Mexico and else- 
where, are taking quick advantage of the 
surplus of cheap California crude, as at- 
tested by the heavy movement of this 
crude through the Panama Canal. 

Big Over Supply in Southwest 

It is natural, even though unfortunate 
from the point of view of Mid-Continent 
refiners, that surplus gasoline should pile 
up in that district at a faster rate than 
elsewhere. Most of this gasoline will 
probably find an outlet before the summer 
in the Middle West—what cannot be 
used locally but for the time being the 
eastern market is practically cut off, at 
least on the basis of present prices quoted 
by Mid-Continent refiners, even though 
these prices are said to be almost ruinous. 

The Standard Oil Co. of Indiana, the 
largest marketer of gasoline in the Mid- 
dle West, which takes a large proportion 
of the excess gasoline from Mid-Conti- 
nent refiners, has another big supply at 
its disposal this year in the Rocky Moun- 
tain district., Stocks of gasoline there 
on May 1 amounted to 155,000,000 gal- 
lons, being larger than those on hand in 
California. This represents a gain of 
41,000,000 gallons over the available sur- 
plus last year with which to begin the 
season. Allowing for a big increase in 
consum}'tion in the Middle West this year 
there seems to be more than enough gas- 
oline on hand to supply this market, with 
some to spare. 

It appears evident there will be no 
shortage of gasoline this year. What the 
situation will be next year, or two years 
hence, is another matter. The petroleum 
industry has enough to think about with 
this year’s situation in its present state, 
and. with this season already started it 
is not difficult to forecast what is likely 
to happen. All indications at present 
point to lower prices for gasoline, fuel 
oil and crude oil, if not for other prod- 
ucts. Only an extremely large cut in 
production or gain in consumption could 
change the situation. 








ARGENTINE OIL FUND SOUGHT 

President De Alvear has asked the Ar- 
gentine Congress for authorization to 
invest 20,000,000 pesos in the develop- 
ment of oil wells. 








ECHO OF OIL IN THE WAR 

The question how to compensate own- 
ers of Rumanian oil fields destroyed by 
the Allies to prevent them from falling 
into the hands ef the Germans is to be 
tackled immediately by French and Brit- 
ish delegates. 


Thursday, 





From End 
To End— 


THERE IS 
UNIFORM 
QUALITY 












ACCURATE 
TO SIZE 


UNIFORM 
HARDNESS 


UNIFORM 
TOUGHNESS 


CF 0 I 


HOUGH 
SEAMLESS 
STEEL 
WORKING 
BARRELS 
ARE 


STRONG 
DURABLE 


Mrop>PoZazm uno 


Ask Your Dealer 


THE CHARLES N. HOUGH 
MANUFACTURING CO. 
“Where the Reliable Oil Well Supplies 
Come from” 

Franklin, Penna. 
PUMPING EQUIPMENT 











Quimby Screw Pumps 


For oil, hot, cold, thin or thick at 
or low pressure, 2 to 4,000 G. P. 
High efficiency. Great as = 
less, pul i 

‘or motor or turbine, Built since 189%. 














WILLIAM E. QUIMBY, Ine. 


Newark, N. J. | 














F, W. LACY 


Valuations of oil properties and leases 
in North Louisiana and South Arkass 
sas. Also geological reports, maps 8m 
logs, general information and advice 
concerning this territory. 


221 Sinclair Bldg. Shreveport, La. 
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DAVIS & CLARKSON 
PETROLEUM GEOLOGISTS 


Explorations and surveys. Topograph- 
ical and structural mapping- 


P. O. Box 1861, Casper, WY® 
315 S. Bellaire, Kansas City, Mo. 
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AKER 
CASING SHOE CO. 


Box 264 -a Huntington Park Sta. 
LOS ANGELES, CALIF., an 
Box 239 -a, COALINGA, CALIF. 


MANUFACTURERS AND DEALERS 


Oil Well Specialties 
for Advanced Methods 
Practical and Dependable 


BAKER 


Anchor Wall Packers 
Baker Casing Shoes 
Bridge Builders 
Cement Retainers 
Cement Plugs 
Clean-Out Bailers 
Dump Bailers 

Die Nipples | Water 

Die Collars | Tight 

Gas Traps 

Hinged Spiders 
Heaving Plugs 

Pitman Ends 

Plain Casing Shoes 
Regular Hook Wall Packers 
Release Hook Wall Packers 
Rotary Bits Baker Type 
Rotary Hole Guides 
Rotary Shoes 

Rotary Tool Joints 
Rotary Wall Hooks 
Split Shoe Guides 





All Supply Houses 
or Direct 
Te 
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Cold Pins Benders | 


Standard of 
the world 
HAND AND 
MOTOR 


14 sizes of 
Machines. 
What it costs 
to bend pipe 
our way per 

bend: 

” pipe, 25 cents. 

3. ” pipe, 60 cents. 

yipe, $1.00. 

Send for Catalog One Year to Pay 

American Pipe Bending Machine Co. 
25 Pearl St., Boston, Mass 
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The Oil Man’e Standard in 


NGINEERING 
NSTRUMENTS 


—— Since } 
W.& LE. Genser ‘Thos NY. 
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MAPS 


OIL—ROAD—COMMERCIAL AND 
ADVERTISING MAPS 


BLUE PRINTING 


GALLUPMAP &SUPPLYCO. 
KANSAS CITY, MO 











WANTED 
Second-Hand Pipe 
Scrap 
C. DAVIS & CO. 


Box 613 Pittsburgh, Pa. 
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THE OIL AND 


PENNSYLVANIA TEST 
TO GO DOWN 4,700 FEET 


OIL CITY, Pa., June 16.—The most 
interesting test now being drilled in 
northwestern Pennsylvania is that of the 
United Natural Gas Co. on the James 
Naylor farm in Vernon Township, Craw- 
ford County. It will be sent to the 
White Medina sand, which is the gas 
producing strata to the north of this area. 
It is expected that this sand will be 
reached at about 4,700 feet. Nothing in 
this area has ever been drilled to the 
White Medina and as the flint encoun- 
tered in this well furnished an absolutely 
tight cap, the theory is that any gas 
which might have ever been in any of 
the formations below the flint would still 
be there. The work on this well was 
started last fall, but it was shut down 
throughout the winter months. 

The well is now at about 3,500 feet. It 
has 65,-inch casing down to 3,078 feet. 
One of the features of its operation thus 
far has been that it penetrated a solid 
area of rock salt which was 60 feet thick. 

The log of the well thus far follows: 


Depth Formation 

0 to 78 sand and gravel 

78 to 80 slate 

80 to 340 shale 
340 to 348 salt water and show of oil 
348 to 575 small show gas in hard shell 
575 to 1,985 shales 





1,985 to 2,010 extremely muddy 

2,010 to 2,650 shales 

2,650 to 2,695 first flint 

2,695 to 2.809 brown shale 

2,809 to 3,020 flint 

3,020 to 3,040 salt water 

3,040 to 3,312 hard lime 

3, 312 to 3,372 salt 

3,372 to 3,420 lime. &. 9. 


GOVERNMENT POSITIONS 





The United States Civil Service Com- 
mission announces the following open 
_competitive examination: Valuation en- 
gineer, $3,600 to $4,800 a year, and as- 
sociate valuation enginesr, $3,000 to 
$3,600 a year. Applications will be rated 
as received until August 31.. The exami- 
nation is to fill vacancies in the technical 
staff of the Income Tax Unit of the 
Bureau of Internal Revenue, Treasury 
Department, and in positions requiring 
similar qualifications. The duties of 
these positions involve the estimation of 
the quantity of oil and gas, coal or tim- 
ber, in place; the theoretical and market 
values of oil and gas, coal or timber in 
place, and their products; the value of 
equipment ordinarily used in the discov- 
ery, exploitation and utilization of such 
natural resources; and the cost of devel- 
opment, exploitation and utilization of 
such natural resources. In addition, a 
general knowledge of. the processes and 
conduct of the industry will be required. 
Competitors will not be yvequired to re- 
port for examination at any place, but 
will be rated on their education, train- 
ing and experience. 





CALIFORNIA OUTPUT 60 PER CENT 





The Standard Oil Co. of California is 
now producing less than 60 per cent of 
the capacity of its wells, according to the 
company’s statement contained in a let- 
ter to oil producers with whom it is under 
contract to purchase oil. The statement 
in part follows: 

“The Standard Oil Co., by shutting in 
its own fee production and through agree- 
ment with lessors of property it is oper- 
ating, is producing less than 60 per cent 
of the capacity of its wells. This action 
was taken for the sole purpose of plac- 
ing this company in a position to fulfill 
its contractural obligations to producers, 
which obligations require it to receive up 
to a specified amount of oil in each case.” 





WELL IN ECUADOR 





A newly drilled oil well in Ecuador 
producing 250 bbls. a day is reported in 
a cable to the Department of Commerce 
from Consul General F. W. Goding, 
Guyaquil. The monthly production of 
drilled wells in this country stands at 
the present time around 15,000 bbls. 
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P&H 206 Gasoline Shovel owned by Imperial Oil & Gypsum Co. 


Ready for Work at the Turn of the Crank 


Like a motor truck, P. & H. Gasoline Shovels are ready for work at 
a moment’s notice. One man controls all motions and maneuvers it any- 
where on its Corduroy Traction. 

A long-lived, economia] shovel with powerful crowding motion and high 
daily capacity. 

P. & H. Gasoline Draglines, Cranes and Shovels are used by Standard 
Oil, General Petroleum, Imperial Oil, and for general excavation and ma- 
terial handling in all parts of the world. Bulletin 58-X shows scores of 
operating views—let us mail you a copy. 


Excavating Machinery Division 
PAWLING & HARNISCHFEGER CO. 
Established in 1884 


3849 National Ave., Milwaukee, Wis. 
Offices and Agents in Principal Cities 
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$500,000 Wrecking Sale! 


Big Bargains in Used Equipment 


for 
Oil Fields and Manufacturers 


We have just purchased the complete plants of the Western 
Potash Company and the American Potash Company at An- 
tioch, Nebr., (near Alliance, Nebr.) and are now dismantling 
and selling all equipment, building material, pipe line, etc. 
Keen buyers cannot overlook this opportunity of making ex- 
cellent purchases at tremendous price reductions. 


Much of this equipment has seen only a few months service. 
Act quickly! SEND FOR COMPLETE CATALOG TODAY. 


Some of the principal items are: 


2 200-K. W. D. C. generator sets 
100 tons C. I. pipe, 4-in. and 6-in. 
500 tons bl. and galv. pipe (to 24-in.) 
400 tons structural steel 

50 tons checkered floor plates 


3 steel buildings 

2,300-h. p. W. T. boilers 
900-h. p. H. R. T. boilers 

3 100,000-gal. tanks 

100 tanks (up to 40,000-gal.) 


20 Triplex pumps (6x8-in., 8x8-in.) 450 h. p. D. C. motors 
20 oil engines (5-30 h. p.) Commissary equipment 
150 tons 75-pound rail Bunkhouse equipment 
10,000 square feet steel sash Rotary dryers 

100,000 pressed brick 2 6x75-feet steel stacks 
80 Cent. pumps 2-in. to 12-in. Office equipment 


Air compressors 

Overhead travelling cranes 

Telephone wire and cable 

2 Sirocco No. 10 fans 

1 25,000-gal. tower tank 

50 tons valves and fittings (2 to 
24-in.) 

Write or wire for complete catalog No. OG5A, sent on application, or send 


inquiries covering your requirements to us at any of the addresses given 
below. 


atte FRANK HARRIS SONS CO., Inc. s,s 


8 boiler feed pumps 
500,000 F. B. M. lumber 
150,000 F. B. M. timbers 


200,000 fire brick 
200,000 feet 8-in. 
Jeffery coal handling equipment 


wood pipe 
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Uniform, 


in gauge and 
thread, Wheeling Pipe meets 
every requirement and is in use 
today all the way from field to 
filling station. 





DEPENDABLE PIPE 


Rotary Pipe 
Drive Pipe 
Drill Pipe 
Line Pipe 
Standard Pipe 


Tubing and 
Casing 


For your Pipe Needs, say Wheeling 


Wheeling Steel Corporation 
Wheeling, W. Va. 























































You Can Lock 
Ludlow Double 


Gate Valves 


We have the 


right to manufacture and 


exclusive 


use a stem or spindle lock- 
ing device on Ludlow 


Valves. 


Protect your valves from 
tampering or meddling by 
unauthorized persons by 
using Ludlow Valves with 


this locking device. 


Let Us Send You Details and Prices 
THE LUDLOW VALVE MFG. COMPANY 


(ESTABLISHED 1866) 
Factory: Troy, N. Y. 


Branch Offices: Kansas City, Mo.; Chicago, Il; 
Pittsburgh, Pa.; Boston, Mass. 

















Unjust Law Driving 
Oil Operators Out 
of Kentucky Field 


By D. S. Wakenight 

PITTSBURGH, June 18.—The unprec- 
edented law recently passed by the Ken- 
tucky Legislature is driving oil opera- 
tors out of the State by placing on them 
a burden that is unbearable and its exe- 
eution at this time, when the industry is 
passing through one of its greatest de- 
pressions, makes it all the harder for 
those following a conservative policy, 
drilling as few wells as possible. 

Under this pernicious law, notwith- 
standing an operator holds leases on ter- 
ritory on which he has been paying ren- 
tal for years, the land owner can notify 
the leaseholder to drill a well at once and 
if he does not do so within 90 days, the 
land owner can declare the lease forfeited 
and lease it to whoever comes along. 
The operator has no choice, but must 
drill to retain his lease, despite it is in 
regular form and the rental paid promt- 
ly. Whether conditions warrant it or not 
he must drill or lose the lease. 


Boon for Parasites 


By taking advantage of the law, the 
parasites hanging onto the fringes of 
the legitimate operator are making all 
kinds of trouble and in the end will prove 
a detriment to the development of the 
Kentucky fields. If an operator holds 
leases on a block of territory and drills 
a wildcat and gets a producer, every farm 
owner in that locality can make a de- 
mand for a well and if not complied with 
the hangers on can take over the leases 
that have not been tested without the 
expenditure of a dollar in test or devel- 
oment work. No such obnoxious law has 
ever been enacted by any other State 
and the sooner it is repealed the better 
it will be for those who want their lands 
tested.. The legitimate operator wants 
other protection than drilling a test at 
once on each of the farms he may chance 
to have under lease. As to the validity 
of the law, the Supreme Court of Ken- 
tucky has decided in its fevor, but there 
are still some cases pending. 

Surrendering Leases 

Within the past two months leases held 
by some of the large operaiing companies 
have been surrendered. Norwood John- 
ston, president of the Cumberland Petro- 
leum Co., stated his compzny had turned 
baek leases on 20,000 acres, witholding 
but five farms, on which it is starting 
five test wells. The Cumberland Petro- 
leum Co. has been operating in five diff- 
erent counties in Kentucky for the past 
eight years and has more than 300 pro- 
ducing wells. In view of the develop- 
ment work this company has done and 
its decision to quit the State so far as 
development work is concerned, it is time 
for the Kentuckians to sit up and take 
notice. There are other large operating 
companies that have come to the same 
conclusion. The Ohio Fuel Oil Co., ar- 
other successful operating company, has 
decided to withdraw from Kentucky and 
for the reasons stated has surrendered 
thousands of acres on which it held 
leases. ‘Only these two are mentioned 
but there are many others getting out. 


No doubt many of these surrendered 
leases will fall into the hands of rag-tag 
operators and the land owner get the 
worst of the bargain. The substantial 
operating companies are in the business 
to make money and while they are doing 
so the land owner gets his proportionate 
share. As a, drawing card, Kentucky no 
longer looks attractive to the practical 
oil man. When the lawmakers of Ken- 
tucky awaken to the damage they have 
done to the industry in the State, they 
will find oil operators will not comply 
with a law not based on equity. In the 
past few years oil developments-in the 
Blue Grass State have poured millions 
of dollars into the pockets of owners of 
otherwise worthless lands. 
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F. W. FREEBORN 
ENGINEERING CORP. 


ENGINEERS 
APPRAISERS CONSTRUCTORS 
MANAGERS 
For Oil and Industrial Properties 


Mayo Building 
TULSA, OKLAHOMA 
Dallas, Texas New York City 
Slaughter Building 52 Wall Street 


Boston, Mass. 
50 Congress Street 














TANKS 
Suitable for Storage 
Purposes 
950—Steel Tanks of every type 
and size from 96 gallons to 
55,700 gallons. Made of plates 

%-inch to %-inch thick. 
For Immediate Shipment 
Let us send you 
our Bulletin No. 7 
NASHVILLE INDUSTRIAL 
CORPORATION 
Jacksonville, Tennessee 














Schurs Fuel Oil Burners 


o—_ Using Steam Air for 
Atomization 
External Atomizers 


3G 


Crude & Fuel 
— Oil Burner Co. 


jt 
205 W. Second St., Oklahoma City, Oba. 


























NEW OIL MAP 
Nocona District 


Covers an area about 15 miles 
square in north central Mortague 
County, Texas. Shows land and 
lease owners, towns, railroads, high- 
ways, pipe lines and drainage and 
locations of all wells in and drilling. 
Scale 2,000 feet 1 inch. Size 42x42 
inches. On cloth, $6; paper, $3.50. 


HEYDRICK MAPPING CO. 
WIcHITA Fats, Trxas 


























Northern Oil Information Bureau 
Shelby, Montana 


Complete weekly drilling 
and operating report of 
Kevin-Sunburst field mailed 
to any address, $10 for four 
reports. Maps and logs for 
sale. Best of references. 
We maintain a geological, land 
and field departments, all in 
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FREDERICK G. CLAPP 
AND 
THE ASSOCIATED 
PETROLEUM ENGINEERS 


30 Church St. New York CIty | 














H. S. REAVIS 
SPECIALISTS IN PETROLEUM 
INVESTMENTS 
Individual and Corporate 

Investors 
Consultations, Examinations, Valuations, 
Reports on Properties and Companies 
Room 1917 
120 Broadway, New York 





Service to 














} W. L. GOMORY 


| Consulting Petroleum Technologist 
Investigations, Reports, Estimates 
on Refineries, Special Processes, 
Management, Operation 
Technical Advice in Patent Matters 
REFINERY DESIGN 
1851 Peoples Gas Bldg., Chicago, Ill. 

















HARRY F. WRIGHT 
GEOLOGIST 
Geological Examinations 
Valuations for Tax and Financing 
COsDEN BLpe. TULSA 























E. W. SHAW 


GEOLOGIST 


802 Cosden Bidg., 
170 Broadway, 


Tutsa, OKLA. 
NEw YorK 

















JAMES O. LEWIS 


PETROLEUM ENGINEER AND 





} GEOLOGIST 


OE ST LT — AA SS MN em ew 


724 Kennedy Bldg. Tutsa, OKLA. 














A. WILLCOCKS 


CONSULTING ENGINEER 


Oil, Gas, Gasoline plants design, con- 
struction, operation, consultations, val- 
uations, reports, investigations, new 
processes. 

Box 1455 1512 F. & M. Bank Bidg. 
Tulsa, Okla. Fort Worth, Texas 
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ROBERT W. CLARK 
CONSULTING GEOLOGIST AND 
APPRAISER 
Depletions and Reserves for Income 
ax 
217 Commerce, Building 
OKMULGEB, OKLA. 
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| DEWITT T. RING 


PETROLEUM GEOLOGIST 
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F. B. Porter, B.S., Ch.E., President 
R. H. Fash, B.S., vice President 


THE FORT WORTH 
LABORATORIES 


Field gas testing. Analyses of oil-field 
brines, gas, minerals and oil 


828% Monroe St., Ft. Worth, Tex. 
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THE JAS. I. TUCKER CO. 
CONSULTING AND APPRAISAL 
ENGINEERS 
Valuation of Of] and Gas Properties 
fer Income Tax and Commer- 
cial Purposes 
Tradesmens Bank Building 

OxLanoma Crry, OKLA. 
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VIRGINIA’S TAX ON GASOLINE 





WASHINGTON, D. C., June 16.-—Sale 
of gasoline by Washington gas stations 
probably will jump when Virginia’s gas 
tax becomes effective. On June 28, a 2- 
cent tax a gallon goes into effect. A 
few days later, July 1, this tax will be 
3 cents. 

The gas tax, passed by the recent leg- 
islature, is expected to produce an annual 
revenue ranging from 32,500,000 to $3,- 
000,000. All gas sold by wholesale on 
which the wholesaler assumes the tax 
will not be subject to report of tax by 
the retailer. 

Gas purchased in lots by retailers from 
wholesalers beyond the boundaries of Vir- 
ginia will place the local retail buyer in 
the same position as though he were a 
wholesaler in Virginia, so far as the tax 
is concerned. 





SULPHUR IN PETROLEUM 





Some Mexican’ crude petroleums run 
as high as 5 per cent sulphur, but in the 
crudes produced in this country the sul- 
phur content is rarely greater than 1 
per cent, and in the majority of crudes 
is below five-tenths of one per cent, ac- 
cording to D. B. Dow, assistant organic 
chemist, Bureau of Mines. This sulphur 
may be present as dissolved sulphur, collo- 
idal sulphur, hydrogen sulphide or sulphur 
deviations of hydrocarbons. The study of 
these forms of sulphur is very complex, 
and unfortunately little information cov- 
ering the chemistry of sulphur in petro- 
leum is available. In the distillation of 
crude, either in the refinery or laboratory, 
sulphur generally is present in all the 
distillates, as well as in the residuum. 
Its occurrence in natural gas is quite 
common and consequently it is often 
found in gasolines derived from natural 
gas. 

Sulphur compounds have various objec- 
tionable characteristics. Distillates from 
certain crudes, such as those from Lima, 
Ohio, and (Petrolia, Canada, have ex- 
tremely bad odors and cannot be used 
until desulphurized. Mexican crudes and 
distillates often contain notable quanti- 
ties of hydrogen sulphide. As this is a 
toxic gas, it has been the cause of many 
cases of poisoning, some of which have 
proved fatal. Illuminating oils contain- 
ing sulphur in appreciable amounts often 
produce poor light and are thus unsatis- 
factory. The use of oils containing ele- 
mentary sulphur or hydrogen sulphide is 
objectionable with certain metals, such 
as copper, because of the corrosive action 
of such oils on these metals. Gasoline 
discoiored by sulphur compounds often 
becomes quite yellow and may have the 
appearance of an inferior motor fuel con- 
taining components of low gravity and 
high end point. This appearance, of 
course, detracts from the price even 
though the gasoline may be satisfactory 
in use. The presence of sulphur in pe- 
troleum is therefore objectionable and 
products free from sulphur usually are 
more desirable. Information regarding 
the detection of sulphur in natural gas 
gasoline and the treatment for the re- 
moval of certain sulphur compounds is 
given in Seriel 2462, which may be ob- 
tained from the Bureau of Mines, Wash- 
ington, D. C. 





GASOLINE MOTOR ON FILM 





WASHINGTON, D. C., June 16.— 
“The Story of the Gasoline Motor” is 
the latest issue in the series of industrial 
motion picture films prepared by the De- 
partment of the Interior through the 
United States Bureau of Mines. Special 
views show the cycles through which the 
gas travels from entering the engine as 
an explosive mixture until it leaves as a 
burned gas. Many engines were cut into 
and made to operate so the particular 
function of every moving part would be 
clearly shown. Copies of this film may 
be borrowed for educational purposes 
from the Department of. the Interior, 
Bureau of Mines, Pittsburgh, Pa. 
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Moon Parts Are Stocked by All Leading 
Supply Houses 


Delays are expensive—Avoid them by pur- 
chasing the Moon Turbine Generator Set, 
the parts of which can be supplied out of 
stock by supply houses “from the Arctic 
Circle to the Equator.” 


The fact that supply houses carry the 
MOON TURBINE GENERATOR and its 
parts in stock proves it is the best buy as 
you enjoy the benefit of their many years’ 
experience in selecting the best. 

The Moon Manufacturing 


122 North Jefferson St. 
Chicago, [lis. 


LIGHTING 
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“THE SPENCE” 


A combined gas engine and single eccentric pumping power, 
with a 101%H.P. gas engine, positive governor, gravity feed 
lubrication and Wico ignition for gas or gasoline equipment. 
This power has been pronounced by some of our largest pro- 
ducers as one of the best pumping units on the market for 
wells in territory of medium depth. 


Manufactured and Sold by 


H. M. SPENCE, Parkersburg, W. Va. 
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A NEW NAME FOR AN OLD FRIEND 
HAT’S in a name, anyway! The refinery construction work we are doing under the name 
““Pioneer’’ is just the same high-grade as when it bore the name “Tulsa Boiler and Sheet 


Iron’, For 18 years, as the ‘Tulsa Boiler and Sheet Iron Works’ we have turned out tanks and 
refinery steel construction that made good friends for us among the wise buyers of the mid 











work. Now, under our new name, 


PIONEER TANK & BOILER CO 


(Formerly Tulsa Boiler & Sheet Iron Works) 


Box 1926, TULSA, OKLA 


d in giving these people “‘close to home”’ service on the best kind of 
The_Pioneer Tank and Boiler Company, we're all set 
with the men, machinery and money to keep on growing under the Pioneer banner like we 
did when Tulsa Boiler and Sheet Iron was on our letterhead. 
organization. Get Pioneer quotations on tank and refinery construction work. 


There is no change in our 
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Quimby Screw Pumps 


For hot oil, cold oil, thin oil, thick oil, grease, tar. Capacities up 
to 4,000 G. P. M. Temperatures up to 600 degrees F. Pressures 
up to 700 pounds. Suction up to 21 feet. High speed for motor 
Valveless, pulseless, noiseless, 
Extremely long life. 


reducing gears. 
Efficiency high. Durable. 


| WILLIAM E. QUIMBY, Inc., Newark, N. J. 
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PRACTICAL VALUATION 
OF OIL LANDS 


19) 

stead of using “revaluations’ to legalize 
rather unsavory actions, conservative 
valuations could well be employed before 
declaring dividends to see if the surplus 
account is inflated, and if such is the 
case, surplus should be reduced, leaving 
a smaller sum available for distribution 
of dividends. 


(Continued on Page 


Assets and Taxes 

Oil companies usually possess but lit- 
tle assets other than oil producing lands 
and equipment thereon. Ordinarily nei- 
ther have any great value aside from 
their income producing qualities. Loans 
may be negotiated, using the credit of 
the company as security or the oil prop- 
erties themselves as the basis of guar- 
antee. In either case it is necessary to 
make conservative valuations of the oil 
properties. Due consideration should be 
given to the credit of the company, its 
management, and outstanding obligations. 
Provisions made for the payment of the 
debt should be carefully considered. It 
is fully as necessary to consider the 
probable value of the assets at the ex- 
piration of the loan as their present 
value, unless an adequate sinking fund 
has been provided to amortize the indebt- 
edness. 

Various types of taxes are based upon 
or are related to property valuations. 
Property taxes are usually proportional 
to the values of the poperties and con- 
sequently low values are to the taxpayers’ 
advantage. In the case of income taxes, 
low valuations reduce the deductions for 
depletion and depreciation, increase profit 
from sale of capital assets, and so are to 
the disadvantage of the taxpayer. These 
valuations may be required as of March 
1, 1913, within 30 days of date of dis- 
covery in cases of discovery wells, or at 
date of acquisition, if acquired ‘with 
stock or as a gift, as well as in other spe- 
cial Valuations for purposes of 
Federal taxation have assumed consider- 


cases, 


able importance during the last few 
years. Much difficulty has been encoun- 
tered because such valuations in many 


instances have been made by untrained 
men. To make valuations successfully 
requires a technical training, a knowl- 
edge of oil properties and good judgment. 
In addition, a knowledge of the elements 
of accounting and of income tax law are 
required if such valuations are to be 
made for income tax purposes. 

[The second article in this series will 
deal with “Production Decline Curves.’’] 





SALVAGES IN THE OIL INDUSTRY 

C. P. Bowie, petroleum engineer, at- 
tached to the San Francisco office of the 
Bureau of Mines, recently visited the San 
Joaquin Valley (Calif.) oil fields gather- 
ing data for a bulletin on the problem 
of salvages in the petroleum industry. 
The salvage yards of most larger oil com- 
panies in the San Joaquin Valley were 
visited and a number of pictures were 
taken showing pipe straightening ma- 
chines, valve grinding apparatus, ete.; 
also methods of procedure of rehabili- 
tating material. Some larger oil compa- 
nies have well organized departments, 
but the majority of the smaller companies 
make practically no attempt to salvage 
second-hand material. 





OIL WELL PUMPING PROBLEMS 


In the course of a general study of oil 
well pumping problems being conducted 
by the Department of the Interior, H. C. 
George, oil recovery engineer of the Bu- 
reau of Mines, has collected considerable 
information on lifting costs in the oper- 
ation of oil well properties, and has pre- 
pared lifting cost curves from these data 
showing the trend of lifting costs with 
general daily production. These data 
will be issued as a report of the Bureau 
of Mines. 


Thersday, 








DEAN E. WINCHESTER 
GEOLOGIST 


Petroleum and Oil Shale 
Examinations 


607 E. & C. Bldg. DENvER, Cor, 

















20 Years’ Experience—Discoverer of 
Cushing and 7 Other Pools 
Penn., Ohio, W. Va., Okla., Kans. 

Texas and California ; 


R. E. VANDRUFF 
Om. GEOLOGIST 


4775 Hamilton St. San Diego, Calif. 
Send for free circular on “How Oj] 
Originates and Accumulates 














L. G. Huntley Stirling Huntley 


HUNTLEY & HUNTLEY 


PETROLEUM GEOLOGISTS AND 





EX\NGINEERS 
Frick Building Prrrssuren, Pa | 

















O. W. WELLS & CO. 


Mining Properties. United 
Mexico, Central and South 
Specialists in Venezuelan 
Expert advice ren- 


Oil and 
States, 
America. 
oil properties. 
dered. 


90 West Street, New York City 
Cable address, ‘““OILWELLS” 
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WESTERMAN BROTHERS 












































Carl D 
Manufacturers of 
Oil and Gas Well Supplies 
Write for New Catalogue at Ke: 
BREMEN, OHIO 
ASSOCIATED 
AMERICAN ENGINEERS CON 
Geological Surveys, Reports, Maps Special! 
Petroleum Engineering; Properties 
and Refineries Appraised, Audited, Ro 
Developed, Rehabilitated, Managed 
490-492 Arcade Bldg., St. Louis, Mo. 
WYOMING MAP & BLUE PRINT C0. 
C 
GEOLOGISTS—OIL EXPERTS —_— 
Oil Field Maps, Blue Prints, tuck, 
Explorations, Reports 39 South 
Box 325 CasprER, Wyo. 














BERNARD H. LASKY 
PETROLEUM ENGINEER & GEOLOGIST || 
Appraisals and Valuations for Financial 

Purposes 


Geological Reports 
Special Economic Investigations 


208 Tuloma Bldg. Tusa, OKLA 














G. JEFFREYS 


CONSULTING GEOLOGIST 


908 Russel Blvd. 
San ANTONIO, TExas 

















Wilbur E. Brown G. Thomsen, Jt. 


BROWN & THOMSEN 


GEOLOGISTS 
218% West Grand Ave. 


OKLAHOMA CITY, —, 




















STANLEY C. HEROLD 


PETROLEUM GEOLOGIST 


5729 Holden Street 
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PITTSBURGH, Pa. 
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June 21, 1923. 








W. G. MATTESON 
CONSULTING GEOLOGIST 


Specialist examinations and appraisals 
Mid-Continent and Gulf Coast 
Oll Properties 


$14 Texas State Bank, Fort Worth, Tex. 
Box 471, G. P. O., New York City 














F. JU L US FOHS 
OIL GEOLOGIST 


1320 Kirby Blidg., Dallas, Tex. 
First National Bank Blidg., Tulsa, Okla. 
and 60 Broadway, New York 


Cables:Fohsoll, Bentley & McNeil Codes 
No professional work undertaken 




















William H. Foster W. A. Reiter 


FOSTER & REITER 
CONSULTING GEOLOGISTS 


19th Floor, Magnolia Bldg., DaLLas 
Atlas Life Bldg., TuLsa 














WALTER STALDER 
Om 


Crocker Bldg. 


GEOLOGIST 


San FRANCISCO, CALIF. 
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Carl D. Smith 


SMITH & MILLER 
GEOLOGISTS 


447 Kennedy Bidg. Phone Osage $797 
TULSA, OKLA. 


W. Z. Miller 








V. H. MCNUTT 
CONSULTING GEOLOGIST AND 
APPRAISER 


Specializing in Northern Oklahoma and 
Southern Kansas Fields 














Rooms 411-414 Tuloma Bldg. 











TuLsa, OKLA | 
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| LUCIEN BECKNER 
CONSULTING GEOLOGIST 


Twenty-odd years’ experience in Ken- 
tucky and the Southern States 
39 South Main St. Phones 1131 and 83 


WINCHESTER, Ky. 














C. W. WASHBURNE 


GEOLOGIST 





| 2 Rector Street New Yorx 


““Washburnol” 
“Bedford McNeil” 


Cable: 
Code: 
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E. J. LONGYEAR COMPANY 
MINING ENGINEERS AND 
GEOLOGISTS 
Diamond Core Drill Manufacturers 
Diamond Drilling Contractore 
MINNEAPOLIS, MINNESOTA 
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EDWIN B. HOPKINS 


CONSULTING GBrOLOGIST 


35 Broadway 


New Yorx 


GEORGE A. BURRELL 


PETROLEUM NATURAL GAS 
GASOLINE 


501 Columbia Bank Bldg. 
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IN THE DISTRICT COURT OF THE 
UNITED STATES FOR THE EAST- 
ERN DISTRICT OF OKLAHOMA 


In the matter of Chickasaw Refining Com- 
pany, Bankrupt, in Bankruptcy. 

In the matter of the application of Irving 
Bank-Columbia Trust Company, as Trus- 
tee, for the delivery to it of certain tank 


cars, No. 3039 
NOTICE OF SALE 
Notice is hereby given that under and 


by virtue of an order of sale heretofore 
made and entered by the Honorable R. 
McMillan, Referee in Bankruptcy, in the 
above entitled proceeding in bankruptcy on 
the 25th day of May, 1923, I, the under- 
signed trustee in bankruptcy, on the 
30th day of June, 1923, at 2 o’clock P. M. 
of said day, in the United States District 
Court room in the post office building at 
Ardmore, in Carter County, Oklahoma, offer 
at public sale and sell to the highest and 
best bidder for cash in hand the following 
described property, to-wit: 

A. 100 all-steel standard tank cars of 
10,050 gallons capacity each, manufactured 
by the Cambria Steel Company, marked 
“Chickasaw Refining Company,” and 
numbered 101 to 200. both inclusive; 

B. 1) all-steel standard tank cars with 
steam coils, of a capacity of 8,000 gallons 
each, manufactured by the American Car 
and Foundry Company, all marked 
“Chickasaw Refining Company,” and 
numbered 300 to 309, both inclusive, and 

Cc. 90 all-steel standard tank cars with- 
out coils, of a capacity of 8,000 gallons 
each, manufactured by the American Car 
and Foundry Company, marked “Chicka- 
saw Refining Company,” and numbered 
310 to 399, both inclusive, 

free and clear of all liens and claims of 
whatsoever kind or character. 

Notice is hereby further given that in 
pursuance of the terms and conditions of 
said order of sale, every person, company 
or corporation desiring to bid on’ said prop- 
erty at said sale be and is hereby required, 
before his or its bid will be received, to 
deposit with the undersigned trustee in 
bankruptcy in the above entitled proceeding, 
cash or a check duly certified by a solvent 
bank in Oklahoma and payable to the order 
of the undersigned trustee in bankruptcy 
in the sum of $26,000, as a pledge or se- 
curity that he or it will make good his 
or its bid if the sale be made to him or 
it and be confirmed. Instead of the whole 
of such deposit being made in cash or by 
certified check, not less than $6,000 there- 
of may be made in cash and the remaining 
$20,000 thereof may be made in Equipment 
Trust Bonds issued by Chickasaw Refining 
Company under contract dated September 
15, 1920, between Earnest L. Nye and Co- 
lumbia Trust Company and Chickasaw Re- 
fining Company. The certificate of Irving 
Bank-Columbia Trust Company that it holds 
for the bidder named in said certificate 
for delivery to the undersigned trustee in 
bankruptcy an amount of said Equipment 
Trust Bonds equivalent at their par to the 
difference between the sum of $26,000 and 
the amount of cash deposited by such bid- 
der, which shall be not less than $6,000, 
with tha undersigned trustee in bankruptcy 
shall, when delivered to the trustee in 
bankruptcy, be accepted by him in lieu of 
the actual deposit of said bonds. 

The deposits of all unsuccessful bidders 
shall be returned to them when the cars 
shall have been sold, and the deposit re- 
ceived from the successful bidder shall be 
applied on account of the purchase price 
of the cars. 

The price bid by the successful bidder 
shall be paid to the undersigned trustee in 
bankruptcy in cash or in lieu thereof the 
additione! purchase price over and above 
the sum of $6.000 which must be paid in 
cash may be made with Equipment Trust 
Bonds and (or) matured coupons made and 
issued by Chickasaw Refining Company un- 
der the aforesaid Equipment Trust Agree- 
ment to the extent in the first instance of 
one three-hundred-fiftieth (1/350) of so 
much of the purchase price as shall be in 
excess of $6,000 for each $1,000 of the par 
value of said bonds having attached there- 
to the coupons due September 15, 1921, and 
subsequently, but not exceeding for each 
bond the par amount thereof plus append- 
ing coupons representing accrued interest 
thereon. The price bid shall be paid within 
10 days after the confirmation of the sale. 
In lieu of the personal delivery to the 
undersigned trustee of Equipment Trust 
Bonds heretofore mentioned and given in 
payment for any bid, the undersigned trus- 
tee will accept the certificate of the Irv- 
ing Bank-Columbia Trust Company that it 
holds for the purchaser Equipment Trust 
Bonds to the amount therein specified and 
accompanied by the coupons therein stated. 
The undersigned trustee in bankruptcy will 
also accept in lieu of any cash payable by 
the purchaser other than the 6,000 which 
must be paid in cash, on account of the 
purchase price, the certificate of the Irv- 
ing Bank-Columbia Trust Company that it 
holds for the purchaser for distribution the 
amount therein specified to cover the pay- 
ment of the shares distributable out of the 
proceeds of the sale upon bonds or coupons 
entitted to share in the proceeds of the 
said sale. 

Notice is further given that the accept- 
ance of any bid shall be subject to con- 
firmation by the Court, which confirmation 
shall be had, unless cause to the contrary 
be shown by exceptions theretofore filed 
within five days after the filing by the un- 
dersigned of the report of sale under said 
order. 

Notice is further given that within 15 
days after the confirmation of the sale the 
undersigned trustee in bankruptcy will de- 
liver all cars purchased at Ardmore, Okla- 
homa, or such other place in Oklahoma as 
shall be agreed upon between the under- 
signed trustee and the purchaser. 

Dated at Ardmore, Oklahoma, 
day of June, 1923. 


this 9th 


R. McMILLAN, 
Referee in Bankruptcy. 
7 O. SCHNEIDER, 
ustee in Wo tye! of 
CHICKASAW REFINING COM 
Baakrant: 








Even if Fuel Oil Doesn’t Cost 
Anything in Your Plant 


that is no reason for using old-fashioned oil burners 
that fill your furnace with soot and coke. 


National Airoil Burners are internal atomizing burn- 
ers, operating with either steam or compressed air, 
and burn as steady as a gas flame with any grade of 
oil. Set your fire the way you want it, and it will 
burn the day through without watching or readjusting. 


NATIONAL AIROIL BURNER CO. 
922 Thompson St., Philadelphia, Pa. 

















GOULDS 


FOR ALL PIPE LINE AND REFINERY SERVICES 


BULLETINS ON REQUEST 
THE GOULDS MANUFACTURING COMPANY 
Seneca Falls, N. Y. 


Branches or Agencies in All Principal Cities 


PUMPS 




















Water Tube Boilers 


IMMEDIATE DELIVERY 


48—250 Horse Power, New, Standard Cross Drum 
Water Tube Boilers, built for 200 lbs. working pres- 
sure. Complete with steel casing, steam fittings and 
grates. Ready for immediate delivery from Chicago, 
Dumont, N. J., and Orange, Tex. 


HARRIS BROS. COMPANY 


Thirty-fifth and Iron Streets 
CHICAGO, ILL. 
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pradpors 


Bradford Motor Works 


Bradford , Pa. 
Branch Fac tory and Warehouse -Tulsa,Okla 


Mirs.of oil well supplies,working barrels, valves, bails and seats et: 
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Cost of Treating Cut Oil With 


Tret-O-lité 


. U. BS. Pat. Off. 
es, for fresh cut = 1% cents per barrel of recovered pipe line oil, and 
run as low ac % cent per barrel. Cost of treating tank bottoms averages 
6 cents barrel of vesevered. oil. Our handsome 24-page book tells the whole 
dena for free copy. 


WM. S. BARNICKEL & CO. 
ST. LOUIS, MO. 


















METERS 


_For Measuring Production and Distribution of 
Oil —Gasoline—Gas 
and Other Fluids 


PITTSBURGH METER COMPANY 
General Office and Works: EAST PITTSBURGH, PA. 





ork—S0 Church 8t. OFFICES ‘1ambia, 8. C—1488 Main St. 
olumbia, le — n . 

+ lt South Wabash Ave. Seattle—4038 Arcade Bidg. 

Kansas Clty—Muteal Bids. Leo Angeles Unien Bank Stdg. 























All-Steel 


DERRICKS 
and Drilling Equipment 





CAR/NEGIE 


Carnegie Steel Company builds for specified 
service—equipment suitable for your special 
requirements. Send for our finely illus- 
trated, 86-page booklet, “Steel Derricks.” 


Carnegie Steel Company 


GENERAL OFFICES : PITTSBURGH, PA. 
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GAUGE POLES 


For Oil Measurements 


Any Length 
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“MARSH-JOINT” 





For sale by oil country supply houses or furnished promptly 
by the factory at Titusville, Pa. 


Oorrespendence So 


MARSH GAUGE POLE COMPANY 





























| Titusville, Pa. 








FRANCE SEEKING OIL 
IN ITS HOME FIELDS 


That an _ agricuitural country like 
France should be self-sufficient in the 
matter of wheat is only uatural, but there 
is another item which weighs heavily on 
its trade balance and does not seem like- 
ly to be alleviated before a long time. 
French consumption of oil, steadily grow- 
ing with the develupment of industries 
and the spread of automobiles, has still 
to be supplied almost entirely from 
abroad. Last year out of a total of 372,- 
000,000 gallons consumed, 28,000,000 gal- 
lons only were home oil, chiefly from the 
Alsatian oil field. 

The need for a development of French 
oil production is actutely felt, but, never- 
theless, no serious prospecting work has 
been done up to now, although traces of 
gas and oil have been found on several 
points of French territory. In the cen- 
tral province of Auvergne, in the south- 
western regions round Bordeaux, Toul- 
onse and down to the Pyreneans, borings 
were repeatedly made and gave small 
amounts of gas and oil at a depth vary- 
ing from 80 to 200 feet. During the 
war an American oil engineer located 
oil on a length of 50 kilometers near Ar- 
cachon, but nothing was done at the 
time to develop it 

This apparent lack of enterprise has 
its explanation in the fact that, French 
mining laws afforded no safeguard to 
prospectors up to December last. At that 
time a bill was enacted which institutes 
exclusive prespecting licenses on surfaces 
up to 5,000 hectares (about 11,400 acres) 
and guarantees the holders against all 
claims, even from the owners of the land, 
for two years, renewable for a further 
year. After that the prospecting license 
may be converted into a -definite conces- 
sion. 

This measure has given a fresh stimu- 
lus to oil research, ané@ in order to further 
encourage it the Minister of Public 
Works has, just decided to allow 20,000,- 
000 franes for oil prospecting. New bor- 
ings will be started in several regions, 
and especially in Auvergne (Center) and 
in the Ain (East.) 


OIL VS. GASOLINE ENGINES 

Sheephead Bay (N. Y.) fishing boats 
are rapidly discarding gasoline engines 
in favor of oil engines and big savings 
are effected, says ““Motorship.” 

Captain Rigby kept a careful record 
of fuel and other expense with both en- 
gines, with the following results: With 
six-cylinder gas>line engine installed, fuel 
consumption from May 1, 1921, to Jan- 
uary 1, 1922, was 5,505 gallons of gaso- 
line at a cost of $1,745.30 and 229 gal- 
lons of lubricating oil at 70 cents per 
gallen, costing $160, or a total cost «f 
$1,205.60 for running time of 612 hours. 
The first trip with the oil engine was 
made on May 1, 1922, and from that 
date until January 17, 1923, fuel con- 
sum ption was 2,820 gallons of fuel oil 
and 350 gallons of lubricating oil for 705 
hours cf running, a total cost of $498. 
At this annual rate of saving of $1,407.69 
an oil engine will pay for itself in three 
years. Captain Rigby advises that above 
does not take into consideration saving 
in cost of spark plugs, batteries, wire and 
delay because of trouble with the former 
engine. Also the oil engine ran about 
100 more hours on the quoted fuel con- 
sumption. 


OIL STOCK ORDER 

WASHINGTON, D. C., June 16.—The 
Federal Trade Commission has issued an 
order to discontinue the use of false and 
misleading statements in the advertise- 
ment and sale of oil stocks against the 
Oid Dominion Oil Co., Great Western 
Oil Co., Bethlehem Oil Co., Metropolitan 
Oil Co., O. L. Pardue, A. B. Pardue, J. 
H. West, H. J: Gingles, W. B. Young, 
and J. D. Towner. 


Thursday, 








JOHN L. RICH 
PETROLEUM GEOLOGIST 


Box 3, Ottawa, Kansas 
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L. J. ZOLLER 
PETROLEUM GEOLOGIST 
406 Exchange National Bank Bldg, 


Phone Cedar 2772 
TULSA, OKLA. 
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J. ELMER THOMAS 


CONSULTING GEOLOGIST 


751 First National Bank Bldg, 
Curcago, ILL 
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Guorocist = 
Specializes in examinations and ap- || Casir 
praisals of oil lands within the | Ins 
Recky Mountain States Reside! 

329 U. S. National Bank Bldg. | 
DENVER, COLO. 2200 
_———= 
| , 
ROSWELL H. JOHNSON | W) 

GEOLOGIST AND APPRAISER 
Oil and Gas Bldg. 

WYNN 


University of Pittsburgh | 
PITTSBURGH, Pa. | 














Robert H. Wood 


WOOD & WOOD 
PETROLEUM GEOLOGISTS AND 
AZ PRAISERS 


Phone Cedar 1725—816 Daniel Bldg. 
TULSA, OKLA. 


Virgil O. Wood 














CARL B. ANDERSON 


GEOLOGIST AND PETROLEUM 


ENGINEER 
Room 1414 42 Broadway 


NEw YORK ae 
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Charles T. Kirk 


KIRK & HOOVER 


Geology, Valuation, Investments 
American and Foreign 

Osage 2820, 9504—432 Mayo Bldg. 

TULSA, 


OKLA. 


James E. Hoover 














SAMUEL J. CAUDILL 
GBHOLOGIST-PETROLEUM ENGINES 
Valuation-Depletion 
For financial and income tax purpose 
818 Atlas Life Ins. Bldg. 

OKLA. 














H. H. HOOD 


PETROLEUM ENGINEER & GEOLOGIST | 


Explorations, Surveys, Appraisals, 
Audits, Consultations, Management 


812 Olive St. 


St. Louis, Mo. 
—<$<—— 
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J. R. VILLARS 


GEOLOGIST AND ENGINEES 
17 Dunn Block 
Geerat Facts, MONT. ae 
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Zz HARVE LOOMIS 


PETROLEUM GEOLOGIST 


318 Simpson Bldg. 
Ardmore, Oxla. 


OKLAHOMA CITY, OKLA. 
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Brexaw, DIXON, GARNER & McKug 
GEOLOGISTS 
PETROLEUM ENGINEERS 


Examinations, Appraisals 
Estimates of Oil Reserves 


120 BROADWAY NEW YORK 














V. H. HUGHES 


PETROLEUM AND MINING 
GEOLOGIST 


406 Exchange National Bank Bldg. 
ULSA, OKLA. 














[ ROBERT W. HUNT & CO. 


Inspecting and Testing Engineers 
Inspection of Oil Line Pipe, Oil Well 
Casing, Tanks, Drums and Barrels 
Inspection During Manufacture 
Resident Inspectors at Pipe and Steel 
Mills 


2200 Insurance Exchg., Cutoago 














R. M. Weaver, Jr., EB. M. 
K. W. Reynolds, B. M. 


WEAVER & REYNOLDS 
PETEOLEUM GEOLOGISTS 


WYNNEWOOD, Garvin County, OKLA. 

















IRVINE E. STEWART 


GEOLOGIST 


Hotel Rainbow 
GREAT FALLS, MONTANA 














FRED K. HOUSTON 
GEOLOGIST 


P. O. Box 692—Phone 11 
36 National Bank of Montana Bldg. 


HELENA, Mont. 
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Hector Crandall F. B. Murta 
CRANDALL & MURTA 
PETROLEUM GEOLOGISTS 


Phone Cedar 874 
845 Kennedy Bldg., Tuisa, OKLA 

















GEO. C. MATSON 


PETROLEUM GEOLOGIST AND 
ENGINEER 
Geological Surveys, Appraisals for 
Taxation or Financing 
Osage 2049—Phones—Osage 1333 


408 Cosden Bldg. TuLsa, OKLA 
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J. E. HUFF 


Of! and Gas Producing Properties in 

Kansas, Oklahoma and Texas. Also 

can furnish good looking acreage for 

development. Appraisals, valuations 
and reports made 


G11 Petroleum Bidg., Tures, Oxia 
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OIL AND GAS CHANCES 
IN NORTHWESTERN N. D. 


WASHINGTON, D. C., June 16— 
The Bureau of Mines announces possi- 
ble oil and gas in northwestern North 
Dakota. The record of the Blum No. 1 
well of the Des-Lacs Western Oil Co., in 
the southwest quarter of Section 4-155n- 
85w, Ward County North Dakota, has 
given valuable information on the thick- 
ness and character of the upper Creta- 
eeous formations there. The original 
driller’s log showed little detail, and some 
subdivisions of formation inferred ap- 
pear unwarranted. Corrections have 
been made possible by a fairly complete 
set of drill cuttings lent to the United 
States Geological Survey by Prof. How- 
ard E. Simpson, of the North Dakota 
Geological Survey. 

Nine sets of cuttings were tested for 
oil or pyrobituminous (shale oil) hydro- 
earbons by E. T. Erickson, of the sur- 
vey. Those taken from 2,450, ‘2,540, 
3,170 and 3,226 feet showed traces of 
free oil, and samples taken from 3,050, 
3,200 and°®3,650 feet showed slightly 
larger quantities. All the samples yielded 
on distillation quantities of oil ranging 
from a trace to about 10 gallons a ton. 

Prof. Simpson reports traces of gas 
found in practically all material be- 
low 250 feet. He adds: “The amount 
of gas present was greater at some times 
than at others, but at no time was there 
a measurable amount of oil nor a suffi- 
cient amount of gas to produce a flame 
higher than a few inches.” 

It is believed the upper Cretaceous 
rocks of northwestern North Dakota con- 
tain both the source rocks and the reser- 
voir necessary for the accumulatien of 
oil and gas, and that productive strata 
may be within reach of the drill over a 
considerable area in this part of the 
State. 

As shown by the Ray topographic map 
issued by the geological survey, the sug- 
gested site for the Nesson anticline test 
well is near the north bank of the Mis- 
souri River and is 18 to 20 miles by road 
from the Great Northern Railway at 
Ray. Fuel for drilling can probably be 
easily obtained from the many local lig- 
nite mines and prospects, but eastern 
coal could be hauled from Ray. 








LAYING OIL LINE 
WICHITA FALLS, Tex., June 16.— 
The Texhoma Refining Co. is laying a 
4-inch oil line from its leases in the Wag- 
goner land in the South Electra Pool, 
a distance of 4 miles, to the company’s 
new loading rack on the Fort Worth & 
Denver Railroad and will ship its crude 
to the refinery in Wichita Falls. 








REFUSE RATE REQUEST 

WASHINGTON, D. C.. June 16.— 
The Interstate Commerce Commission 
has refused a request of the Louisiana 
& Arkansas Railroad Co., et al to es- 
tablish rates on crude petro'eum, fuel 
petroleum, petroleum residuum and gas 
oil, between points in Louisiana by 
routes operating througn Mississippi, 
without observing the provisions of the 
fourth section of the interstate com- 
merce act. 








Chicago Bridge & Iron Works 


2128 Transportation Bidg., CHICAGO 
8147 Mudson Terminal, NEW YORK 


1054 Rialto Bldg. 1641 Praetorian 
SAN FRANCISCO Bldg.—DALLAS 


BUILDERS of HORTON TANKS 
33 

















Amil A. Anderson Frank B. Anderson 
ANDERSON & ANDERSON 
Mining EXngineers and Petroleum 
Gevlogists 
304 Bitting Building 
Wichita, Kans. 

Telephone Market 2887 











LATEST MAP OF SOUTHERN 
Wyoming Oil and Gas Fields 
Lost Soldier, Mahoney Dome and ad- 
jacent structures, statigraphic section, 
wells, known contours, anticlines, roads 
and general data. White prints, paper, 
$8.00; linen, $10.00. 


CARBON COUNTY MAP CO. 











Rawlins, Wyoming, Box 581 














HEETER’S IMPROVED 
PIPE GRIPE 


(Patent applied for) 
Used for setting up and unscrewing 


casing. Jaws can be renewed. 
No. 1 will catch 2%-inch to 5-inch casing. 
No. 2 will catch 5 -inch to 12-inch casing. 
No. 3 will catch 10 -inch to 20-inch casing. 
Carried in stock by all the leading supply stores. 
Write for Catalogue No. 5 


C. M. HEETER SONS & CO., Inc. 
BUTLER, PA. 














Gasoline Plants 
Gas Compressing Stations 





Topping Plants 
Refineries 


Designed and Installed Complete 


FEDERAL ENGINEERING COMPANY 
PITTSBURGH, PA. 

















A NON-MIRING WAGON 


animals or tractors can work. 
Shipments from Chicago fact 


and prices on request. 


ATHEY TRUSS WHEEL CO., 130 N. Wells St., Chicago, U. 6. A. 
Cable address: “Trusswheel, Chicago” 
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Capacity, 10 tons. Adapted for haul- 
ing over sand, mud, bad roads or soft 
ground. Loose fit of track band 
minimizes wear on pins. Trussed 
rack rigidly flat on ground at all 
times. More freight with less power. 
Will carry capacity loads wherever 


rect to you at any point. Information 























VAN TILBURG 


Continuous Redistilling Process 


Recovers the full gasoline content of crude oil without re- 
running any of the distillates. Increases yield of gasoline. 
Reduces labor and fuel consumption. Increases capacity of 
Cost of installation does not exceed: $150 for each still. 


Blue Prints Sent to Refiners on Request 


F. E. VAN TILBURG & CO. 
25th Ave. and Delaware St. S. E., 














Equitable Meter Company 


422-434-444 First Avenue 
PITTSBURGH, PA. 


Meters and Regulators for 
Natural or Artificial Gas 


Sizes, 1" to 24 











Small Investments = 


you invest in a classified ad in Ge Oil and Gas Journal, the per- 
centage is there, your returns are sure, because through the 
Journal you can place your ad before a larger number of men who 
are interested in the Petroleum Industry than by any other means. 
It makes no diffrence what you have for sale—whether it 
field equipment or personal service—a classified ad will 
enclose check at the rate of 25c. for six 


and mail to THE OIL AND GAS JOURNAL, Tulsa, Okla. 
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REPORT OF OPERATIONS 


IN EASTERN FIELDS 


(Continued from Page 116) 








White, Leedom & McCormick 11......-. 6 

White, Leedom & McCormick 14....... + 

McCray, Espy Oil 4......++..-seeeereee 1 

Berry, Peter & L. T. Berry 2%.......--- 1 

Linch, Boyle & Kaiser 7.....--.-+-+-- 1 

Welch, H. Miller 8.......--++++-eeeere> 1 

Willings, Kurtz et al 2.........--- 1 

Buchanan, J. G. Williams et a} 1. 1 

Buchanan, J. G. Williams et al 9 1 

Balliett, Gordon & Co. 3.....--+e++++> 1 

Knight, Dempseytown Gas 1, 2.....---- gas 

rion— 

YB ny M. H. Johnston 15........--- 1 

Garis, Alum Rock Gas 2....-.---+++++> ; 

Bell, Grace Oil 4......--+:sseeerrerees 

Thiess, Corlett, Smith et al 1......+--- : 

Ritts, Cole & Knigh Se weer paces cverewe 3 

Burris, Altman & ae ia wedspeccee's 1 

Rowe, Alum Rock Gas 2.....--++++++5> dry 

McKissick, W. T. McKissick 4....--.-- gas 

Galey, E. A. Bream Co.......-----++++> : 

Obenrader, Alum or i BS aie eee abe : 

w, Younkins et al 1.....-.++++> 

Johnson, B Henry Johnson & Co. 1....--- 1 

Merc ‘ 
Black, ‘Baira & VanEman «t ail 3.....-.. 
Lawrence— 
Drake, Burney, Gilson et al......--+++- gas 
Forest— 

Clapp, Harvey Whitmer et al 2......--- gas 
Wells completed ....------seererrs os 
Production .....---+++ ceeeeeerere ’ 4 
DEY ccccccccsecscrcsescessssssssere : 
PS A ree ery | Pree 


ALLEGANY FIELD 


8 
Fee, Forest Oil (six rigs). 
Fee, oT 
a First Nat. Bank of Cuba. . 
Boyd & Silaught, Andover State Bk. et a 
Brown Land & Oil, L. H. C. & Agent, First 
Trust Co., Wo et al. 
State Bank of Bolivar, Whiteman et al. 
. J. Dormitt. 
Voast et al, William F. Lane et al. 
Williams, Empire, Ltd. 
Moore, Ebenezer Oil. 
ellis Drilling 
Fee, Forest Oil (five wells). 
Fee. L. W. Shanor et al. 
Fee, Taties 
Fee. State Bank of Bolivar. 
Fee, Lavens Oil Corp. 
Childs, U. G. Wilson Est. 
Fee, Clyde Jordan. 
Fee, Emma A. McEve 
Heseltine, Atwood & Stebbins. al 
oks, ells ° 
Piecnieas, * Dusenberry et al. 


R. 
Fee, E. G. Williams et al. 
Berteil, Putnam et al. 
Berteil & Berteil. 
Fee, Hazelwood Oil. 
A. J. McDivitt. 
R. J. Dormitt. 
Fee, Sadie Sawyer. 
Fee, F. McDormitt. 
Norton, Knight’s Creek Oil. 
Johnson, Albert Oil. 
Nobles, Empire. Ltd. 

Rigs, 16; wells drilling, 28; 
mene FIELD 


total, 44. 


North B h ol 2. 

Fee. Nort ranc 

Hamlin estate, South Penn Oil 87. 

Burns. Krampf & McCandless 18. 

Fee. Breese Oil 13. 

Bing, 300, T. W. P. Oll, Ltd. 3. 
La 


Fee, E. EB. wry. 
Franchot, John Jackson, Jr. 15. 
Fee. Hazelwood Oil 18. 


Haven, Pringle a Korner Bros. 

Fee. L. G. Dan 

Venwarmek O. & 'G, Arnold Oil et al. 
Quintuple Oil, Jane Zane estate. 

Fee. Grant & Mohan 62. 

Bing. 149, Rock Hil! Oil. 

Kennedy & Clark, South yeas Oil 26. 


Bing, 136, Kennedy Co. 4, 

Bing, 188, L. J. Harris 27. 

Bing, 593 (resurrected), Oakes & Sons & 
Diamant 2. 

Morse estate, Howard & McCandless. 

Bing, 370, C. L. Wann et al 


Bing, 670, South Penn Oil 79. 

Borden, South Penn Oil. 

Lafferty. Hazelwood Oil. 

Lafferty, George & George. 

Lawton, Gallup Elder et al. 

cook oe + 
wton, ean Trust Co. 

Wells 


Fes, North Branch Oil 1. 
Hoofman, creer Ow 25. 


Mayrock Oil 27. 
Phalon & Underwood. 
Smith. 
South Penn Oil. 
estate, John E. Karl & Co. 24. 
C. Roat 21. 
J. V. Golden 18. 
Bliss —_ M so 
it Jaden et al 11. 
a oronre et al 11. 
L. Lilly 13. 


et al, A. 
Flood. Oil 24. 
Wm. Whitehead et al. 

A. J. Crisman. 
F. M. Johnston & Son. 
H. E. Greer. 
Jeutter Bros. 10. 
Leasure. South Penn Oil. 


Fee, 
Fee, Smith & 
Fee, 









Fee. Melodia Jones. 

Fee, J. H. Rose 31. 

Bing, 172, Kish waukee Oil 42. 
Fee. South Penn Oil 20. 

Fee, South Penn 2 


‘0. 
Evans et al 80. 


Kennedy, 
rd Bros. et al 
Cc. L. Wann et al. 
Lane .ot al. 








Bing, 401, J. E. Ward. 

Bing, 490, T. H. Kennedy No. 2, 94. 
Bing, 500, D. W. Daly 23. 

Bing, 533, South Penn Oil 56. 
Bing, 568, Associated Prod. 247. 
Fee, Joseph Boucher 2. 

Gray, W. B. Miller. 

Borden, W. B. Miller. 

White. South Penn Oil 

Borden, South Penn Oil 

Porter. Forest Oil 

Baldwin, Forest Oil. 

. . C. A. Duke. 
Robinson, T. H Kervin, Jr. 
Slater. Patton & Wilson. 

Fee, Fennell & Wormer 
Whipple, South Penn Oil. 

Farr, Van Vetchen & Son 


Campbell. Geo. F. Devlin 

Fee, S. Seward. 

Fee, F. 8S. Boquin. 

Booth R. Porter. 

Fisher, M. E. Jones. 

Mehan, Zane Est. 

Fee. B. Devlin. 

Henry, Hardy et al. 

Melvin, South Penn Oil. 
Lawton, Gallup Elder et al. 
Wright, D. W. & M. D. Wright et al 
Lawton, Suhr, McSweeney Co 


Bingham, J. L. Yerdon. 
Bingham, South Penn Oil. 
Rigs, 27; wells drilling, 64; 
MIDDLE FIELD 
Wells Drilling 
McGee, F. E. Hertzel 25, 26. 
Jennings, C. E. E. Carnahan 26, 27. 
Siggins, C. E. Carnahan 20. 
Siggins & Helm, C. E. Carnahan 15, 16 
Hunter, Clinger Oil & Gas 25. 


total, 91. 


Schoellkopf, C. E. Carahan 8. 
Hoffman, F. C. Proper 9. 

Yaeger, Brockelhurst & Co. 3. 
Samuelson, W. P. Booth. 

Lot 530, Boyles & Johnson Bros. 17. 


Lot 630, James Howe 1. 
Bingham, Stewart & Co. 6. 
Bailey, Bailey & Co. 20. 
Cram, Mead & Hood 7. 
Weed. Edwards & Bedford 7, 8. 
Wells drilling, 19. 
VENANGO-CLARION 
Rigs 
Cross, H. J. Hoffman 4. 
McFadden, Cohn, Coovert et al 8. 
Lord, Bruner, Dale et al 1. 
Tract 73, S. ¥Y. Ramage 11. 
Clarion— 
McElhatten, Whitehill & ne, 4. 
Mehrton, Mehrton et al 
Wells Drilling 
Crossman, O. S. & Leo Benedict. 
Venango O. & es Venango Oil & Land 208. 
Dundas, O’Bail Oil & Grant 
McFadden, Franklin Trust Co. C-9. 
Walters, Vandresser & McCoy 10. 
Surrena, Thorn & Co, 4. 
Hovis, R. G. Hancox et al 38. 
Eakin, G. A. Eakin 25 
Critchlow, S. Y. Ramage 31. 
Buchanan, Hettenbaugh, Grimm et al 34. 
Crawford, Crawford, Gregory & Co. 77. 
O’Beighle, Craig, Hoffman et al 165. 
Cowan, Oil City Trust Co : 
Seely, Rice, Thompson et al 21. 
Nelson, Oil City National Bank 6. 
Smithman, J. B. Smithman 167 
Willings, Kurtz et al 3. 
McBride, S. P. McCalmont et al 43 
Clarion— 
King, Grimm & Co. 2. 
Mull, Mull 1. 
Rourjan, C. F. Medekind et al 3. 
Graham, Alum Rock Gas 56 
Star, Star Oil Co. 2. 
Heasley, Shorts & Heasley 6 
Kenemuth, J. C. Edinger 1 
Neely, C. Neely et al 1. 
Garis, Mong, Garis et al 3 
Garis, Alum Rock Gas 3. 
Galey, E. A. Bream Co, 3. 
Reichart, H. M. Best et al 1 
Grazier, Tippery, Birnie et al 1 
Fleming, Campbell & Fleming 1. 
Rigs, 6; wells drilling, 32; total, 38. 
BUTLER-ARMSTRONG 


igs 
Boggs heirs, R. & W. V. Burkerd. 
Horner, J. S. Walker. 
Turner, Robert Meek. 
O’Hara, James O’Hara 6 
Beitler, Steen & Co. 1. 
Montgomery, E. W. Pitts 3 
Peters, Fairle & Peters 2. 
Trautman, Jas. O'Hara 6. 
Rabbitt, John Rabbitt 2 
Lowry, Dan Lowry et al 1 
Weiland, C. J. Geibel 2. 
Creamer, Creamer Bros. 2. 
Williams heirs, Riddle, Cross et al 8. 
Wells Drilling 
Brown, E. E. Campbell et al 3. 
Campbell, Baird, McCandless et al 9. 
Cumberland, Baird, McCandless et al 2. 
McCandless, Willis M. Ruby 10. 
Wallace, McGonigal & Donaldson 2. 
Goehring, Wm. Pfeifer et al 
Douthett, Reynolds & Co. 1. 
Boggs, Schenk, Brown & Co. 2 
Seybert, A. & J. F. Seybert 1. 
Duffy, W. J. Parker 9. 
Keasy, M. B. Cypher & Co. 2 
Rigs, 13; wells drilling, 11; total, 24. 
WELLS COMPLETED 
SOUTHWEST PENNSYLVANIA 


WASHINGTON COUNTY 


Stevenson, ay od on! Ne Pg G. Co. 1 dry 
Andrew, Mfrs. SF aoe 25 
Moore, E. H. Stwte ee See ary 
ALLEGHENY COUNTY 
Duthil heirs, J. D. Fowler | & Co. 6 . gas 
Barto, John Barto & Co. 2 ........... 1 
Kelley, Valley O. & G. Co. 2 .......... 1 
Cc. W. Invtm. Co., Thomas McDermott 1 dry 


Pgh Railways, Philadelphia Oil Co. 1.. 135 
Dunlap, West Farms 0. & G. Co.1.... 55 


BEAVER COUNTY 


Smith, J. H. McCarthy & Co. 1....... gas 
Buchannan, T. C. Dawson & Co. 12 .... 1 
Laughlin, Freshwater O. & G. Co. 2 dry 
GREENE COUNTY 
Titus, Fred Garrison 17 .............++. dry 
Rice, Philadelphia Oil Co. 1 .......... gas 
Clovis, Roy Clovis & Co. 1 ............ dry 
Yates, Snyder & Co., 1 .... eee eeeens 10 


THE OIL AND GAS JOURNAL 


ee ee a ere gas 
Loughman, Mfrs. L. & H. Co. 1....... dry 
Voenner, Mira. Tt. & H Cé. 1 ..0c ses gas 

i rrr 19 


Production 





WASHINGTON COUNTY 
Rigs 

J. S. Watson & Co. 2. 
Wm. K. Smith 2 

Wells Drilling 
Scott heirs, Magnetic O. & G. Co. 1. 
Ryan heirs, Howard O. & G. Co. 4. 
Clark, Mfrs. L. & H. Co. 1 
Dickerson. Mfrs. L. & H. Co. 1. 
Day, Mfrs. L. & H. Co. 1. 
Mounts, Mfrs. L. & H. Co. 1 
Yoder, Surprise O. & G. Co. 1. 
Day, Carnegie Gas Co. 1. 
ALLEGHENY COUNTY 


Berry, 
Huston Est., 


Rigs 
Lyons, M. M. Walley & Co. 8, 10. 
Rampt, Clark & Co. 1, 
Price heirs, O. Miller & Co. 4. 
Sevenderman, Booker & Mellon 1. 
Bowman, H. D. Walters 1. 
Shenot, Leidecker & Co. 14. 
Musgrave, H. C. Frye & Co. 1. 
Ewing Bros., 8. D. Robinson 14 
Armstrong lot, Sidenstrider Oil Co. 1 
Abercrombie lot, J. D. White Oil Co. 1. 
Wm. Abercrombie, Jefferson Davis Oil Cu. .i 
Wells Drilling 
Long heirs, American N. G. Co. 3. 
McCombs estate, American N. G. Co. 1. 
Elliott. Phillips G. & O. Co. 1. 
Mallasee, Phillips G. & O. Co. -® 
McMath, Morse O. & G. Co. 1. 
Murphy, Murphy & Co. 1. 
Cribbs, McKee & Co. 1. 
Backus, Penn Mex Co. 1 
Weir, Weir & Co. 1. 
Brewerman, McAvoy & Co. 1 
Pegher, Bowser & Co. 1 
Robinson, McClymonds & Co. 2. 
McPherson, H. D. Walters 1. 
Handrick lot, J. D. White Oil Co. 1. 
Duncan, Eiselfris Oil Co. 2. 
Swentzell, Swentzell Oil Co. 3. 
Bell, John A. Bell 1. 
BEAVER COUNTY 
Rigs 
Connell, Forest O. & G. Co. 8. 
Covert. Service C’k Oil Co. 8. 
Ferguson, N. W. O. & G. Co. 10. 
Wells Drilling 
Frazier heirs, Wm. Wilson 1. 
GREENE COUNTY 
Rigs 
Huffman, Wind Ridge Oil Co. 1. 
Jennings, Carnegie Gas Co. 1. 
Parry, Milliken & Hoskins 1. 
Ferguson heirs, Ferguson O. & G. Co. 4. 
Garner, Mfrs. L. & H. Co. 2. 
Brown, Brown O. & G. Co. 4. 
Wells Drilling 
South, Fred Garrison 1. 
Meyer, Greenboro O. & G. Co. 1. 
Turner, Greenboro O. & G. Co. 1. 
Wildman, Carnegie Gas Co. 1. 
Miner, J. L. Garard 4. 
Barb, Union O. & G. Co. 2. 


Kent, Freeland O. & G. Co. 1. 
Whitehill, Peerless O. & G. Co. 1. 
Chess, Carnegie Gas Co, 1. 


Brunson, Mfrs. L. & H. Co. 1. 

Griffith heirs, Mfrs. L. & H. Co. 1. 

Ferrell, Philadelphia Oil Co. 1. 

Anderson, Carnegie Gas Co. 1. 

Grim, Carnegie Gas Co. 2. 

Bryner, Carnegie Gas Co. 1. 

White. So. P. O. Co. 4. 

Grim, Grim O. & G. Co. 1. 

Bradley, Phillips Drilling Co. 1. 

Hoskinson, Fox Hill O. & G. Co. 1. 

Estel, Covert & Phillips 1. 

Hughes, Mfrs. L. & - Co. 1. 

Grim-Carpenter, Wyoming Fuel Oil Co. 1. 

Adams, Philadelphia Oil Co. 1. 

Brown, Waynesburg Gas Co. 1. 

Drier, Carnegie Gas Co. 3. 

Bebout, Carnegie Gas Co. 1. 
Rigs, 25; wells drilling, “Ba; 


WEST VIRGINIA 
LEWIS COUNTY 


total. 75. 


Edniston, Moran & Krouse 1 ......... dry 
BEG, TONS BOS CO. EB cccccccccvccce dry 
State Hospital, State Hospital 1 ....... gas 
Call, Weston Glass Co. 1 ....ccceccoce 6 
Sleeth, Philadelphia a Pree gas 
Dees We Oe. Ge Ge B sacescavccecevnc dry 
scaneem COUNTY 
Huey heirs, F. W. Bartlett 8 .......... gas 
Rowand, Phila.. Ol) Co. F ...ccccccece ° a 
Shanks, Hope C. & R. Go. 2 .......... gas 
HARRISON COUNTY 
Sidebottom, Hope C. & R. Co. 1....... gas 
McDonald, Hope C. & R. Co. 1........ gas 
WETZEL AND TYLER COUNTIES 
Biter, Mie. I. & HM. Oe. 2 cecccseccs - gas 
Coeee Bee, Ba @ BE. Ge. 2 vccccceoes gas 
J. A. Riter, Hope Gas Co. 4 ........ gas 
ia ey Se: = Gee gas 
res , eee Ge GR, DB nc cccccccvccesec 5 
Morgan, Davis Wells 6 ............6. 5 
meneneee, GO. FT. GO Ca. 8 ik. .cccvcers 3 
Lyons, Carnegie Gas Co. 1 ........... gas 
Englebert, Southern Oil Co. 5 ....... 6 


Polieck, Caz & Gorrell 8 ...ccscccoe 5 


Ses, BORER Cll Ca. 8 no. ccccvcviccer 25 
Ash, Stephens Drilling Co. 1 ......... gas 
MARSHALL COUNTY 
Hall, Big Five O. & G. Co. 1 ......... dry 
M. Howard, Mfrs. L. & H. Co. 1 ..... gas 
L. L. Howard, Mfrs. L. & H. Co. 2 gas 
Crawford, Carnegie Gas Co. 1 ....... gas 
es Be HN GY B. o.6'c cc ceccwccccece gas 
Campbell, Deem Dev. Co. 1 .......... 2 
Wayman, Lynn Camp. Oil Co. 1....... dry 
HANCOCK COUNTY 
Herron, J. E. Herron & Co. 2 ........ 2 
DODDRIDGE COUNTY 
Randolph, Randolph O. & G. Co. 1 .... 4 
Calhoun, Carnegie Gas Co. 1 ......... dry 
McGee, I. O. & G. P. Co. 4 ....-+.... dry 
Mason, I. O. & G. P. Co. 10 .......... 20 
Doak, Carter Oil Co. 4 ........eeeeees 4 
Leeson, Carter Oil Co. 1 ......... ° rs 





White, Hope C. & R. Co 
Maxwell, Carter Oil Co. "26 
Netzer, Carter Oil Co. 2 ........ 1 
Hefflin, Mfrs. L. & H. Co. 1 .. : 
Jennings, Mfrs. L. & H. Co. 1 ......... gag 
McClain, Bastern Oil Co. 1 .........,, dry 
Maxwell, Columbian Carbon Co. 47 ... gas 
Porter Maxwell, Murphy Oil Co. 38 ... gas 
Foley. Hope C. @ R. Co. B ......eccece gas 
Davisson, Hope C. & R. Co. D scree denn ’ 
Underwood, So. P. O. Co. 10 ......... § 
RITCHIE COU NTY 
Sommerville, So. P. O. Co. 3 ........, gas 
Frederick, Hope C. & R. Co. 3 ........, 5 
Waeer,: Hi WOO Eos o:9:9.8:646 a wenn 5 
Ayers. L. Robinson & Co. 2 ..........., 1 
Elliott, Hays & Roberts 1 ¢*:9's enamel Kas 
Jackson, R. G. Gillespie 1 ..........., gas 


Shuttleworth heirs, So. P. O. Co. 1 .... 29 
Lowther, So. P. O. Co. 3 
McGinnis heirs, Chalmers O. 


Griggs, Kennedy Oil Co. 1 ........... gas 
GILMER COU NTY 
BMinkle, Hope C. & BR. Ce. 2 nc ccccccccce dry 
Gainer, Hope C. &@ R. Co. 3 ...scicass dry 
SS ee OS ere ary 
en ee ee SE Beerereeerr gas 
W. D. Gainer, Hope C. & R. Co. 3..... gas 
Amos, So. P. O. Co. 6 oes eee 


Zinn, Morris & Gainer O. & G. Co. pte gas 


ee J a 8S ae gas 
eS ee. eS SO eee dry 
Wright, Phila. Oil Co. 1 ............. dey 
BRAXTON COU NTY 
Bender, W. Va. Central Gas Co. 2 .... gas 
WIRT COUNTY 
Fogle. J. W. Graham O. & G. Co. 4 15 
Righter, Heasley O. & G. Co. 4 ......, 15 
WOOD COUNTY 
Leech. C. R. Mann @& Co. 1 .....ccsa ee 
Miner, J. Te SOMOS aes disccdecsact 3 
Congdon, Congdon & Richardson 1... 3 
Schaad, L. P. Bickel & Son 1 ........ 4 
Prete, Himee-Peevey & «oes cece ccevcsnh 2 
Taggart, Gibson & Larkin 1 .......... 2 
Taggart, Gibson & Larkin 2 .......... 2 
Taggart, Gibson & Larkin 3 .......... 2 
PLEASANTS COUNTY 
Cumblidge, Creek O. & G. Co. 1 ..... gas 
Watson, Walnut Run Oil Co 6 ......... § 
Reynolds, Webster Oil Co. 1 ......... dry 
Cheek, TE. ©. MG BS cccvsccscewasall dry 
Peemameets, TH. A. BO © cccccccevesas 10 
mye; Hi. ©. BRP Ses S660 cccccistas 1 
ROANE COUNTY 
Stanley, Heck Oil Co. 3 ........sseeceee 40 
Butcher, Stevens Oil Co. 1 ........... dry 
Beker, Ge. Perk GH Ca. f c.ccccvvcuce dry 
CALHOUN waewres 
sesvin, OO. FT Gs SD ba0-0000< scents 1 
Connelly, Hope C. & R. a ae gas 
JACKSON COUNTY 
Tolley, Carter Of] Ce. 8 .ncccccccccves ary 
PUTNAM COUNTY 
Pullen, St. Albins G. & E. Co. 1 ..... gas 


KANAWHA COUNTY 
Brown, Peerles Carbon Black Co. 22 .. = 
Young, U. F. G. Co. 
Marmet Coal Co., Owens B. & M. Co. 20 a 
Coalburg Collerie Co., So. P. O. Co. 6 gas 


BOONE COUNTY 


% BRB. & P.. Pure Ol8 Co. 82 2... Sc cccs 90 
a 2. @ P.. OE Sag Oil Co. 6 ..... 70 
Cooper, Laing O8l Co. 2 accccccccvccce 3 
WAYNE pall NTY 
Allen, Southern W. Va. Oil Co. 1 ..... dry 
Wells completed .........ceeeevess 100 
eo eee 602 
De -aass 6440034 $5.000000000 0080 19 
ND s-covcnnccevasdcesusdesssveeeeen 9 


LEWIS COUNTY 
Wells Drilling 
Flesher heirs, Chapman & Woodel 3. 
Agricultural Ass’n., H. J. Hall & Co. 1. 
Garton, Premier O. & G. Co. 1. 
Tierney, L. Swartz & Co. 1. 
Lamb, Leading C’k. O. & G. Co. 2. 
Gum, Hope C. & R. Co. 3. 
Simmons, So. P. O. Co. 6. 
Stalnaker, So. P. O. Co. 1. 
Hays, O. F. O. Co. 2. 
Albers, Carter Oil Co. 3. 


MARION COUNTY 
Rigs 


Duncan, Lohn & Barnett 1. 

Talkington, Lohn &-Barnett 1. 
Wells Drilling 

Ammons, Carnegie Gas Co. 1. 

Parrish, Peerless Oil Co. 1. 

Hoy, C. A. Snodgrass 1. 

Murray, Carnegie Gas Co. 1. 

Rice, J. J. Allen & Co. 1. 

Rutherford, M. G. McEfaw & Co. 1. 


meet ~~ COUNTY 


zs 
Goodwin, So. P. O. Co. mr 
McDonald, Hope C. & Co. 1. 
Wells ‘niiline 
Toothman, Owens B. & M. Co. 1. 
Hannah, Rock Camp O. & Gas Co. 1. 
Goff, Percy Oil Co. 8. 
MONONGALIA COUNTY 
Rigs 
Bell, Phila. Oil Co. 3. 
Wells Drilling 
Garrison, Mfrs. L. & H. Co. 3. 
Rutherford, J. B. Thomas 1. 
Wright, So. P . 
Tennant, 5 ° 
Price, So. P. O. Co. 4. 
Stull, Randall Gas Co. 1. 
Tennant, Marshall Oil Co. 2. 
Price heirs, McDermott Oil Co. 8. 
Eddy, Hope Gas Co. 1. 
Heck, Fox Oil Co. 1. 
Johnson, McDermott Oil Co. 
WETZEL AND TYLER COUNTIES 


Rigs 
Butcher, Mfrs. L. & H. Co. a 
Keller, Mfrs. L. & H. Co. 


Rogers heirs, Carnegie Gas Co. i. 
Wade, Carnegie Gas Co. 1. 

Antil, John Gas Co. 6, 6. 
Duhurst, So. P. O. Co. 32. 
Ritter, Hope C. & R. Co. 2. 
Blake, Carnegie Gas Co. 1. 
Snodgrass, Campbell & ‘Kendall 3. 
Anderson, Cox & Gorrell 1. 
Freeland, Carter Oil Co. 9. 
McGinnis, H. L. Lambert 3, 6. ’ 
Moore, Mfrs. L. & H. Co. 1. 
























June y 


Henders 
Jolliffe, 
Petersor 
Marshal 
Dye, Ta 
Swiger, 
Ice, Ho} 
Hardma 
Lyons, ‘ 
Conway 
Nolan, 

Lyons, 

Winning 
Carlin, - 
Hixenba 
Butcher 
Ross he 
Pyles he 
Pyles, B 
Garner, 


Jones, G 
Shanks, 

Markey, 
Logsdon 
Cripps, | 
William: 
Gilbert, 


McKim 
Lyons, } 


Swiger, 

Smith, ¢ 
Boyce, 7 
Roberts, 


Cayton, 

Nay, Lo 
Wilson, 

Hart hei 
Harris, | 
Smith, C 
McKinne 
Nutter, 

Randolp! 
Kelly he 
McIntyre 


Boyce, FI 
Huff, He 
Tharp, C 
Goff, A. 
Prather, 
Lemon, 

Haugh-L 
W. Va. " 
Pope, E. 
Wilson, | 
Hudson 

Barlow, 

Price, Ri 
Bickerste 
Mason, FE 
Miller he 
Bumgarn 


Chevaux 
Mason, Ff 
Morehead 
Hall, Phi 
Gorrell, 1 
all, Ho 
Tharp, C 
Brake, S 
Bode, St: 
Byrd, He 
Lawrence 
Jonas, Ci 
Volcanic 
Volcanic 
West, Bi 
Lantz, H 
Marsh, P 
Marsh-Th 
Kennedy 
Ferrell, 
Tetrick | 
Mason, XN 
Hall, Ho: 
Lowther, 
Howard, 
McGinnis, 
Lambert, 
Doak, B. 


Keller, 1: 
Gray, So. 
Gainer, S 
Goff, So. 


Bush-Hol 
Bentley, 
Hardman 
Rinkk, E 
Bennett | 
Parr, G. 
Trippett, 
Gump, M 
Linn, Ho) 
Rafferty, 
Lynch, E 
Fulton, 
Vanhorn, 


Woofter, 
Spurgeon, 
Riddle B: 
Pell, Bell 
Bentley, 
Beall, Ho 
Donaid, } 
Godfrey, 
Bennett, | 
Keith, Ph 
James, H 
Boggs, H 
Kennedy, 


Shafer, W 
i EE. L. 
Bailey, B 








June 21, 1923. 





































































































































































Wells Drilling WIRT COUNTY 


q Henderson. Mfrs. L. & H. Co. 1. Wells Drilling 

s oe. 5. 0. Wee & Se. 6. McClung-Dupey, Simms Oil Co. 1. 
ie Peterson, John Gas Co. 3. Hopkins, Peter Pepper O. Co. 1. 

: | Marshall, Hope Gas Co. 1. Wetzel, L. E. Schuck & Co. 


4. 
Dye, Tait Bros. & Co. 6. Burnhimer tract, — Oil Co. 4. 


y Swiger, Pentz & Shrader 1. Trout, Carter Oil C , 
os Ice, Hope Gas Co. Dequaise-Bell, W. C. Patterson 7. 
2 & Hardman, Trainer & ‘Ash P Daubenspeck, A. F. Daubenspeck 38. 
. | Lyons, Carnegie Gas Co. Moorhead, J. A. Parks & Co. 1. 
2 5 conway heirs, Mfrs. L. & "a. Co. 1. COUNTY 
5 | Nolan, Wiser Oil Co. 1. woop 

Lyons, Wiser Oil Co. 2 ‘/ Rigs 
. |) Winning heirs, Silver Hill Oil Co. 7. Rost, White Sand 0. o. 3, 
, rlin, Phila. Oil Co. 1. P. Bicle on 
5 Gixenbaugh, Mfrs. L. & H. Co. 2 Schaad, L. Wells Drilling 
1 § Butcher heirs, Mfrs. L. & H. Co. 1 Hendrickson, H. K. Kiffer 2. 
4 4 Ross heirs, Henlon & Horner 1. Norton, Ekas & Bowser 1. 
“ Pyles heirs, Carter Oil Co. 1. Foley-Smith, Penn Royal O. Co. 2. 
y pyles, Hope C. & R. Co. 1. Elder, Bowser & Ekas 1. 
3 | Garner, Hope C. & R. Co. 6. Smith, Bowser & Ekas 1. 
3 MARSHALL COUNTY PLEASANTS COUNTY 
8 Rigs _ Ly os 

s, G. B. Patterson 1. Miller heirs, Nolan 

’ cenks, Mfrs. L. & H. Co. 4. Wells Drilling 
. Markey, Decem Dev. Co. 1. Fleming, C. Harrol & Co. 1. 
y Logsdon, Marshal! & Preston O. & G. Co. 1. Cumblidge, A. Neely 2. 
7 Cripps, Mfrs. L. & H. Co. 1. Barrett, John Daughorty 2. Co. 1 

Williams, M. & P. O. & G. Co. 1. Rawson, Arnold, Adams & Co. 1. 


Marple heirs, Fred D. Meister 7. 
Farley, Coster OG Co. a . 
Reynolds, arrar 
& Eee estate, Sloan & Peddengaus 16. 
Fraeker-Hackson, Frank Shrier 12. 
ROANE COUNTY 
Rigs 


Larch, O. F. O. Co. 19. 


Hope Gas Co. 1. 
BROOKE COUNTY 


Gilbert, 


Rigs 
McKim Sisters, McKim Oil Co. 14. 
HANCOCK COUNTY 
Wells ee 


aa 
“ARIA MONS Geer MARE en 


Lyons, Miller & Co. 
i r Lewis, So. P. O. Co. 4. 
5 — COUNTY Craig, So. P. O. Co. 19. 
a gs Anderson, Fisher 0. 
} swiger, Mfrs. L. & Co. 1. _— Wells Drilling 
5 Smith, Creed Oil Co. My Pool. Pool Oil Co 1. 
3 Boyce, Trainer & Travis 5. Green, Hecx Oil Co. 65. 
2 | Roberts, Keystone Oil Co. 4. Price, Heck Oil Co. 1. 4 
4 : Wells Drilling Kelley, Brown Farm Oil Co. 4. 
2 —_ Vv: > Sees 2 Brewn, @. EF. O. Co. 
2 Cayton, yarner Bros " ( ALHOUN COUNTY 
: wits tortor : G 13 Co. 1 Rigs 
son, ope 7as e 
; oot helen, I. Oo. & G. P. Co. 1 Mitchell, M. F. Crowley. 3. 
Harris, Hope C. & R. Co. 1. . ae & oO ns . 
8 Smith, Carter Oil Co. 4. Jvewman, : 
5 McKinney, Carter Oil Co. 1. er ag 8 Pell & Newman, Federal O. & G. 
y Nutter, W. D. Gribble 1. 0. 
y Randolph, Trainer & Travis 3. Miller. McIntosh & Sects OC. om 1. 
0 Kelly heirs, Raccoon O. & G. Co. 2. Duffield, Hope C. & R. 
1 Mcintyre, Carnegie Gas Co. 1. JACKSON COUNTY 
RITCHIE COUNTY Wells Drilling 
0 Rigs Staats, U. F. G. Co. 1. 
y Ray Phila. Oil o's Lytton, U. F. G. Co. 1. 
y ee a ee LINCOLN COUNTY 
Huff, Hope Gas Co. 3. Drillf 
Tharp, Carnegie Gas Co. 2. Wells Dr *¥. as i ie, SE. 
0 Goff, A. J. Goff & Co. 1. Standard Fuel Co., James Po 
4 Prather, Hope Gas Co. 2. Wade, So. P. O. Co. a 
Lemon, So. P. O. Co. 41. CLAY COUNTY 
+ Haugh-Lambert, So. P. O. 9. Rigs 
W. Va. Tract, Whitwood O. ~ 29. King heirs, White Gone Pet. og 3. 
Pope, E. E. Pope 2. Williams heirs, E. C. Co. 
J Wilson, Hope Gas Co. 2. Wells Drilling 
Hudson heirs, Continental Ol] Co. 38. Harshberger, E. H Stevenson 4. 
s Barlow, Rinehart Oil Co Aa Evans, Smithers & Grease 1 
8 Price, Rogers & Rexroad 1. COUNTY 
8 Bickerstaff, So. P. O. Co. 1. pursae . 
8 Mason, Hope C. & R. Co. 3. Co. 3. 
Miller heirs, O. C. Satterfield 1. Wheeler tract, Lagan, See Go. 4. 
6 Bumgarner, Kennedy Oil Co. 1 Hendticks heirs, So P. O. Co. ¥ 
. F y. A COUNT 
o | Wells Drilling <8, > 
: ; Chevaux de Frise, Chevaux de Frise 1. Goode, U. F. G. Co. 1. 
Mason, Hope Gas Co. 1. Graham estate, U. F. G. Co. 
y Morehead, Hope Gas Co. 1. Roane Land Co., Allegheny o. & G. Co. 38. 
: Hall, Phila. Oil Co. 1. Gatchell, Empire Pet. =e. 3. 
J Gorrell, Hope Gas Co. 1 Frye, K oO. & G. 1. 
: Hall, Hope Gas Co. 2. Ward heirs, U. F. G. Co. 43, 44. 
’ Tharp, Carnegie Gas Co. 3. Sunday C’k Coal Co., U. F. G. Co. 15. 
’ Brake, Star O. & G. Co. 1. Wells Drilling 
Bode, Star O. & G. Co. 1. Brown, Tidal Osage Oil Co. 27. 
Byrd, Hope Gas Co. 1. ugherty, U. F. G. Co. 1. 
Lawrence, Hays & Roberts 2. pow .. L. Co, Owens B. & M. Co. 
Jonas, Coss O. & G. Co. 3. 11, es 
Voleanic Tract, Clark O. Co. & Hines 61. Imperial Coal Co., &: ¥. a. Co. 27. 
Voleanic Tract, Hope C. & R. Co. 4. Baillie, So. P. O. Co. 3. 
West, Big Sand Oil Ce. 2. Bd. COUNTY 
Lantz, Hope Gas Co. 1. Rigs 
Marsh, Phila. Oil Co. 2. Co., Pure Oil Co. 202. 


Marsh-Thomas, 
Kennedy Oil Co., 
Ferrell, Ferrell Farm O. Co. 
Tetrick heirs, Deems & Co. 1. 
Mason, Mason Oil Co. 1. 
Rc 


Premier Glass 


Co Williams Coat 
Griffin Prod. Co. =7' R. 
4. 


& P. Tract B, ie) Oil Co. 
Epling, Owens B. & M. Co. 1. 
— Wells Drilling 
R. C. Co.. Owens . Co 
1. Williams Coal Co., Pure Oil Co. 217. 
L. R. 


Hall, Hope C. & Co 9 
. & P., Pure Oil Co. 22. 
oa a Sutterfield ~~. L. R. & P. Tract B, oe . yg .. 
McGinnis, I. O. & G. P. Co. 2. 3. c. R. M. Co., Owens os . 
Lambert, V. F. & L. O. Co. 2. Paul-Dickison, So. P. c . 
Doak, B. S. Horner & Co. 1. CABELL COUNTY 
Wells Drilling 


GILMER COUNTY 
Rigs 
Keller, Ira D. Cox 1. 
Gray, So. P. O. Go. 1. 
Gainer, So. P. O. Co. 1. 
Goff, So. P. O. Co. 8. 
Hardman, So. P. O. Co. 6, 
Ellis, So. P. O. Co. 3. 
Bush-Holt, Hope Gas Co. 2. 
Bentley, So. P. O. Co. 1. 
Hardman, So. P. O. Co. 3. 


Duty, Duty O. & G. Co. 1. 
Chapman, Union Central O. Co. 1. 
Conner, J. H. Harshbarger & Co. 2. 
White, Midway City G. Co. 1. 
Gillenwater, Meabon & Huffman 4. 


7 RALEIGH COUNTY 


Rigs 
Rowland Co., Fisher Oil Co. 4. 
WAYNE COUNTY 
Wells Drilling 







Rinkle, Hope C. & R. Co. 2. Jones, David Fox & Co. 1 
Bennett heirs, W. H. Bickle 2. LOGAN COUNTY 
at G. L. Cabot 2. Wells Drilling 
rippett, G. L. Cabot 2. Thompson & Co.; Ohio Fuel Oil Co. 1. 
Gump, Maze O. & G. Co. 1. . 167; total, 267. 
Linn, Hope C. & R. Co, 9. meats db ise> te 825 93 
Rafferty. Hope C. & R. Co. 2. SOUTHEAST OHIO 
4ynch, Elliott O. & G. Co. 1. 
Fulton, Phila. Oil Co. 1. WELLS COMPLETED 
Vanhorn, Hope Gas Co. 1. MONROE COUNTY 
Wells Drilling Rouse, W. C. McBride, Inc. 1.......... a 
Woofter, Hope Gas Co. 1. Devore, H. Windland & Co. 1......... 1 
Spurgeon, Phila. Oil Co. 1. Trigg, E. Ferguson & Co. 3............ 15 
Riddle Bros., Benson Oil Co. 6. Shepard, N. G. Co. of W. Va. Bo cctces 76 
Pell, Bell Farm Oi: Co. 2. PERRY COUNTY 
Bentley, So. F. ©. Co. 1. McDonald, John Holden 18............ 1 
Beall, Hope C. & R. Co. 6. 6. Moyer, Buckeye Sapely 4S Ere 2 
Donaid, Hope C & R. Co. 1. Burns, heirs, meee Denman & Co. 3.. 30 
Godfrey, Hope Gss Co. 1. HOCKING COUNTY 
Bennett, So. P. O. Co. 2. Stone, Gordon Oil Co. 2.......ceeeeees 25 
Keith, Phila. Oil Co. 2. Hamilton Bros., Preston Oil Co. 10..... 10 
James, Hope Gas Co. 1. Hamilton 11 a., Clendenning Oil Co. 1.. dry 
Boggs, Hope Gas Co. 1. Harrold, Success O. & G. Co. 1........ 10 
Kennedy, Hope Gas Co. 1. aes, Sa 2. "y. nes 606-one ~*~ 
- 7 isbennett, reston O. B.ccccccece 
BRAXTON COUNTY Cook, Arkansas Gas Co, 3. gas 
Rigs Cook, Arkansas Gas Co. 4. 2 
Shafer, Ag v% C. Gas Co. 1. H. V. P. Co., Chartiers Oli “Co. 165. 365 
L. K. T. Co., Hope Gas Co. 1. Marlow Oil Co., Griffin Prod. Co. 3.... ary 
Bailey, ‘peliey & Co. 1. H. V. P. Co., Chartiers Oil Co, 184.. 2 
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Tracy estate, Kachelmacher estate 7... = 


Myers, Arkansas Nat. Gas Co. 1....... ry 
Guess, Buckeye Supply ~~ Base deccened 30 
Davis, ©. Fe Gi OG, OO Bi csccsvecsccve ary 
Trobridge, ATT Oil Co. Bisedebeccse dry 
MUSKINGUM COUNTY 
Harrop, Carter Oil Co. 4........0e005- 6 
Harrop, The Wilbar Oil Co. 6......... 3 
Morningstar, Swingle O. & G. Co. 1.... dry 
Merningstar, Swingle O. & G. Co. 2... dry 
Baker, Pure Oll Ce. 2 ncccssccccccecccs 30 
LICKING COUNTY 
Gerd, Pure Clb OO; Geccecssescccccsene 10 
Everett, E. H. Everett Co. 16 ........ 20 
Wilson, Ralph Bros. 1...........00e008 1 
Mossman, Ralph Bros. 7 ........se++. 2 
Mossman, Ralph Bres. 8.......ccccces 3 
Irwin, Spindler & Donaldson 1 ....... 4 
Irwin, Spindler & Donaldson 2 ....... 4 
Irwin, Spindler & Donaldson 3........ 6 
NOBLE COUNTY 
ewe, Cite Be Ce. Be ak 6d.s00.00 oc c0ccese 3 
Speary, Speary Bros. 42.............05. dry 
McLaughlin, W. H. Gibson & Co. 1..... dry 
Moreland, W. D. Moseley & Co. 1...... dry 
Mahler, W. L. Clark & Co. 12.......... 4 
Harper, Way Wickens & Co. 5 ....... ° 5 
Nau, H. Hendershot & Co. 7........... dary 
Thomas, J. H. Yearin & Co. 6......... 1 
Hohman, Felix Gerst & Co. 6.......... 6 
Blake, J. C. Dinsmoor estate 23...... gas 
Warner, Clymer & Co. 2 ........e0008 dry 
Apeswrens, 6. GC. BGG Be oucescoccccvcce dry 


KNOX COUNTY 
Petrie, Snyder & Co. 1 y 
Fawcett, Highman & Devore 3......... 3 
Fawcett, Highman & Devore 4......... 3 
TEAROCOON, TE. BRPGEP Succcccccccscccses & 
BEOMOOON, TE, GEMS Esccccssccccccnses 3 
McKee, Rocky River O. Co. 20........ 6 
McKee, Rocky River O. Co. 21......... 3 
Cotger, Prestem Ge Ge. Bbsi cc ccccccccs 3 
Colger, Preston Oil Co. 16............. 3 
Ulery, Russell Straus & Co. 11......... 3 
McCamment, W. J. Speary 9........... 6 
McCamment, W. J. Speary 10......... 6 
McCamment, 3. DB. BO & Ge. Cu cccoces dry 
Bebout, Russell & Snyder 1 ........... 2 
Snively, East Ohio P. & R. Co. 9...... 6 
Snively, East Ohio P. & R. Co. 10..... 6 
Snively 64 a., Upham Gas Co. 6....... 6 
Snively 54 a., Upham Gas Co. 6....... 5 
Snively 64 a., Upham Gas Co. 7....... 7 


HOLMES COUNTY 
Miller, East Ohio Gas Co. 1........... 3 
URI, Bast Ohio Gas Co. 8.......cece00. 66 
Uhl & Son, East Ohio Gas Co. 3....... 40 
MORGAN COUNTY 
Huffman, B. B. Putman 8............. 2 
ATHENS COUNTY 
Copeland-Barths, Sayer & Co. 4 
Wetherel, D. S. Boyle 9......... 
Hotten, Brocalsa Chem. Co, 1.......... 


WASHINGTON COUNTY 








Matheney, J. Campbell & Co. 1........ 6 
Reader, FP. B. & FT. SO. ST.ccccsccccese 2 
Moore heirs, EB. Clark 76...........065 6 
Greenlees, Bebout O. & G. Co. 1....... 10 
Francisco, J. B. Francisco £ Co. 6.00. 1 
VanWormer, O. F. 8. Co. 2...... 1 
Hollingsworth, William Ott Co, 2. 1 
Edwards, Square Deal O. Co. 1........ 1 
Weckbacher, Simmons O. & G. Co. 1... dry 
Harness heirs, Shankland & Co. 3..... dry 
Harness heirs. Shankland & Co. 4...... dry 
Mendenhall, Mary Mendenhall & Co. 2. dry 
Whisten, Rose & ME be 0ssncsvceoces 1 
Hendershot, Parkersburg O. Co. 1..... 1 
Edwards, Harris & Co. 6......-.ees005 5 
Dye, EB. Thornily & Co. 3..........5.6. 2 
OE ie > MEY Meck vecccccesdcess dry 
Schramm, Hope Oil Co. 2...........05. dry 
Zumbro heirs, Miracle & Co. 1......... 1 
Wharff, W. C. Patterson 3............. dry 
Te Were, Go 'am OB, OR Go ccececccee 6 
Pfaff, F. N. B. of + eee See 7 
a, Wet & Go. EB ccccccevessovscoce 
Thomas, Carter Oil Co. - TTT TTeTrT 1 
Jones, Warden Drilling Co. 1.......... 5 
JEFFERSON COUNTY 
Williams, Sutton Bros. Co. 1........... 26 
Presser, WOR BG: Rieck iséccescceccs dry 
McClelland, Braden Speer & Co. 1..... dry 
HARRISON COUNTY 

Henderson, O. FP. &. Co. 6...cccsccsces dry 

ee IIE. 5 0.0:00.0000s00500006 103 

IEE. 02.00-0,0.,0040:0:40 0000040000 684 

Dl! Me beweN Ghd os acedseet0snnd cake 27 

Ge sab anaedknesh ae eurnns soos 6468 3 


MONROE COUNTY 
Rigs 
Black & Hill 6. 


Hill, 
Piatt, Forshey & Burton 1. 
Delaplain, Franchott & Co. 44, 


Wells Drilling 


Gray, Crew-Levick & Co. 4, 
Cox, W. F. Ihrig & Co. 2. 


PERRY COUNTY 


Rigs 
Rodeffer, Gove Oil Co. 2. 
Trimmer, O. 8. Co. 3, 4. 
Ditto, Carter On Co. 2. 
Solt, Carter Oil Co. 
Burns heirs, E. Denman & Co. 4. 
Miser, Carter Oil Co. 7. 
Welsh, Southern Oil Co. 2. 
Finck, Southern Oil Co. - 
Latta, Ralph Bros. Inc. 


Wells i 

Post, Ruth & Strong 14. 
Miller, Lincoln O. & G. Co. 1. 
Kernhorn-Dunlap, Carter Oil Co. 6. 
Grummon, Dugan Hill O. Co. 1. 
oe Creek Coal Co., Sunday Creek C. 
se ~~ eee: Coal Co., Kachelmacher es- 

tate 
Crossin, Carter Oil Co. 1. 
Ferguson, Smith O. & G. Co. 1. 
Hayden, Southern Oil Co. 4, 
McCourtney, Southern Oil Co. 6. 
Paxton, Perry Sturm & Co. 38. 
Barrick. Goble Oil Co. 6. 


HOCKING COUNTY 


Rigs 
Tritch, Carter Oil Co. 6. 
iH. . Co., Chartiers Oil Co. 174. 
Cobb-Bradley, Nypenno O. & G. Co. 11, 


Stout heirs, Pure Oil Co, 7. 
Tom, Carter Oil Co. 8%. 
Wells Drilling 
Griffith, Gordon Oil Co. 3. 
Frymire, Preston Oil ce 1. 
Hansel, Lupher & Co. 
Harrold, Success O. & é. Co. 1. 
Woodard, Woodard Oil Co. 1. 
Kennard, Summit Oil Co. 3. 
Marlow Oil Co. Griffin Prod. Co, 3%. 
Starr, Griffin Prod. Co. 10. 
H. P. Co., Chartiers Oil Co. 185. 
Tracy estate, Kachelmacher estate 8. 
Priest, Valley View Oil Co. 1. 
Green-Schultz, Wiser Oil Co. 2. 
Dawley heirs, O. F. O. Co. 2. 
Jacobs, Jacobs Oil Co. 2. 
nr. Creek Coal Co., Sunday Creek Coal 
° 
COSHOCTON COUNTY 
Rigs 
Ashcraft, Leonard O. & G. Co. 3. 4. 
J. Ashcraft, Leonard O. & G. Co. 6. 
Martin, Carter Oil Co. 1. 
Tish, Pure Oil Co. 3, 
Wolford, Spindler, Donnan & Co. 4. 
McKee, Spindler, Donnan & Co. 4 
Wells Driliing 
Moore & Co., Pure Oil Co. 3. 
Conger, Arkansas N. G. ae 
Dugan, Arkansas N. G. Co. 1 
Rinehart, Pure Oil Co. 1. 
Reed. Pure Oil Co. 1. 
P. oore, Pure Oil Co. 1. 
MUSKINGUM COUNTY 
Rigs 


Alton, Carter Oil Co, 2. 
Harrop, Wilbar Oil Co. 7. 
Stules, Pure Oil Co. 6. 
Showers, Swingle O. & G. Co. 1. 
Wells Drilling 
Swackhammer. Swingle O. & 
Whitehouse, Ralph Bros, 6. 
Robb, Leonard Bros. 1. 


LICKING COUNTY 
Rigs 
Cooperrider, Midland a Co. 2. 


Holmes, Carter Oil Co. 
Rector, O. F. 8S. Co. "h 


G. Co. 1, 


Kreager, 1, 
Francisco, E. H. Everett Co. 2. 
Cartnal, Pure Oil Co. 1. 

Young, Detex O. & G. Co. 1. 
Baker, W. W. & A. Y. Wehrle 2. 
Sommerville, Carter Oil Co. 1, 
Minor heirs, Pure Oil Co. 1. 


FAIRFIELD COUNTY 


Rigs 
Young, Carter Oil Co. 3. 
Kennedy, Montana O. & G. Co. 2. 


Wells Drilling 
Young, Carter Oil Co. 2. 
Strayer, Weirrick & Co. 3. 


Ruff, Planet Oil Co. 1. 
NOBLE COUNTY 


Rigs 
Worley, O. F. 8. Co. 1. 
Hayes, H. E. Hayes 24. 


Wells Drilling 
Schuman, Rose Farm Oil Co. 1. 
McWilliams, Lee Davis & Co. i. 
Nau, E. L. Hutcheson & Co. 9. 
Thomas, J, H. Yearian & Co. 7. 
Bay, Pure Oil Co. 1. 


8. Co. 1. 

. Chas. Robinson & Co. 2. 

Huffman, C. M. Eichorn 1. 
KNOX COUNTY 
Wells Drilling 

Green, Snyder & Co, 1. 

Hancock, M. Snyder 6. 

McKee, Rocky River O. Co. 232. 

Snyder 13. 

Beck, East Ohio P. & R. Co. 8. 

East Ohio P. & R. Co. 4. 

Sniveley, Upham Gas Co. 13. 


HOLMES COUNTY 


eam. Pure Oil Co. 4, 
Uhl & Son, East Ohio Gas Co. 2, 4. 
Patterson, Pure Oil Co. 1. 
Wells es es 

Franks, Carter Oil Co, 1. 
Forgey, East Ohio Gas Co. 2. 
Duer, East Ohio Gas Co. 1. 
Cameron, East Ohio Gas Co. 1. 
Hall, Pure Oil Co. 2. 

ATHENS COUNTY 


Wells 
Little Oil Co. pane 


WASHINGTON, COUNTY 


Bell, 


Rigs 
Greenwood, Otis Reckard & Co. 4. 
Wells 

Martin, Pure Oil Co. 7. 
Jackson, Brown & Walker 1. 
Reynolds, Varner Oil Co. 38. 
Hopkins, Watkins & Preston }. 
Heslop, Beeson Bailey & Co. 1. 
Hadley heirs, C. E. Smith & Co. 2. 
Ludwig, Wilson & Co. 2. 
Hoddard heirs, J. C. Dinsmoore estate 1. 
Lauderback, J. A. Lauderback 6. 
Shapley-Yester, Storer & Mericle 6. 
Wepler, Wagner & Co, 3, 
Schramm, Schramm & Co. 1, 2. 
Magee, C. H. Magee 1, 
Jackson, J. C. Carner & Co. 2, 
Haught, Rinard & Co, 17. 
Cullen, H. F. Ledolph & Co. 4. 
Thomas, Smith & Watterson 1. 

JEFFERSON COUNTY 


Wells 
Bozman, Langfitt & Co. 
Fellows, Peters, Heath & Co. 1, 
Lewis heirs, Smithfield Parties 1. 
Powell, John Elliott & Co. 2. 


HARRISON COUNTY 


Wells Drilling 
Allen, Short Creek Oil Co. 1. 
CARROLL COUNTY 


Wells Drilling 
Melhorn, N. G. Co. of W. Va. .. 
Taylor, N. G. 


Co. of W. Va. 
Miskel, A. L. Curry & Co. 4 
Rigs, 41; wells “Grilling, ios: total, 14a 
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CENTRAL OHIO 


Summary of Field Operations 
Comp.Prod.DryGazgRigsDrg.Ttl. 
0 0 


Fairfield ... 0 0 1 1 2 
MR ccosee @ 27 2 1 8 6 14 
Ashland ... 3 0 1 & 66+ -B 
Medina ..... 5 Cr Bc BS 9 20 
Lorain ..... 1 0 1 0 4 6 10 
Wayne ..... 3 14 0 3°38: ' 83% 3 
Richland ... 0 0 0 0 6 1 1 
Vinton ..... 0 0 0 0 2 0 2 
Hocking 0 0 0 0 3 5 8 
Holmes 5 60 2 3 14-16 39 
Jackson 4 0 2 2 x 0 8 
Coshocton .. 0 0 0 0 0 2 2 
Athens ..... 0 0 0 0 3 1 4 
ee cassis © 0 0 0 1 0 1 
Gallia ..... 0 0 o- @ 0 1 1 

Total May. 29 91 11 10 74 70 144 

Total Apr. 42 163 13 20 63 69 112 

Difference 13 72 2 10 21 11 32 


WELLS COMPLETED 
KNOX COUNTY 


Brown—Sniveley, East Ohio Gas 9..... 4 
fniveley, East Ohio Gas 10 
A. Helser, East Ohio Gas 1 
Cc. Sholes, East Ohio Gas 4 ee 
J. Sniveley, Upham Gas 9............ 

Clay-—A. Larson, Bell Bros. 6........ dry 

Harrison—Isaac Hays, Preston Oil 16 7 

Jefferson—G. Nyhart, Upham Gas 1... gas 





re GOUNMNOCO occ ccesvcdceces s 
ENE” cs revodowe vet csdisbdens 27 
° 
1 





ASHLAND CCUNTY 
Hanover—Agricultural Society, Ohio 
G 








PUGE GOW Bouncer sscceccccccccseres dry 
Geo. Hamm, Logan Gas 3........... gas 
Orange—W. Monteith, Logan Gas 1.... gas 
Wells eee 3 
| eee nae gee 4 1 
Gas oatawed re 2 
MEDINA COMrNTY 

Harrisville—Underwood, Logan Gas 1... dry 


soe ~ HE we Brintwell, E R. Edson & 

oh tS bVnclbe Page e Htesgoconcens ry 
Chatham—R. D. Jones, East Ohio Gas 5 gas 
Wayne—Imgara Bros., reegeernel Woos- 





EE GN ck cavatecopreccceqsecesces gas 
York—E. A. Branch, Logan Gas . coos dry 
to 2. Err reer 5 
DO © «ck doves deddcedic eeitce eactne 3 
Gas SMNERED CH SR ERMEES Veloce weeecioce 2 


LORAIN COUNTY 
Grafton—Chas. Gest, Hulse & Koontz 1 dry 
WAYNE COUNTY 
Cannan—J. E. Oswald, Logan Gas 3. 4 
T. H. Barnes, Brinkerhoff & Co. ¥ 10 


M. Haas, Vanover & Co. 2............ gas 
WHORE GOUEURIEE nwo cccceccccccccce 3 
Production . a 
GOS cccseee 1 





HOLMES ‘COUNTY 
Washington—H. M. Dahl, Logan Gas 2 gas 
Hardy—Jacob Uhl, East Ohio Gas 2... 650 





Prairie—J. P. Garrett, Ohio Ojl 1...... dry 
J. E. Sterling, Ohio Oil 1............ dry 
J. Wallace, Central Ohio Gas i...::: gas 

Wells completed ...........e.ceue 6 
WRGRUOSINE a cccccveccccesesecccccs OF 

BY -eWisiscvewesee eee Se ceeseceseos 2 
GAS occ cad SEEMS Coe cccesece 2 


ACKSON COUNTY 
Washington -M Walker, Ohio Fuel Gas 
aia dale sn aie domes aentniane ds the-o: Bf © aoe 
Milton—S. L. Davia, “Ohio Fuel Gas i ee dry 
Lick—J. E. Carmink, Ohio Fuel Gas 1. gas 
Madison—Sarah Davis, Ohio Fuel Gas 1 dry 





Wells completed oeedd cavccesecerse 4 
Tt  CROGAROCESEP CRE REEDCE SECC CC CCS 2 
GOW cccdebsvsee ESTE CECT CS OC coves 2 
FAIRFIELD COUNTY 
8 
Walnut—oO. O. Holliday. Logan Gas 1. 
Wells Drill 
Walnut—M. C. Solliday, Logan Gas 1. 
KNOX COUNTY 
Rigs 
Brown—O. J. Beck, East Ohio Gas 4, 5. 
Gustave Sniveley, East Ohio Gas 3, 4, 5. 


Chas. Scholes, East Ohio Gas 6, 6. 
J. J, Reed, East Ohio oy 1, 
Wells 
Brown—O. J. Beck, East Onio Gas 6. 
John Kline, Ohio Fuel Gas 2. 
D. P. Matthews, @hio Fuel Gas 2. 
T. H. Koppert, Ohio Fuel Gas 2. 
John Sniveley, Upham Gas 10. 
Harrison—Isaac Hays, Preston Oil 17. 
Rigs, 8; wells drilling, 6; total, 14. 


acne COUNTY 


Hanover—E. Brenstuhl, Ohio Fuel Gas 1. 
L. Zimmerman, Ohio Fuel Gas 2. 
Geo. Hamm, Logan Gas 2. 

. A. Hamm. Logan Gas 4. 

Orange. Berkey, Logan Gas i. 

O. M. Vance, Logan Gas 1. 
Wells Drilling 
sy yg | Kinney, Senne Gas 1. 
Rose Derr; Logan Gas 1: 
J. B. Date, East Ohio Gas 1, 2. 

Orange—A. Phillips, Logan Gas 2. 
W. Monteith, Logan Gas 2. 

Rigs, 6; wells. drilling. 6; total, 12. 
MEDINA COUNTY 


Bronswick——B. G.-Beuttel, Central Ohio Gas 
Wayne—Imgard Bros., Pittsburgh-Wooster 


J. Thompson, Strock & Co. I. 
York—G. M. Hazen, West & Locke 2. 
E. H. Farigan, Logan Gas 1, 2. 

Henry C. Speith, Logan Gas 2. 

Fred Speith, Logan Gas 2. 

Elmer Steingass, Logan Gas 1. 

Meritz Varga, Hulse & Koontz 1. 

Geo. Acker, Ohiv Fuel Gas 1. 
Wi Drill 


Harrisville—J. Miller Logan Gas 2. 
Liverpool—Otterbsacher, Logan Gas 6. 
Lafeyette—J. McElroy, Logan Gas 2. 
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OTTAWA COUNTY 
Allen—Gonskey, Ohio Ou 


Ohio Fuel Gas 2. 





June 21 





Chatham—A. M. 
& Co 


aw 
_ 


NOFA he 


Harris—H. Dietermyer, Harris Oil 2° *” 
E. Dietermyer, Harris Oil 4 


Zorn-Hornung Co. 


_ 
WOM L Mw LO” 


“KS OoOorooSCcSo 
t 


L ORAIN cou NTY 
Rig 


Wells completed 
DARKE COUNTY 3 
Mississinewa—cC. L. Heistand, 


coo 
| cocorwoococeoc]eoo 


| Coro oORPOCHK OFF, 


| weoocrn 
| “oom 


Geo. Peffers, D. W. R. Kenney 
Geo. Peffers, D. W. R. Kenney 


i= 

| 
= | noe 
| te 
on 
3200 
aa 
~ 
2s 
ow 


| 
o 
i 
uo 
al 
w 

| 
& | 


J. A. Snyder, Cole O. & G. 
J. A. Snyder, Cole O. & G. 3 
WELLS COMPLETED 
WooD COUNTY 
Seifring, Illindo Oil 6 


Rhodes, Neely-Clover Co. 1 
Chas. Miller, D. me: 


Ohio Fuel Gas 1. 


ee Henderson’ 5 

Allen—J. | online deg Pyramid Oil 1... 
Seif Faulkner & Brown 1 

Faulkner & Brown 2 

. Condon, Kelley & Co. 1 


a 
a = 


KEHNUB> OMS: 


Geo. Gerlock, Mondark Oil 





wy 


Wells completed 


| Liberty— 
Jennings 


i Rigs, 1; 


Clinton—! 
Eden—W. 
s§. A. B 
Clinton—! 
Jackson 


Rigs, 1; 


Monc lov’ a 
G. 


oregon— “¢ 
Rigs, 9%: 


Allen—Mi' 

Ladd 
G. D. BR 
Harris—H 
Mary S« 
Clay—Ed 
Rigs, ©; 


Mississine’ 
0. J. Ci 
J. Mille: 
F. Seifr 
J. Schm 





. Ohio Fuel Gas 1 
Ohio Fuel Gas 1. 


WYANDOT COUNTY 
Rige—Jas. Cross, Gramberling, Drowney 
HARDIN COUNTY 
Roundhead—Mary McCarty, Schmidt 


Cannan—T. Renecker, 


Lake—H. Schutte, Lantz, Gregg & Co. 3 Mississine’ 
& ' F Cc. L 


PAULDING COUNTY 


Klise- Ec kstein- McC Wells completed 


SHELBY COUNTY 
Van Buren—Louise Reese, Van Buren 


WOOD COUNTY 
Rigs 


HANCOCK COUNTY 
Allen—Morehead, 


2 aii . - an, Oil 2 
RICHLAND COUNTY See a 


‘Clark, weeennee & 


, Ohio Fuel Gas 2. 
i M. Brown, Underwood Oil 
Brown, Ohio Oil 


HOCKING COUNTY 
Hartman, Allen Oil 2. 
A. Lawrence, Ohio Oil 36. 


ALLEN cou NTY Witten, Grant Mays 2. 


i Ensminger, } 


1. 
Liberty— “Anna Phillips, A. F. 


tw 


n, , WwW. ‘3 : 4 Tee 1 paren? Huffman & bee 
wiadieten-sebe Lang, 


HOLMES COUNTY 
Rigs F 
Perry sburg—Geo. Zimmer, ‘John E. Weiton 3. 


Ripley—R. & O Wells completed 
East Ohio Gas 1. ..  §«— Production ........-. ee eeeeeeeveee 

AUGLAIZE COUNTY 
Douchouquet—wW. 


HANCOCK COUNTY 
Rigs 
Morehead, Ohio Oil 30. 





East Ohio Gas 1. 


Klies-Eckestein-McCann 1. Kelley & Crozier 1... 
F, . Jack 1 


~ 


y, Central Ohio Gas 1. *. Naumburg, Ohio Oil 4 
Sillin, Ohio Oil 8 Z Rainey, Rainey Oil 9. 


Eagle—N. Powell, 





Wells completed 


Orange—zZ. Showalter, Bradstreet & Co. 4. 
; wells drilling, 7; total, 
ALLEN COUNTY 
Rigs 


SANDUSKY COUNTY 
Perrysburg O. & 


East Ohio ‘Gas 1, 


an 
, Bast Ohio Gas 1. G. 





oe yo Oil 
. Home Banking Co. 3 .. , C. A. Peavey & Co. 2. 


Wells completed 


MERCER COUNTY 
Hopewell—Miller, J 


Amacionn Thee. 
i 1; wells drilling ,4; 
AUGLAIZE COUNTY 

Ri 


ix) 


i<) 


© 





zs 
JACKSON COUNTY Gochenour, Wesley Sprague & 


. Smith, Central West O. 


, Ohio Fuel Gas 1 Deschenquet—©. Brandt, 


Milion—Wellst 
“Ge . ™ Remshe & Wright 


Moulton J. Sutton, Logan Dev. 1. 
1. =, Apatlle— or John Butcher, Chas. Mertz & Co. 1. 
Ohio Fuel Gas 1. oo ihc enael 3 


Coal—Fred By Ohio Fuel Gas 1 SANDUSKY COUNTY 
ee ee RCO, oe pie rsin tnceres ns seve cess 
COSHOCTON COUNTY ; VAN WERT COUNTY 
‘7 Liberty—A. Harp. Boyd &, Stelzer 5 
Jennings—I. Muller, 
_H. on Jacobs & Hassen 2, * 
LeeebswbaweiWdVe cesses . Klotz, Home Banking Co. 4. 
Madison—Chas. Asmus, Union Oil 1 
i 1; wells drilling, 3; 


MERCER COUNTY 
So. Granville—B. Brunswick, Maire Bros. 


Mad Anthony Oil : 
Granville—Society M. P. Blood, 


ATHENS —~ NTY 
Rig 


. B. Glazier, Ohio Fuel Gas 1. 
, Ohio Fuel Gas 3, 4. 








SENECA COUNTY 


MEIGS, cou NTY R. Holmes, Smith & Co. Lyn »* Fox 
sync oxburg, 
Helmengarn, L, G. Neely Co. 
L. G. Neely Co. 1. 


x. Smt cou! NTY 
Well Tener Schlarman, Brandt & Co. 


Wells completed 


Gibson—Doc ‘Watkins, L. G. Neely Co. 1. 
S. Robbins, L. G. Neely Co. 1. 








LIMA FIELD LUCAS COUNTY — 
Joehlin, Geo. Mong & Co. 
Summary of Field Operations oS 
Comp. —— sar we ae Ta. 

3 


Westerman & Smith, 
P. Smith, Central 
Thos. Garvey, Geo. Mong 7 S. Muring, A. Bauer 1. 
Wells completed 








Allen—Ge: 
J. & C. 
M. Con 


. L. H 
Babe Bi 
mas © 
F. Dum 
Rotelty, 
Geo. Pe 


H. Seifr 
Brown—R 

Filtman, 
Wabash—. 
Patterson- 
Co. 1. 
Rigs, 8; 


a. i- 
G. 





hen -C 
Wells 


Brown—C 
& Ret 


Dundee—F 
™ 2. 

Napoleon— 
=. 4. 


Near Brow 


] 
Sum 


Total M: 
Total Ap 


Differenc 


Nottinghan 
ton6 . 


] 
Harrison—. 
Geo. Ely, 


Aband« 
Bear Creek 
Oil 8 
H. Armc 
Unknown 
Pike—M. J 
E. T. Ho 


Penn—Day 
Jones 
Wells « 
Produc 
Abandc 


Blue Cree] 
Oil 1 


reen— Wn 
Abando 

} 

Ward—J. 


Monroe—B_ 
34,56 








York—J. M. Strother, 










ar: 





june 21, 192 











Wells Drilling . 
L Cc. M. Agier, B. Y. J. Oil 6. 
Libertys—Jas. Muller, John Muller 2. 
Rigs, 1; wells irilling, 2; total, 3. 
SENECA COUNTY 
mage - > 
“i Geyer, Geyer ros. ° 
ee Wells Drilling 
: gden—W. S. Burns in Co. 5. 
=< 5 f Co. 1. 
i 0 Fr I Meadowbrook Oil 2. 
‘ E farrison, Cribbs O. & Prod. 6. 
1 r ng, 4; total, 5. 
; “LUCAS COUNTY 
Wells Drilling 
: Monclov: Wr Black, Swan Creek O. & 
i co Joel Geo. Mong & Co. 3 
Rigs Ww r ing, 2; totai, 2. 
OTTAWA COUNTY 
Wells Drilling 
& Bunte, Home Banking & 
Ohio Oil 6. 
an Dietermyer, Harris Oil 3 
| t Zorn-Hornung Co. . 
y bd Driftr r eg ty a 1. 
Rigs wells dr 5; total, 6. 
DARKE “COUNTY 
igs 
S  Mississit G. W. Ream, Pyramid Oil 2 
Oo. J. Current, Neely-Clover Co 
J. Miller, E. G. & J. L Henderson 7. 
{ F. Seifring, Illindo Oil 8. 
J. Schmidt, Illindo Oil 1 
Allen—Geo. Gerlo Mondark Oil 8. 
7 “2 ¢C ree Menéert Oil 2. 
M. Condon & Co. 2. 


W ells Drilling 
Ritenour, Green & Co. 1. 
i Cc. Bundy 2. 
Pyramid Oil 1. 
», A. Tester 1. 
ark & Co. 1. 
. & Gi 
W. R. Kenney 6. 
& G. 4. 


e Q 


Mississinewa—C. D 


Oil 7. 
& J. L. 
J hn King & Co. 1. 
kner & Brown 3. 

"Wayne O. & G. 1. 
Stevenson 1. 


Henderson 6. 


I Kenney & Co. 1. 
Bowman, M .P. Colt & 
ling, 16; total, 24. 
HARDIN COUNTY 
Wells Drilling 
McDonald—Megdat Hite, Fraundell O. & 


nf 


et, Cottonwood Oil 1. 


PAULDING COUNTY 
Rigs 


Frede, Putnam County Prod. 


eS 


MICHIGAN 
MONROE COUNTY 
w ie Drilling 
e, Jackson County O. & 


Dundee—Frank 
x 


G 
JACKSON COUNTY 
Wells ot ery 
Napoleon—Silvers, eckson County O & 


G 


ERIN poo Saar eaE 


LAPEER COUNTY 
Wells Drilling 


Near Brown Cit} Unknown 1. 


INDIANA FIELD 


oe 


Summary of Field Operations 
( p.Prod.DryRigsDrg.Til. 
Wells 1 20 0 0 1 1 
Ja ae 165 0 0 10 #10 
Adams 1 20 0 0 0 0 
| Rand¢ Iph l 5 0 0 0 0 
Gibson . 1 30 0 2 10 2 
= Pike ‘ 10 1 0 2 2 
§ Sullivan ) 0 0 0 1 1 
= Knox 0 0 0 2 2 
. Warrick 0 0 0 1 1 
s Vigo 0 0 0 1 1 
Total M 12 250 1 2 28 30 
Total Apr 15 359 2 3 27 30 
Difference 109 1 1 1 0 

| WELLS COMPLETED 


x WELLS COUNTY 
‘Yottinghan R. Y. Taylor, Henry F. Thurs- 
ton 6 . 20 
BLACKFORD COUNTY 








Harrison—A. Hawkins, Ohio Oil 14 abd 
a ee, SRG MIEE G2 sss aivas.de «écal abd 
ee RES ES A), y 2 
JAY COUNTY 
Bear Creek—G. W. Butcher, Shamrock 
il 8 Se ea 6 
H Armontrout, Southern Oil 7 .... 20 
Unknown, Pittsburgh O. & G.1 .... 20 
Pike—M. J. Mock, N. E. Masters Oil 1 100 
E. T. Hotmier, D. F Mooney & Co. 4 abd 
Penn—Davis Bros., Manor, Stewart & 
MN Dn SS ec daeb eben ovaden oc 20 
Wells completed ‘ Weewds <a . 6 


Production 


ADAMS Cc OU NTY 





| Abandone me 3 Dee ate 1 
Blue Creek—J. O. Maloney Rockford 
PIE PORE ee ae 20 
ies DEL AW ARE ‘cou NTY 
i elaware—sS Clark, Columbia Prod 
,% Ref. 1, 3 éccupeewes oRCLa se abd 
w Wi ing e, Bunch & Co. 1, 2 abd 
esl ewitt, Gray O. Synd. 1, 2 abd 
tz, Gray O. Synd. 1, 2 abd 
Reed Kennard & Co. 1, 2 =. 
Bienes Short, Guy Ewing 1 ......:. 
Liberty—¢ M. Dunkin, Condon & Co. 1 aba 
is een Win Cline, Harry Kuhn 1 abd 
Abandoned aebw vaste 13 
| am BANDOLPH COUNTY 
See Bia H. Smith, Mooney & Co. 3 .. 6 
onree—B. F. Hill, Oakwood Oil 1, 
BRE sea Ri commentaries eth abd 
Wells com pleted 
Production ec ae ea GD 
Abandoned send dna steeeres 4 
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GIBSON COUNTY 


Washington—McRoberts, J. S. Young, 
OG. BH DO. SB wae = Gas ans cb vecensencece abd 
Cc enter—W. Steiner, Indian Ref. 1 ... 30 
\. ff... eee 1 
I cn tha sein ora ante donna wie me ee 30 
RRP. 9:65 9 9 saben eas 84 2kh00 1 
PIKE COUNTY 
Logan—J. Shafer, Consolidated O. & 
ee es er eee - s 
M. Ingler, Consolidated O. & Dev. 4 abd 
Madison—Wm. Lamb, H. E. Merrifield 
SOG BE ses G haus shi haos0 6's 2400 Be 
S. A. D. Barker, Bement-Indian Ref. 6 dry 
Wells completed ..... Fa re 3 
Production ; We : — 10 
Me veee + , Lew 1 
Abandoned . ‘ $6 1 


WEL Ls cou NTY 

Wells Drilling 
Fudge, Say & Co. 1. 

“JAY COUNTY 

Wells Drilling 
S. Saunders, Sub-Trenton Oil 1. 
Aibert J. Bulson, Jr. 3. 
N. E. Masters Oil 5. 


Liberty—H. 


Bear Creek— 
Frank Boehm, 
Pike—A. Ridenour, 


Redmond, Redmond & Co. 8. 
Moon, Unknown 1. 
Penn—Davis Bros., Manor, Stewart & 
Jones 8. 
South Noble—Willmott & Thompson 1. 
Madison—Gettinger, J. M. Thompson 1. 
Illif, Meusel & Co. 
Kemp, Anderson & Co. 1. 
Wells drilling, 10. 


GIBSON COUNTY 
Ri 


zs 
Center—W. Lanphar, Randall & Co. 1. 
Patoka—J. M. Stormont, Consolidated O. & 


Dev. 1. 
Wells Drilling 
Washington—Ira Seifers, Lynch & Co. 1. 
J. P. Vireling, Vi-Car O. & Ref. 3. 
W. H. McAtee, Fought & Co. 1. 
Montgomery—S. Benson, Hurst & Co. 1 
H. Mauk, Hurst & Co. 1. 
Union—A. G. Holcomb, Thompson & Co. 1. 
Center—M. Hollingsworth, Huber, Hich- 
enour & Co. 4. 
C. M. Welborn, Huber, Tichenour & Co. 2. 
L. M. Boal, Consolidated O. & Dev. Co. 1 
E. Whitning, Murphy Oil 1. 
Rigs, 2; wells drilling, 10; 
PIKE COUNTY 
Wells Drilling 
'.ogan—W. Crecelius, Noble-Bolyard Co. 4 
Clay-—Mary Cott, A. B. Bement 1. 
Wells drilling, 2. 
SULLIVAN COUNTY 
Wells Drilling 
Turman—aAlbert A. Poe, H. & 8S. O. & G. 6 
KNOX COUNTY 
Wells Drilling 
Harrison—N. E. Harrison, Intuck Oil 2 
Ida B. Doty. Perry Andrews & Co. 2 
Wells drilling, 2. 
WARRICK COUNTY 
Wells Drilling 
Boone—Wiley Bateman, Indian Ref. 1. 
VIGO COUNTY 
Wells Drilling 
Haddon—-B. McConnell, Nelson Bros. 1. 


KENTUCKY-TENNESSEE 


total, 12. 








Summary of Field Operations 

Cc omp. Prod. DryGasRigsDrg.Ttl 

Wayne +08 23 0 0 0 7 7 
Powell ..... 3 28 0 0 0 9 9 
ee 5 3 0 0 5 5 
Morgan .... 90 0 0 0 0 1 1 
EBD ccces. 1 56 1 0 0 7 7 
Lawrence . 0 0 0 0 0 3 3 
BIIOR cece: 79 900 19 0 0 69 69 
Warren .... 55 987 10 1 0 63 63 
Darrem ..... 8 76 0 0 0 3 3 
Simpson... 5 266 1 0 0 6 6 
Johnson- : 
Magoffin . 44 654 0 + ® 91 91 
Cumberland... 3 26 0 1 0 35 365 
Monroe ..... 3 240 1 6 0 16 15 
Cimeee- «... © 0 0 0 0 6 5 
Owsley 2 0 1 1 0 1 1 
Russell 3 50 0 0 0 2 2 
Ohio o* . = 40 2 0 0 3 3 
Hopkins ... 3 5 2 0 0 5 5 
Hancock 4 95 1 0 0 3 3 
McLean .... 0 0 0 0 0 1 1 
Metcalf .. 0 0 0 0 0 4 4 
Brec kenridge 0 0 0 0 0 1 1 
Henderson . 0 0 0 0 0 2 2 
Marion ..... 0 0 0 0 0 1 1 
Greenup... -0 0 0 0 0 1 1 
. ey i) 0 0 0 0 2 2 
‘rittenden . 0 0 0 0 0 1 1 
Calloway ... 0 7) 0 0 0 1 1 
Te 0 0 0 0 0 1 1 
Breathitt. 0 0 0 0 0 1 1 
a, oer 0 0 0 0 0 1 1 
Martin -..... 0 0 0 0 0 1 1 
Montgomery. 0 0 0 0 0 2 2 
Tennessee .. 5 4 1 2 . a we 
Mississippi . 0 0 0 0 0 10 #10 
Alabama ... 0 0 0 0 0 1 1 
Total May.231 3,454 42 9 1 368 369 
Total Apr. 173 2,146 36 9 0 313 313 


| 
| 


Difference 58 
WELLS COMPLETED 
WAYNE COUNTY 
ee a Ramsey, Ky-Ind. O. 
Co 


M. hess heirs, Spradlin, Shearer & 
Co. 5 Fae 


Pes yh! ae SE 2¢ 
Wells oumpietes 4.wsis 0. S55. 5. 2 
PROMOTION wis ai Ss ce Eh occ ca ccccs 23 
i LEE COUNTY 

Beattyville—J. Goosey, Petroleum Ex- 
PP rt rs ee re ee 10 
H. L. Gray, Petroleum prqeeretion 1 1 
J. Bourman, Erie Oil Co. 10 ....... ry 
A. H. Warner, C. Sipple 1 rSGvre-cbet 20 
A. H. Warner, C. Bappee 28 .nccccces’ 25 
Wells completed .............. 005. 6 
PeORROeG | i565 WH ge 0 5860 Fs sw hn eke 66 
ME vcuc buss tvbv sakes 00:0 ee Bh ese 1 


POWELL COUNTY 


Slade—N. C. Mays, Kelly, Fulks & Co. 8 20 
s. Heill, Powell Oil & Gas Co. 6 .... 3 
B. Starr, Ohio Fuel Oil Co. 2 ...... 


Wells completed 
PO CFR SC Serre os ae 


ESTILL COUNTY 
Irvine—M. Rogers, Beckett & Schmidt 2 5 


J. Hall, Petroleum Exploration 1 . dry 
W. Z. Whizman, Swiss Oil Corp. 1... dry 
Cc. D. Rogers, Petroleum Exploration 1 dry 
Wells completed ......... 4 
a BAe ee ee 6 


POR are a ee : 3 
ALLEN COUNTY 
eee ~y siicee Allen, Omar Oil & 
Ga 





oem ee be0ee $e c0ben wee ne © dry 
A Pease, J. C. Sibley. Jr. 16. 5 
A. Dyson, J. C. Sibley, Jr. 17 . 3 
A. Dyson, J. C. Sibley, Jr. 18 2 
A. Dyson, J. C. Sibley, Jr. 19 .. 6 
M. Dennis, Hickory Hill Oil Co. 11 5 
J. I. Shelton, H. A. Kiser 25 ....... 60 
J. I. Shelton, H. A. Kiser 26 ...... 66 
J. I. Shelton, H. A. Kiser 27 ...... - 60 
J. I. Shelton, H. A. Kiser 28 ....... 10 
M. Fishburn, Allen County Oil Co. 7 76 
F. Stafford, Fidelity Oil 4 .. 70 
R. Lyle, Unknown 6 .......... 60 
D. Carter, T. O’Brannon 6... ary 
Cc. Fishburn, H. 8S. Neeley & Co. 6 . dry 
Welsh, Turner & English 6 ....... 5 
Joe Allen, Omar Oll & Gas Co. 8 . dry 
G. W. Pearson, West Penn Oil Syni 5 2 
G. W. Pearson, West Penn Oil Syni 6 100 
Hood, Keyes & Co. 1 ........ we dry 
Conners, Olive Green Oil Co. 2 . ary 
J. W. Pearson, Keyes & Miller 2 . i 
Ss. E. Hinton, Mammoth-Ky Oil 

8 rea Tee seje0se OF 
F. Stafford, F. Stafford 1 ..... “5 dry 
A. Helson, Judge Roberts 2. wera 6 
Fishback, Szanfranski & Co. 4 ose 6 
Johnson, John Coombs 12 .......... 2 
J. R. Johnson, McCandless & Co. 16 dry 
J. R. Johnson, McCandless & Co. 21 3 
J. R. Johnson, McCandless & Co. 22 dry 
J. R. Johnson, McCandless & Co. 23 dry 
J. R. Johnson, McCandless & Co. 24 10 
J. R. Johnson, McCandless & Co. 25 10 
T. R. Wilson, Wynn & Co. 16 ..... . 6 
M. B. Chism, Polk-Caldwell Oil 1 . ary 
M. B. Chism, Polk-Caldwel Oil 2 .. 3 

Barbee. H. R. Danner & Co. 12 ...... 6 

Cook, H. R. Danner & Co. & ........ ° 6 
Perry, Dixon & Thompson 1 ........ dry 
F. F. Brown, H. R. Drummond 1 .... 2 
Threlkel, Polk-Caldwell 20 ..... 3 
F. Dyson, Ruby Cons. Dev. Oil Co. 6 27 
F. Dyson, Ruby Cons. Dev. Oil Co. 6 dry 
R. M. Lyle, Trammel Creek Oil Co. 6 6 
i, Ee She Ve BED Bvevcer'ccnccees 6 
B. Lyle, A. V. Bolton 8 60 
Cidme, Bere B Ge. B cocsevesccvvece 3 
Lewis, Mealy & Co. 19 ........ sae 2 
W. F. Threlkel, Crown Oil 19.... 5 
W. F. Threlkel, Crown Oil 20 ...... 5 
T. K. Brown, Toronto parties 13 2 
Smith Cooksey, Bayly & Co. 11 10 
Smith-Cooksey, Bayly & Co. 12 40 
Smith Cooksey, Bayly & Co. 13 8 
Watkins, Bradshaw & Co. 8 ........ 3 
Sarver, Trammel Creek Oil 19 ...... dry 
W. L. Motley, Turner & English 4 .. x 
J. Fishbeck, Unknown 4 .......... dry 
F. Gibson, Sheridan & Co. 4 ....... 16 
F. Gibson, Sheridan & Co. 5 ....... 6 
H. Gibson, Sheridan & Co. 6 ....... 2 
BE. R. Rickman, Chippwana Pet. 7 .. 10 
J. F. Neil, White Plains O.& G.7.. 10 
Buchanon, White Plains O. & G. 11 .. 10 
Buchanon, White Plains O. & G. 12.. 6 
T. Johnson, Rock City O. &G.6.... 2 
J. F. Stovall, Karns & Co. 9 ....... 40 
Grubbs, Gayman & Co. 6 ....... dry 
Ritchie, Ky-King Synd. 56 ......... 10 
L. Dodson, Unknown 1 ...........5. dry 
L. M. Stovall, A. B. Wilson 9 ....... 3 
Burton, Burtem Bree. F .caccceeccose dry 
T. K. Brown, Toronto parties 2 ...... 6 
City limits Scottsville, Unknown 1 ... 6 
J. C. Buchanon, White Plains O. & 

Gi Geis BD . onkcctetoescicesestinaces 10 
Payne, Powell O. & G. 5 ......055-- 6 
Payne, Powell O. & G. 6 .........45. 2 
J. Pierson, Claypool & Co. 2 ....... 6 
Mac Fishburn, Allen County ‘oli BR esces 

Wells completed 

PROGUSCIOR 2c ciccosccccesecreccecs 

DEF ccsccccsness 


WARREN COUNTY 
Bowling Green—B. Grounds, Wellington 


BOR . BO Kndcccugecdsticcedeven 
T. S. McGinnis, J. C. Sibley, Jr. 2... 10 
W. Bryant, Ruby Cons. Dev. Co. 6... 26 
Price, Ruby Cons. Dev. Co. 1........ 100 
L. Morehead, M. & K. Oil Co. 6..... 10 
woung, FO. Gil B FUSE. Bic ccsccceces 10 
Ferguson, Bolling & Co. 4............ 50 
L. Simmons, Thompson & Co. 1..... 10 
T. L. Upton, J. H. Harper & Co. 3... 40 
T. L. Upton, J. H. Harper & Co. 4... dry 
Bronson, Powell O. & G. 12.......... 6 
Cooper-Jones, Roberts & Co. 1....... dry 
Mercer, Petroleum Exploration 18.... 10 
WOGGR, BE: GEMM BGs s cc cecscccccces dry 
Rodes, Dr. Crump 16 .........++0005 dry 
Medes, De GEUMD TS sede ccccccccss dry 
Hollie Young, Spardona Oil Co. 4.... 40 
H. Johnson, Big Miami O. & G. 4.. 3 
Cc. A. Keller, Tex-Ken y i Corp. 19.. 20 
Winlock, Normandy Oil 8............ 270 
Hobson, Penhoma Oil ant BP ccsces 20 
M. N. Ennis, Moran O. & R. Co, 14... 10 
Bogle 30 acres, Y. F. W. Synd. 1.... dry 
Taiber, Stafford O. a nS ea ok 0.50 3 
Connely, Cadet Oil & Gas Co. 3...... 10 
he... LU, a eee dry 
A. Stewart, W. H. Martin, 1.......... 6 


Hammond, Conrad & Kersey FS ee 3 
McLemore, Olive Green Oil Co. 3..... dry 


Shield, Makeever Bros, 2 ........... 26 
Shield, Makeever Bros. 3 ........... 25 
Hugh Hill, Alabama parties 2....... 6 
W. T. Runner, Runner O. & G. Co. 16 8 


Garrett-Bloch, Los Angeles sy Co. 6 16 
J. 


W. Lowe, Miami O. & G. 4....... 15 
J. E. Garrett, Ohio Fuel Oil Co. 3. 10 
Humphries, R. G. Gillespie 3........ 2 
Isabell, Wood Oil Co. 6.............. 3 
A. Miller, Wood River Oil 2......... 6 
Bettersworth, Hunt Oil Co. 11....... 36 
J. M. Wilson, Kentuckian Oil Co. 1... 10 


Jackson Heirs, Atlantic Oil Prod. Co. 1 dry 


Bostick, Nahm Bros. 1 .........-«+. 20 
M. Ferguson, Huntington- -Oklahoma 

GI 20 evccecvccccwossscosoossoese 
Lowe, New Domain °°. & ‘G. “Co. 3. 26 
Van Meter, Daugherty & House 1. gas 
Stone, Fidelity Of) 6 .........eeenees 5 
J. H. Martin, Bradford Oil 9 ....... 6 
Gilbert, Mutual Oil Co. 2 ........0555 15 
Barbee, Venango Oil 4 .........e000. 16 
H. Miller, Farmers Oil Co. 1......... dry 
Biddle. Cadet O. & G. Co. 4 ........ 30 
Hobson, Penhoma Oil 14 ............ LJ 
M. Ferguson, Uncle Jeff Oil Cu. 13.. 15 
Bud Taylor, Stewart & Phillips 1.... 6 

Weolls completed ..ccocsevecesoces . 86 

PRUNE. “5250000504 s80004be08n0 987 

ET w52045 466 6 Oh 0 90-0089 020.0005 Sen 16 

ED « on cn 4b see ann ¢00.0050000066 00008 1 

BARREN COUNTY 
Glasgow—L.  searepeenrs South St. Paul 

CG. BB Gi @ ndvcrccaciovssddeseics coo 
Smith, Olive Oil & Gas Co. 10 ...... 10 
Smith, Olive Oil & Gas Co. 11....... 10 

Pitcock, Bryner Oil Co, 10 ....... nese ee 
Gumm, Bryner Oil Co. 1 .......605.. 10 

Waters, Elam Oil & Gas Co. 6......... 6 
Button, Lewis J. Emery, Jr. & Sons 

re ere ee 10 
Sopeem, WW. Te.. TR |b cocccccvccvecses 6 

Wee GONNNOS .cdccccccccsess s 

PRORMORIEE - vod. cn ccc stevicdocace 76 

SIMPSON COUNTY 
Franklin—Pugh, Western Eng. & Dev. 

CA, Be cahesedhbssccmilnds b606s 600 ry 
G F. Butts, Liggett & Dixon 2 pone oe 3 
Summers, E. M. Treat & Co. 16...... 260 
Wilkerson, Rodes & Co. 2 .......... 10 
Hammond, Creamer & Co. 2 ........ 3 

ba J... RR TE Tee 6 

POOOCUND® cnececcoccesepocescoash 266 

Be -0enee nda 49000800005 00.0> os ee 1 


JOHNSON-MAGOFFIN COUNTLES 
> Sparks, Union Gas @& Oil 
Co 


ae Union Gas & Oil Co. 1%.. 20 
Sparks, Union Gas & Oil Co. 13... 20 
J, Gambill, Union Gas & Oil Co. 22 30 
J. Gambill, Union Gas & Oil Co. 23 30 
J. Gambill, Union Gas & Oil Co, 24 20 
H. Skaggs, Union Gas & Oil Co. 1 26 
H. Skaggs, Union Gas & Oil Co. 2 6 
. Skaggs, No. 1, Union Gas & Oil Co 


Skaggs, Union Gas & Oil Co, 19. 12 
Skaggs, Union Gas & Oil Co. 2... 26 
Skaggs, Union Gas & Oil Co. aoe Ss 
H. Skaggs, Union Gas & Oil C "2 10 
H. Skaggs, Union Gas & Oil a “17 30 
L. Skaggs, Union Gas & Oil Co. 2 é 
W. Skaggs, Union Gas & Oil Co. 8 6 
E. Skaggs, Union Gas & Oil Co. 1 gas 
Skaggs, Union Gas & Oil Co. 10.. 20 
Ed. Lyon, No. 2, Union Gas & Oil 2. gas 
8. Lyon, Union Gas & Oil Co. 16..... 30 
8. Lyon, Union Gas & Oil Co. 17.... 26 
8. Lyon, Union Gas & Oil Co. 18.... 26 
Ben Ferguson, Union Gas & Oil Co. 8 26 
J. H. Gambrill, Union Gas & Oil Co. 6 
P. P. Holbrook, Union Gas & Oil Co. 18 30 
J. H. Tyffe, Union Gas & Oil Co. 10. 20 
G. W. Evans, Union Gas & Oil Co. 8 16 
G. W. Evans, Union Gas & Oil Co. 9 16 
W. M. Lester, Union Gas & Oil Co. 1 
8. 8S. and J. Blanton, R. G. Gillespie 12 10 
Northrup Heirs, Little Paint Oil Co. 1 2 
Martha Conley, Oliver Jenkins 9..... 

Cc. H. Williams, J. BE. McIntyre, Atty. 

3 


indigplted Mok uber ie 
a 


Ww. hg Adams, Petroleum “Exploration 

BD nc csecovdeececesccesvenssessec 

Abe , Petroleum mereneppe: 
eevcccee 0000200 eeee cosene 206 
Mark Bayer, E. E. White 2......... 26 
B. Bordus 86, Swiss Oil Corp. 3..... 1 


H. Osborne, East Kentucky Oil Co. 3 gas 
5. San, Elizabeth Oil Operating 

RM Bb 00c6escnes c0epsenasvenstecees 1 
W. R. Bailey, Union Gas & Oijl Co. 1 gas 
W. 8S. Adams, Pet. Exp. Co, 20....... 3 
W. S. Adams No. 2, Pet. Exp. Co. 2.. 8 
E. R. Candill, Ralph Bly & Co, 2.... 268 








G. Blanton, Meade & Stanford 1..... 26 
Wells completed ............. soccer 68 
PUCGRCRER cc cccccosccwcecvoceeess 654 
WED nsndenene deen cersedesscucecset ‘4 

CUMBERLAND COUNTY 
a ¥ uw Cc. Smith, McClintock 
Oil GD vevedocss stdsvoseccdecgee 

Nix peantdenns Daniel Boone Oii Co. 

Sas poecvaghss be owed oseee - Ie 

N. T. Riddo, Ed Lytch EM. ccomuepiete gas 
Wells completed ....6.....cccueeue 3 
a ror ee 26 
BOO oo 80 0cdsdssenveedecse i 

MONROE COUNTY 
Kettle Creek—J. M. Smith, W. 8. Ray- 
BUTS |b occescscvohensedasc ésedne ose 40 

Blythe, Petroleum Exp. Gi: once sc8e 200 

Humes-Lowler, Pederson & Co. 1.... dry 
Wells completed ..wccsccscccccecs ° 3 
PrOeGBeties cscs cvaecccenbess ovcees 240 
DUG dcceatpedcapsevesebeenséosvcas 1 

RUSSELL COUNTY 
Creelsboro—Wm. Black, Carnahan Oil P 
Gai 3B. avceectinasssene+acnacakeds be 1 

B. Leach, Carnahan ‘Oil Co. epee 10 

Unknown, L. C. Weddle & Co. 1..... 30 
Wells GOMNNED fb consecvcncacetian 3 
PUCOROIIIEE .. 02240200064 6e08cennesyé 66 

HOPKINS COUNTY 
Madisonville—Mills, Sandusky, Johnson 
& White 1... Sdisdesoeverics . ary 


Allen, Tom White ot . a 
Cc. > Williams, aaeeee Fiash Otl Co. 


Wells completed .. 
Production ........ 








DF co clenVbc ciceveprabiddl seb stikes% 
OHIO COUNTY 

meat * e Yiae Stewart, Kentucky a 
MeCreary, Fred ‘i Hillis i |). 

A. Stewart, Kentucky Oil Be. Vicscs 


Wetle, enmmpaseds (obese svicecaccande 
production oso 
MPO 40 sue ceéaee ebenoboeévaecicae an 
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OWSLEY COUNTY 





Albany—W. Ross, Pet. Exp. Co. 1..... dry 
A. McIntyre, Pet. Exp. Co. 1......... gas 
Wells completed ..........-.see06+ 2 
SE GGeRveswogoee ae od « Us sisuyde «oes 1 
BY esc di deg edatiidaxthceectericeces 1 
HANCOCK COUNTY 
Hewesville—E. H. Barloe, Leeper Oil ’ 
A. Stewart 66 acres, Leeper Oli Co. 6 75 
Rowland, Leeper Oil Co. 3 ........--. 6 
Jones, Newton Wil Co., Backer & 
BESO MRS Rater eee ee dry 
Wells completed .........-.-e00065 4 
ee ere eee 95 
| TOMES i) PETE 1 
TENNESSEE 
WELLS COMPLETED 
LAWRENCE COUNTY 
eS Planet O. & . 
Stribling, Planet ©. & G. Co. 2.....:. 2 
Wells completed ......-+--+-++0+5 2 
Production ...cccscccvversescccers 
SHELBY COUNTY 


Arlington—Unknown, 

aE Shc dig Mesbdlnb Oipe C0tie 6 be ic-6 0 801o 8:0 ¢'9:9 
WARREN COUNTY 

McMinnville—W. H. Martin, Barnsdall 

OME COED. Bo vvccicccne-ssccccceecs 
SUMNER COUNTY 

Gallatine—Burnley, Saws & Co. 1.....- 
WAYNE COUNTY 

h aged i mn Bros. 1 

lio—Coffey heirs, e r : 

H&B. Churchyard, J. H. Johnson & 


A icks, Milwaukee Oil Co. *. 
5 “Bick, Mil Illiken Oil Co. 
G. F. Sanders, Born & Griffin 5. 
T. W. King, W. R. Parshall 1. . 
L. Dunham, Franks Oil & Gas Co. % 

Wells drilling, 7. 

POWELL COUNTY 
Woon ae Gas Co. 4 
Verdin, 13 as » 
sie. Williams, Hupp & Duff 2. 
M. Neil, Hupp & Duff 13. 
Cc. Mullins, Hupp & Duff 3. 
S. Baker, Henie Oil Co. 1. 
Sam Hall, Powell Oil Co. 7. 
Townsend, E. E. Edwards 1. 
B. Starr, Ohio Fuel Oil Co. 3. 
Nancy Mays, Kelley, Fulks & Co. 9 
Wells drilling, §. 
ESTILL COUNTY 
Wells Jrilling 
Irvine—Miller, Smith-Clark & Co. 2. 
A. Campbell, Superior Oil Co. 2. 
W. Smith, Raydall & —T 2. 
L. Law, ‘Ansler & Dawn 
A. J. Willoughby, W. B. Seisetey 3. 
J. Frazier, Swiss Oil Corp. 2. 
Wells drilling, 5. 
MORGAN COUNTY 
Wells Drilling 
Cannel City—E. Ferguson, Tom Hays 1. 
LEE COUNTY 
Wells Drilling 
Beattyville—J. D. Smythe, 
Corp. 
A. Goosey, Pet. Exp. Co. 3. 
J. Goosey, Pet. Exp. Co. 9. 
J. T. Hare, The Petroleum Co. 4. 
L. Watkins, J. H. Sallee 8. 
= Bourman,-Erie Oil Co. 11. 

H. Warner, C. Sepple 13. 

A vrells drilling, 7. 

LAWRENCE COUNTY 
Drilling 


Well 
Busseyville- -P. Sparks, Smythe-Dean Co. 


Weaver, W. F. Conley 2. 
Wells drilling, 3. 
ALLEN COUNTY 
Wells Drilling 
Scottsville—Green, J. W. Knowles 4. 

Morehead, 66 Oil Synd. 7. 

Widow Dodson, Feilder & Co. 1. 

M. Anderson, Range & Walden 1. 

Johnson, B. B. Gillespie 13. 

Welsh, Turner & English 6. 

J. E. Pearson, Turner & Pagie 4. 

Williams, Omar O. G. 

R. 8. Mitchell, No. 2, C. A. ‘ice 4. 
G. W. Willoughby, T. B. Corbett & Co. 
Burton Bros., Russell Oil Corp. 12. 
E. Gregory 90 acres, Poynter & Co. 6. 
M. Spurlock, M. A. Muessvell 5. 
Buchanon, Wentworth Oil 1. 

Hunt, Henry & Co. 1. 

P. Starks, Bowman & Co. 3. 

M. Willoughby, Thompson O. & G. 17. 
8. Thaxton, Cal-Tex Oil 1. 

. G. Pearson, West Penn Synd. 7. 
T. G. Sledge, Weeks & Co. 1. 

Beam, J. F. Alton & Co. 8. 

W. T. Threlkel, Crown Oil Co. 21. 

T. R. Johnson, McCandless & Co. 26. 

R. Wilson, W. A. Wynn 17. 
“H. Gibson, Walker & Co. 1. 

H. Gibson, Sheridan & Co. 3, 4, 5. 
r. J. Tabor, Pederson & Co. 13. 
Motley, Thompson & Co. 6. 

Beam Sisters, Payne & Co. 1. 

Tr. E. Pearson, Welsh, Atty. 6. 

B. R. Rickman, Chippawana Pet. Co. 
T. Oliver, Sam Bradshaw 10. 


ayman & Co. 
Ritchie, Ky-King Synd. 6. 
Stovall, Karns & Co. 10. 
Motley, Pe & — 5. 


Superior 


3 et tt 





G Ps 
J. E. Stovall, Palmetto Oil Co. 3. 
N. Johnson, Palmetto Oil Co. 5. 
J. W. Hinton, Karns & Co. 1. 
Jim Jackson, Prod. Shale Co. 10. 


$mith-Cooksey, Bayly & Co. 14, 15. 
Reynolds, Da Foe & Co. 6. 

uy etn —— QOil Prod. Co. 
Chicago Pet. Co. 

A. Dyson, J. C. Sibley, Jr. 20. 

. 8 H. Dennis, Friends Oil Co. 1. 

i ter-Dent, Plantation Cons. Oil 9. 
F. Dyson, Ruby Cons. Dev. ge. ae’ % 
: , Powell O. & G. et 

Barver, Kenlatex Oil Co. 

Mac Fishburn, Allen county. Oil ‘on Co, 9. 
eo. 1, 





‘J. L. Hinton, Dunaway & 


Arlington parties 
abd 


Co 


ou 


Buchanon. White Plains O. & G. Co. 14. 


and 


Bowling Green—Collett, 
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R. M. Lyles, A. V. Bolton 9. 

S. Fishburn, Fishburn Synd. 6 

Garrison, Penn-Ky Oil Synd. 10. 
Cook, H. R. Danner 6. 

Clark, Dixon & Co. 1. 

Newman, Unknown 1. 

Burton Bros., Burton Bros. 8. 

T. K. Brown, Toronto parties 3. 


J. I. Shelton, H. A. Kiser 29, 30. 
F. Gibson, Sheridan & Co. 6, 7. 
Wells drilling, 69. 


WARREN COUNTY 
Wells Drilling 
Harper & Co. 6 
Warder No. 2, Capps & Co. 1. 
Goad, Gayman & Co. 2 
Hobson, Dr. Crump 11. 
Kissler, Dr. Crump 7. 
J. Briggs, Dr. Crump 12 


A. Gregory, Eastern Pet. Co. 3. 


Massey, Donaldson Lumber Co. 1. 
Thomas, Lucille O. & G. Co. 1. 
Reeves, Nutwood Oil Co. 1. 


Auburn-Park Oil Co. 6. 
Lawrence & Co. 1. 


L. Simmons, 
Dr. Francis, 


Phillips, Washington Synd. 1. 

Porter, Fielder & Co. 1. 

W. A. Gott 100 acres, Ohio Fuel Oil 12. 

M. Reeves. Martsolf Fuel Oil 2 

Galloway, Frye & Co. 1 

W. Bryant 45 acres, Ruby Cons. Dev. Co. 
6. 

Vance, Claypool & Co. 2 

J. E. and N. 8S. Mc Murtrie, Oldham O. & 
G. Co. 4. 

Mercer, Pet. Exp. Co. 19. 

“4 Keller, Tex-Kan Oil Corp. 20. 

J. W. Lowe 90 acres, Miami O. & G. 
Co. 6. 

J. E. Garrett 134 acres, Ohio Fuel Oil 4. 

J. Isabell, Wood Oil Co. 7. 

Rays Branch Church, Plantation Cons. Oil 
Co. 2 

R. H. Gott, E. M. Treat & Co. 6. 

Widow Runner, Loman & Co. 2. 

Levi Simmons, Thompson & Co. 2 

T. L. Upton, J. H. Harper & Co. 6 


Sid Petty, Leonard & Co. 8 

Biddle, Cadet O. & G. Co. 5, 6, 7. 

Connely, Cadet O. & G. Co. 4. 

Winlock, Normandy Oil Co. 9. 

Hobson, Penhoma Oil Co. 15 

M. N. Ennis, Moran O. & R. Co. 16. 

T. L. Jenkins, Interior Oil Co. 8. 

H. Ferguson, Huntington-Oklahoma Oil 
Co. 3 

Cc. W. McElroy, Fidelity Oil Co. 3. 


J. Phelps, W. E. Massey 5. 
T. McGinnis, Park City O. & G. 
Bettersworth, Kenlatex Oil 12. 
J. M. Wilson, Kentuckian Oil Co, 2. 
Bogle 30 acres, Y. F. W. Synd. 2. 
Price, Ruby Cons. Dev. Co. 2 
J. W. Van Meter, Daugherty & Houes 4. 
J. McLemore, Olive Green Oil Co. 4. 
Gillespie, Loman & Co, 2. 
Phillips, Butler & Co. 1. 
Shields, Makeever Bros. 4. 
Doyle, E. M. Treat & Co. 3 

Wells drilling, 63. 


BARREN COUNTY 
Wells Drilling 


Co. 3 


Glasgow—Smith, Roper & Co. 1. 


Coral Hill, Federal Oil Co. 1, 2. 
Wells drilling, 3. 
SIMPSON COUNTY 
Wells Drilling 
Franklin—Harris-Crowder, R. G. Small 1. 

Pugh, Western Eng. & Dev. Co. 12. 
Hoy, C. E. Litteral 1. 

Ellis, Daniels & Co. 1. 


C. A. Sloss, Meridian O. & G. Co. 3. 
Summers, E. M. Treat & Co. 11. 
Wells drilling, 6. 


JOHNSON-MAGOFFIN COUNTIES 


Well. Drilling 
aes Cc. Gilliam No. 2, Union Gas & 
Oil 
a. J. ‘Gambin, Union Gas & Oil Co. 20, 
25, 26. 


J. C. Gilliam No. 1, Union Gas & Oil Co. 6. 

Ww. F. Skaggs No. 1, Union Gas & Oil 
Co. 

me 2. Fiamilton, Union Gas & Oil Co. 2. 

J. Lyon, Union Gas & Oil Co. 3. 

J. Dials, Union Gas & Oil Co. 4. 

L. P. Ferguson, Union Gas & Oil Co. 4, 5. 

H. Bailey. Union Gas & Oil Co. 

waeeee vane, No. 1, Union Gas & Oil 
Co. 1 

P. P.. Holbrook, Union Gas & Oil Co. 17. 


W. H. Hay, Union Gas & Oil Co. 

w. >, Toone No. 1, Union Gas & Oil 
Co. 1. 

J. C. Skaggs, Union Gas & Oil Co. 1. 

L. Skaggs, Union Gas & Oil Co. 11. 

P. P. + apeeeee: Union Gas & Oil Co. 19, 
20, 21 

F. L. Lyon No. 2, Union Gas & Oil Co. 1. 

J. M. Tyffee, Union Gas & Oil Co. 11. 

A. Skaggs, Union Gas & Oil Co. 2. 


S. Lyon, Union Gas & Oil Co. 19. 
Sam Blanton, R. G. Gillespie 6. 
Sam Blanton 1256 acres. R. G. Gillespie 6. 
M. Moore, R. G. Gillespie 6. 
. Conley, R. G. Gillespie 6 
M. Kimbleton, R. G. Gillespie 7 
S. and J. Blanton, R. G. Gillespie 3. 
Conley, Edgar Oil Co. 9, 10, 11. 
Cochran, Mid South Oil Co. 6. 
P. Conley, Ky Counties Oil Co. 10. 
Roark, Ky Counties Oil Co. 1. 

Roark, Turner Browning & Co. 3. 

E. Coffey, Superior Oil Corp. 2. 

- Candill, L. C. Young 19. 

. Almy, Cumberland Pet. Co. 5. 
Sear Southwestern Pet. Co. 32. 

Q. Kelly, Unknown 1. 
Cochran, Little Paint Oil Co. 32. 
Frank Conley 200 acres, S. D. Wheeler 4. 
8S. Collins, Petroleum Exploration Co. 8. 
Lim, S. Adams, Petroleum Exploration Co. 


Ross Adams, Petroleum Exploration Co. 1. 
ae > > maa Petroleum Exploration Co. 
E. Powers, Fields Co. 1. 

W. Lemasters, Unknown 2. 

J. S. Patrick, Unknown 4. 

J. P. McGuire, United Fuel Ges Co. 1. 
Mac Bailey, Unknown 1. 

Paris Long, Carter Oil Co. 1. 

8. Blanton, Palmer Bros. 8. 

A. J. Evans, Loman & Co. 6. 

B. Gillam, Indian Fox Oil Co. 6. 

J. C. Gillam, Indian Fox Oil Co. 8. 

L. Blanton, Lackett & Wheeier 3. 

F. Conley, Wheeler & Patton 4. 


Sadie eth irae 


H. C. Conley, Hudson & Collins 9, 10. 

M. Conley, Olive Jenkins 10. 

M. Wheeler, Carter Oil Co. 9. 

J. Stapleton, J. M. L. — > 

J. Webb, Stafford O. & G. 

G. Blanton, Meade & Stanfora 4. 

J. Williams, Big 6 Oil Co. 1. 

H. Blanton, Eastern Kentucky Oil Co. 1. 

J. Fairchilds, Eastern Kentucky Oil Co. 1. 

W. M. Fulkerson, Creel & Thompson 1. 

J. W. Kimbleton, R. G. Gillespie 1. 

D. Conley, R. G. Gillespie 6, 7. 

L. a" Kimbleton, Little Paint O. & G. Co. 
2. 


H Cantrell, Atlantic Oil Prod Co. 2, 8. 
8S. McKenzie, Coast Oil Co. 4, 5. 
Franklin, George & Co. 3, 4. 

D. Skaggs, Figley & Day 2, 3. 

H. Orsborne, Eastern Ky Oil Co. 3. 

M. Williams, Central Ky. Gas Co. 3, 4. 
J. M. Kimbleton, R. G. Gillespie 10. 
Frank Conley 66 acres, Wheeler & Patton 


5. 
Wells drilling, 91. 
CUMBERLAND COUNTY 


Wells Drilling 

Burkesville—G. W. Coop, McClintock Oil Co. 

G. W. Coop, McClintock Oil Co. 3 
Cc. C. Smith, McClintock Oil Co. 9. 
R. T. Baker, W. S. Raydure 2. 
G. W. Coop, Jr., Associated Producers 3. 
Widow Baker, Blue Gas Oil 1, 
Nix C. Donaldson, Daniel Boone Oil 1. 
H. Kipworth, Daniel Boone Oil 1. 
L. D. Patts, J. Garnett & Co. 3. 
G. W. Coop. Lynch, Weeks & McKee 1. 
M. Glidwell, S. S. Wilcox & Co. 1. 
Tom Green, Pet. Exp. Co. 1, 2. 
J. W. Williams, J. S. Pike & Co. 1. 
Cc. W. Starnge, Winter Oil Co. 1. 
Cc. C. Smith, Sheridan O. & G. Co. 1, 2. 
Garison, Coshran & Co. 1, 
Richardson, Capitol Dey. Co. 1. 


Probes, Kentucky Oil Synd. 2. 
Parrish. C. H. Van Sickle & Co. 1. 
G. W. Burchett, E. J. Schablitz 5. 
King, W. S. Raydure 1. 


Huddleston, Morris Pet. Co. 2, 3. 
Huddleston, Combest, Wilcox & Smith 3. 
J. Gree, Kanawha Oil Co. 1. 
R. E. Williams. Kanawha Oil Co. 1. 
Goose Creek, L. J. Emery, Jr. & Sans 1. 
L. C. Butler, F. Richardson 1. 
M. J. Brown, Paragon Dev. Co. 
F. 8S. Smith, Raydure & Cresent 
ating Co. 1. 
Wells drilling, 35. 


MONROE COUNTY 


Wells Drilling 
Creek—Logan C. A. Gartland & Co. 


Oper- 


Kettle 
2. 


J. Crawford, Southern Ky. Oi! Co. 1. 
M. Richardson, W. S. Raydure 1. 
M. Blythe, Raydure & Co. 3. 
Tom Smith, Bushong, Palmore & Co. 3, 4. 
Overstreet, Bushong, Palmore & Co. 1. 
Poindexter, Unknown 3 
L. Blythe, Sloan & Zook 1. 
W. T. Blythe, Daniel Boone Oil =. &. 
S. D. Logan, C. A. Gartland & C 
R. Bank, Earl Williams 1. 
Logan, W. S. Raydure 1. 
Wells Branch, Raydure 1. 
J. W. Smith, Raydure & Co. 2. 
Wells drilling, 15. 
CLINTON COUNTY 


Wells Drilling 
ee Flowers, Beech Bottom O. & G. 


J. Edwards, Beech Bottom o. & G. Co. 1, 
Irwin, Mutual O. & R. Co 
T. C. Koger, C. E. Smith & eo. 1. 
James, J. E. Pigg & Co. 1. 
Wells drilling, 6. 
OWSLEY COUNTY 
Wells Drilling 
Boonville—C Anderson, Pet. Exp. Co. 1.. 
RUSSELL COUNTY 
Wells Drilling 
Creelsboro—Armstrong, North 
Synd. 1. 
J. P. Dunbar, G. W 
Wells drilling, 2. 
OHIO COUNTY 
Drilling Wells 
Hartford—R. Davison, Tex-Ken “Y Corp. 1. 
M. Roberts, Hamaker & Fried 1. 
Narrows, Reigle & Co. 1. 
Wells drilling, 3. 
HOPKINS COUNTY 
Wells Drilling 
Madisonville—Laffon, H. Couling & Co. 1. 
Crofton, Fred Corson & Co. 1. 
. Ferguson, Squires & Co. 1. 
V. Scott, H. E. Cowling & Co. 1. 
Holloman, Joe Young 1. 
Wells drilling, 6. 
HANCOCK COUNTY 


Wells Drilling 
Hawesville—McBrayer, Thompson & Smith, 


Cc. Ww. Schultz, Kentucky Oil Co. 4. 
Jones, McDonough & Co. 1. 
Wells drilling, 3. 
McLEAN COUNTY 
Wells Drilling 
Hanna—Petroleum Exploration Co. 
METCALF COUNTY 
Wells Drill 
Edmonton—Dry Fork, Pepley & sos 1. 
Anderson, Knob Lick Oil Co. 


Carolina 


. Guthrie & Co. 1. 


J. Evans, Unknown 1. 
J. Evans, Norris & Co. 1. 
Wells drilling, 4. 
BRECKENRIDGE COUNTY 
Wells Drilling 


Cloverport—Blair, Lambert O. & G. Co. 1. 
HENDERSON COUNTY 
Wells Drilli 
Henderson—Nan, A. Y. Clay & Co. 1. 
- Epperson, Railroad Oil Co. 1. 
Wells drilling, 2. 
MARION COUNTY 


Wells Drilling 
aaate—Oet. Nathan, Barton, Bass & Co. 


GREENUP COUNTY 
ells Drill 
Gooeeo He Elam, Petroleum Exploration 
o. . 





Thursday, 


PIKE COUNTY 
Wells Drilling 
Pikesville—Near Pikesville, Snknows 1, 
Auxil, Auxier, Pierson & Co. 
Wells drilling, 2. 
CRITTENDEN COUNTY 
Toula—Near Toula, Sam C. Hall 1, 
CALLOWAY COUNTY 
Wells Drilling 
Murray—Near Murray, Allison & Co, 2 
UNION COUNTY 
Wells Drilling 
Unknown, J. B. Ayres & Co. 1. 
BREATHITT COUNTY 
Hurst—Petroleum Exploration Co, 4 
FLOYD COUNTY 
Wells Drilling 
Hueyville—A. P. Webb, New Domain 6 & 
G. Co. 


8. H. 


MARTIN COUNTY 
Wells Drilling 
Beech Fork—Simpson, Huntington West Va, 
parties 2. 
MONTGOMERY COUNTY 
Wells )rilling 
Mt. “177 apelin R. Magowan, Hinkston @ 


Hinkston & Co. 1. 
TENNESSEE 
CLAY COUNTY 
Wells Drilling 
Celina—Mitchell, Beckley O. & G. Co. 1, 
MAURY COUNTY 
Wells Drilling 
Columbia—At Hampshire, unknown 1, 
HARDEMAN COUNTY 
Wells Drilling 
Boliver—Brown Sane, Spring Vailey Dey 
Co. 
MADISON COUNTY 
Wells Drilling 
Jackson—H. H. Murchinson, Jackson-Tenn 
Drilling Synd. 1. 
GRUNDY COUNTY 
Wells Drilling 
Mt. Eagle—Andrus & Barber 1. 
FAYETTE COUNTY 
Rigs 
Sommerville—Unknown 1. 
LAWRENCE COUNTY 
Wells Drilling 
Lawrenceburg, Stribling, Planet O. & G. 4 
MONROE COUNTY 
Wells Drilling 
Sweetwater—Ewing, Sweetwater 


Coe. 1. 
MARBSHALL COUNTY 
Wells Drilling 
Lewisburg—Haywood, Beck Oil Co. 1. 
HENDERSON COUNTY 
Wells Drilling 
Draper & Co. 1 
SHELBY COUNTY 
Wells Drilling 
Arlington—Arlington parties 2. 
WARREN COUNTY 
McMinnville—Powell, Riverside O. & G. Co 
1 


Unknown, Whitner & Co. 1. 
Wells driliing, 2. 
SUMNER COUNTY 
ells Drilling 
Burnley—Saws & Co. 
VAN BUREN COUNTY 
Wells Drilling 
S. E. Corner of County, Johnson & Co. 1! 


MISSISSIPPI 
TISHOMINGO COUNTY 


Wells Drilling 
ages Iuka, imastenieot Oil & Ret. 
Co 


COPIAH COUNTY 
Wells Drilling 
Crystal Springs—J. Elton, 
Beach 1, 2. 
Wells drilling 2. 
JACKSON COUNTY 
Drilling 


Faulkner, 


0. &G 


Lexington, 


Benninger & 


Wells 
Utica—Near tie. Jackson Oil Co. 1. 
NCOLN COUNTY 
‘Wells Drilling 
Hartman—Anderson & Co. 1. 
CLAY COUNTY 
Wells Drilling 
West Point—Near West Point, 


WASHINGTON COUNTY 
Wells Drilling 
Near Granville, Alhambra Oil Co. 1. 
LAFAYETTE COUNTY 
Wells Drilling 
At Oxford, Kinsey Oil & Gas Co. 1. 


Gulf Dev. 


ell 
Gulf Drilling 
JEFFERSON COUNTY 
Wells Drilling 
At Truly, Manhattan-Texas Pet. Co. 1. 
ALABAMA 


SUMPTER COUNTY 
ells 
At Cortopiah, Sam W. 


ILLINOIS 


Summary of Field Operations 


At Cupit, 


r’ 
Kendall 1. 














Comp. Prd. DryGasRigsDrg.M, 
Clark .. 6 . t20 i 
Cumberland.. 0 * . 6 @ ; ; 
Crawford 6 2. eon af 
Lawrence 3 30 1 0 8 23 
Marion ..... 6 2: a i 1 
Clinton 0 o 0 0 @ 11 
Monroe 3 a a i 1 
MN 6 siisc-t0 1 5 ¢ @ n 
Wabash 6 130 3 Oo 8 : 3 
Jackson 2 . 2 to 3 3 
Henderson 0 o 0 oO @ i i 
Morgan 0 6 6¢ Gia i 1 
See 0 o 0 : : i} 
Douglas ™.. 0 Pe. _ oe = 
Total May. 31 64 28 (le 5 Hy 
Total Apr. 24 CT ee Me 
Pak am cummeil rr 

Difference 7 TY oa ae 
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June 21, 1923. 


WELLS COMPLETED 
CLARK COUNTY 
Johnson—J. Claypool, Claypool, Keith & 











POPS eS err eee ee gas 
Martinsv ille—Barr heirs, Ellis, Myers 
Co. coe esc ceeeeseeesseseseseesese 
G. W. Carper, Wm. Ryan, Jr. & Co. a 
Be. ccs teces tenkaspensseueasagen ie 
J. S. Carper, Trenton Rock Oil 6... 35 
s. Morgan, Carper, VanOrden & Co. . 
© nnnc00 cb 00deegerderses esse eee§ és 4 
E. Ault, John Arthur mE. Bene cadec dry 
Wells completed ......+.-seeecceee 6 
Production .....-.seeeeereeeereeece 190 
oe Rr 1 
Gas ee, ee 1 
CRAW FORD COUNTY 
Oblens—F Coundry, A. T. McDonell & 5 
OT nui'nsns enna sdekgseaedrtes wt 
one Randolph, Dinsmore & Co. 1... 2 
O. B. Kirtland, Henry Lord 9....... dry 
Robinson—Reed Eaton, Farnsworth & 
ee a 4 
Reed Eaton, Farnsworth & Barker 2 5 
Honey Creek—L. N. Tohill, Jas. Pease 
ee Peer tr 1 
Wells completed .....--ceeeseceees 6 
WGRMOtIO 6 o.c.o0 eects nssrrvdsecsee 17 
Dry ak Gawasie& eaacee Wi 666 au eeae 1 
LAW RENC E COUNTY 
Dennison—J. W. Clark, J. Young & Co. 
PRR ee er Se oe FREE dry 
Theo. Leighty, Ohio Oil 4 ........... abd 
Lawrence—E J. Seed, Big Four O. & 
OR. gencns (ceaetpoemes esos be 0aes 2 
Bridgeport—C. T. Abernathy, Ohio Oil 
PFT ne Te re 6 
Petty—Hosstettler, Ohio Oil 2 ........ abd 
Wells completed 3 
Production 30 
Dry 1 
Abandoned 2 
MARION COUNTY 
Centralia—Edwards, Miller & Co. 1.... abd 
Jackson, Ewing & Marquis 1........ abd 
A. Bunson, Mt. Carmel O. Synd. 1... abd 
M. S. White, Mt. Carmel O. Synd. 1 abd 
H. Kalbenkamp, Pet. O. & G. 3..... 16 
A. M. Webster, Pet. O. & G. 4....... 8 
Sandoval—E. E. Fyke, Clear Oil 6 dry 
Geo. Wilson, E. W. Wilson & Co. 1.. dry 
Salem—E. E. Lankford, Wm. Lorenzo 
B «eve TOrrrereri rrr rere ee ry 
Wells completed ..cccccceccccsvccs 5 
Production ...ccccocccsccccseccese 23 
OE  5:s0coee 4660 6b06000a 0 SOS SNe KOR 3 
AbaNGONSd ..ccccccccccccccvcceccs 4 
MONROE COUNTY 
Waterloo—Dena Ackers 81-A, Kaskaskia 
Ol UL covcccceccccsesesececseoseose 
Cc. Rueck “105-A, Kaskaskia Oil 1.... 6 
Columbia—R. Frierdick, Ellis & Co 10 8 
Wells completed ......eseeeeeeeees 3 
PE io wens od ns anes we ee tee 24 
JASPER COUNTY 
Hunt City—W. Irwin, Grant Jessup 1. dry 
WABASH COUNTY 
Wabash—G. D. Smith, Joe Young & Co. 
rr err et ry 
Schick, “Indi ame Rel. 3 ..cvcscvceccsses 50 
Schick, Indiana Ref. 3 ......-+e-eeee8 dry 
Friendsville—Abe Sharp, Snowden Bros. 


i GR Sane. 6 6. 0:6.50 80:94 6055000 0 06 26 me's dry 
U. Lithe rlz und 


6eCbPe Cnee eo eeewes 80 
Wells completed .....-.eceeeeeeees 6 
eo, Pee Se 130 
Dry 6-40 0 506-69 049.0- 00 9-0-0 
JACKSON COUNTY 
Bradley—Ditch, Mid-Egypt O. & G. 7 dry 
Shell, Mid-Egypt O. & G. 2......... dry 
Welis completed ....-cccccccccces 2 
BS oo etaneeen ren en cb eaenep.eeee Kee 2 
CLARK COUNTY 
Rigs 


Martinsville—E. Ault, Trenton Rock Oil 3. 
S. Carper, Trenton Rock Oil 7. 
Wm. Carper, Trenton Rock Oil 1. 
Wells Drilling 
Parker—Elder Lee, Cincho Oil 4. 
Cc. H. Hammond, Mumford Oil 8. 
Johnson—J. Claypool, Claypool, Keith & 


te. 2, 
Martinsville—C. McFarland, Arthur & Co. 
Cc Slater, Ferriman & Co. 1. 
Rigs, 3; wells drilling, 5; total, 8. 
CUMBERLAND COUNTY 
Wells Drilling 
Sumpter—J. Brewer, Illinois Oil 1. 
CRAWFORD COUNTY 
Wells Drilling 
Oblong—Tom Randolph, Dinsmore & Co. 2. 
F. Coudry, A. T. McDonel & Co. 18. 


Robinson—N. H. Boyd, Burns & Co. 1. 
Prairie—J. F. Johnson, Bell Bros. 14, 15. 
E. Joseph, McNally & Starr 1. 


‘Ww ells drilling, 6. 


LAWRENCE COUNTY 
Ri 


8 

Dennison—G. L. Barnett, 

E. H. Shuey, Ohio Oil ° 

Bridgeport—Edgar Orr, Big Four O. & G 
ie 


Wells Drilling 
Dennison—I. B. Buchannan, Ohio Oil 2. 
C. J. Borden, Ohio Oil 1. 

Bridgeport—S. H. Abernathy, Ohio Oil 13. 
Ludin—J. C. Corrie, Uland Barnes & Co. 1. 
Rigs, 3; wells drilling, 4; total, 7. 
MARION COUNTY 
Wells Drilling 

Sandoval—A. E. Benoist, W. S. Avery 1. 
Tamalco—E. E. Munton, Bateman Bros. 1. 
Wells drilling, 2. 
CLINTON COUNTY 
Wells Drilling 
oe y.~@ wen heirs, Wirebaugh, Ballard 
0. 6. 


Ohio Oil 11. 
15 


MONROE COUNTY 
Wells Drilling 
Waterloo—Dena Ackers 
Schneider & Co. 1. 
Dena Ackers 81-A, Kaskaskia Oil 2. 
C. Rueck 105-A, Kaskaskia Oil 2, 
C. Rueck, Tucker & Co. 5, 


40-A, Henry 





C. Wismuth, East St. Louis Drg. 8. 
J. Thebold heirs, D. R. Maxey 1. 
Columbia—B. & J. Janson, Ellis & Co. 1. 
Wells drilling, 7. 
JASPER COUNTY 
Wells Drilling 
Hunt City—O. H. Maddon, Grant Jessup 1. 
WABASH COUNTY 


Rigs 
Wabash—Yelton, Joe Young & Co. 
Mrs. G. W. Schafer, Price, o cnty ’& Co. 


a 
Dorney—Holson, Unknown 1. 
Wells Drilling 
Wabash—John Prouty, McCurdy & Co. 1. 
G. D. Smith, Joe Young & Co. 6. 
Della Wright, F. Hartman & Co. 2, 3. 
Clara Smith, F. Hartman & Co. 1. 
Frank Adams, F. Hartman & Co. 1. 
George Smith, F. Hartman & Co. 1, 2. 
W. F. Courter, F. Hartman & Co. 1. 
J. F. Smith, Timberlake & Co. 1. 
Frank Smith, Unknown 1. 
J. Parkinson, Mack Leighty & Co. 1. 
Anson Andrews. Hunt & Co. 1. 
Mt. Carmel—J. G. Reel, J. L. Young & 
Co. 1. 
Friendsville—M. U. Litherland, John Phipps 
& Co. 6, 6. 
A. Osmer, Joe Young & Co. 1. 
S. A. Ziegler, F. Hartman & Co. 1. 
Newkirk, Geo. S. Clark & Co. 1. 
Lewis Armstrong, Geo. Porter & Co. 1. 
Mary Prouty, McCurdy & Co. 1. 
Sharon Price heirs, C. Foreman & Co. 1. 
Rigs, 3; wells drilling, 22; total, 25. 
JACKSON COUNTY 
Wells Drilling 
Bradley—Carter, Mid-Egypt O. 
Benson, St. Louis parties 1. 
Wells drilling, 2. 
HENDERSON COUNTY 
Wells Drilling 
Stronghurst-—Pope Bros. & Co. 1, 2. 
Wells drilling, 2. 
MORGAN COUNTY 
Wells Drilling 
Jacksonville—Frank Byrns Trus. 1. 
PERRY COUNTY 
Wells Drilling 
Cutler—Unknown 1. 
DOUGLAS COUNTY 
Wells Drilling 
E. Williams, Ohio 


GULF COAST 


GULF COAST WILDCATS 


ANGELINA COUNTY 
Wells Drilling 
White, H. C. Jennings 1, 2. 
Connors, Oil Operators Co. 1. 
oO. W. Young, fhg 
BRAZORIA COUNTY 


ae 
Crocuses 
Wells | prilling 
Phillips, Faust et al 3. 
Old Ocean. Transcontinental 
Stratton Ridge, Boggs, Fairchild 
Seaburn, Freeport Sulphur 3. 
Dannebaum, Freeport Sulphur 11. 
Seaburn, Freeport Sulphur 3. 
CHAMBERS COUNTY 
Wells 1. aed 
. R. E. Brooks, Jr. 1. 
Ellis & Thorning Pa s.d. 

. Roxana Pet. 1 s.d. 
CALHOUN COUNTY 
Wells Drilling 

World Oil 1 s.d. 
FORT BEND COUNTY 
Rigs 
Hellmuth, Iona Oil 2. 


& G. 3. 


Tascola—W. Mil 1. 








Hanson, 


Oil 2. 
Pet. 1. 


Ruth, 


Vogel, Gulf Coast Dev 

Wells Drilling 
Moore, Iona Oil 1 s.d. 3,535 feet 2. 
Bryan, Richmond-Fort Bend Synd. 1. 
Armstrong, Miller et al 1. 
Whit, Gulf Prod. Co. 5 s.d. 
Davis (Big Creek), Gulf Prod. 4. 
Ahlers (Big Creek), Horn et al 1 s.d. 


Humphrey Oil 2. 
DUVAL COUNTY 
igs 


Needville, 


Fee. The Texas Co. 1. 

East Ranch, Humble Oil & Ref. 1. 
Wells Drilling 
Humble Oil & 
Singer, Humble Oil & 
Schalbert, Nation Oil & 
Ridder, Mar-Tex Oil 2, 3, 4 s.d. 

Canales, Givens & Flornoy 1. 
Benevadis, Abercrombie et al 2 s.d. 


GALVESTON COUNTY 
Rigs 


Walsh, 


Guidry, Broussard et al 1 (High Island.) 
Cade, Sun Co. 6 (High Island.) 

Wells Drilling 
Guidry, Sun Co. 1. 
McCormick, Carlton et al 
Fee, High Island Dev. 1, 
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Perkins, Patton Oil 7. 

Galveston Island, Galveston Dev. 1 s.d. 
Texas City, Texas City Oil Corp. 1 s.d. 
White, Gulf Coast Oil 1. 

Allen, Magnolia Pet. 1. 

Friendwood, Nylatex Oi} 1 s.d. 


HARRIS COUNTY 
Wells Drilling 
Sheldon, Industry Oil 1 s.d. 
Channel City, Garrett Oil 2. 


Neese, Betty Lee Oil 1 s.d. 
Warren, Hockley, Texas Exp. 11, 13. 
Bellau, Houston parties 2. 


Tom Ball, Bullock et al 1. 
Sheldon, Pulaski Oil 1. 
Green’s Bayou, Esperson Estate 1. 
JEFFERSON COUNTY 
Wells Drilling 
Pipkin, Houston Oil 5. 
Houston Oil 
JACKSON COUNTY 
Rigs 
Vanderbilt Oil 1. f 


Wells Drilling 
Jackson County Synd. 


Big Hill, 
Staiti, 


Seliner, 


Drushell, 2 ad, 
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KLEBERG COUNTY 
Wells Drilling 
King, Humble Oil & Ref. 1. 
Nolkemper, Cap Rock Oil 2 s.d. 
Flato, Francis Oil 2 s.d. 
LIBERTY COUNTY 
Wells Drilling 
Neil, Culper Oil & Gas 2 s.d. 
Younts, Fairchild Pet. 1. 
Dolen, Midwest O. & G. 


MONTGOMERY COUNTY 
Rigs 
Folson, J. B. Hewett 1. 


Wells Drilling 
McDermott, Tam-Mex. Oil 2 8.4. 
Smith, Wilburton Oil 2 s.d. 


Madley, Compers Oil 1 s.d. 

Shawver, Montgomery County O. & G. 

Peterson, San Jacinto Oil & Gas 1 s.d. 
Veeeeee COUNTY j 


zs 
Keeran, Humphrey et al 1. 
Jordan, Hinton et al 1. 
Wells Drilling 
Gaudalupe Valley Oil 2 
Fensland Oil 1. 

Francis Oil 1. 
VALVERDE COUNTY 
Wells ye 

Rose, Fensland Oil 1 s.d 
Russell, East Del Rio Oil 1 s.d. 
Moore, Reclamation Oil 1 s.d. 
Moore, Book et al 1 s.d. 
Whitehead, Huber Oil 1 s.d. 


JIM HOGG COUNTY 
Rigs 


= 
—-. Ohio Fuel Oil 1. 
Eade et al 1. 
Thompson, Zapata Oil 2 s.d. 
Holbein, Woods et al 1. 
Holbein, Elm Oil & Gas 1. 
Holbein, E. W. Oil 1. 
Holbein, Miracle Oil 1. 
Los Animas, Weber Oil 1. 
Holbein, Los Animas Oil 1 s.d. 
Holbein, Mimaim-Balderas Oil 1 s.d. 
Govens Oil 1 s.d. 
Jim Hogg Oil 1 s.d. 
Davenport, Revere Oil 1 s.d. 
Thompson, Memphis-Zapata Oil 2. 


STAR ae” NTY 


Guerra, Humble Oil & Ref. 1. 
Kelsey, Marland Oil 1. 
Wells Drilling 
Kelsey, Berkshire Petroleum 2 s.d., 3. 
Kelsey, Mercedes Oil & Gas 2 s.d. 
Pittsburgh parties 1 s.d. 
LIVE OAK COUNTY 
Rigs 
Reagan, Grubstake Investment 1. 
Brown, Grubstake Investment 6. 
Wells Drilling 
Cartwright, Houston Oil 2 s.d. 
Nichols, Grubstake Investment 2. 
Reagan, Lobo Oil 4. 
MAVERICK COUNTY 
Wells Drilling 
——, Eagle Pass Oil & Gas 2 s.d. 
——, Maverick-McKinney Oil 1 s.d. 
Paula, D. A. Burris et al 1. 
McMULLEN COUNTY 
Rigs 
Stitz, Grubstake Investment 2. 
Cox, Grubstake Investment 2. 
Wells Drilling 
Shriner, Snapp & Co. 2 s.d. 
Jacobs, San Marcos Oil 1 s.d. 
Lowe, Pioneer Con. Oil 2 s.d. 
Martin, Circle Y Oil 1 
Byrne, Troy-Ballard 
Stitz, Grubstake Inv. \e 
Jacobs, Holins-East Oil 1 s.d. 
Martin, San-Balt Oil 1. 
BEXAR COUNTY 
igs 
Sodreck, Gaffney et al 1. 
Mason et al 1. 
Poseck, San Antonio Prod. 
Wells Deities 
Strelzck, Transcontl. Oil 1 s.d. 
Lamm, Arkansas Nat.. Gas 1, 2,800 ft. s.d. 


CALDWELL COUNTY 
Rig 


s 
Prairie Lea Oil 3. 
Bryan et al 1. 
Wells Drilling 
Hitchcock, Smith et al 1 s.d. 
Robinet, Luling» Prod. 1. 
Haldeman, Caldwell Pet. 1. 
Crenshaw, Barrow Oil 1. 
Merriweather, Grayburg Oil 1, 2, 3. 


WALKER COUNTY 
Rigs 


Union Oil 

Wells Drilling 
Jones, Lewis-Huntsville Drilling 1 s.d. 
Eastham, Lancaster-Dick Oil 1 s.d. 
Jones, Walker-Maderson Oil 2. 


PECOS COUNTY 
Rigs 


Pecos Valley Oil 1. 
Wells Drilling 
Johnson, Troy et al 1 s.d. 
Odem, Southern States Leasing 1 s.d. 
Turney, Oregon-Texas Drilling 1 s.d. 
MISCELLANEOUS 
Wells Drilling 
Ataseosa County— 
Peeli, Atascosa Oil & Gas 1 s.d. 
Tom, De Lange & Wiser Co. 1, 2 s.d. 
Aransas County— 
Harris, Texas Coast Synd. 2 s.d. 
Mutagorda County— 
Shepherd, Commonwealth Oil @ 8.4. 
Wadsworth, Wilinsonon Oil 1 s.d. 
Neuces County— 
Dunn, Saxtet Oil 2. 
Refugio County— 
Near Woodsboro, Pratt~s Hewett Co. 2, 3 s.d. 
San Patricio Cou 


Weaver, wo. 
Cutche, 


Reinmann, 





Jones, 








Merriweather, 
Merriweatker, 


Fuller, 


Sigmund, Aransas Pass-I Live Oak O. & G. 3 
s.d. 
Harris, Rockport Oil & Gas 2 s.d. 


Hattie, San Patricio Dev. 1 s.d. 
Rachal, White Point Dev. 1 s.d. 
Colerado County— 
Kaiser, Columbus-Bernard Oil 1. 
Maverick County— 
Indio, Southern States Oil 1. 
Medina County— 
Harrison, Wooley Mill Oil 1 s.d. 
Christilles, Hitchcock & Cooper 1 s.d. 
Smith, Ina Oi! 1 s.d. 


Roche, Wheless-et.-al -1. - : 





1 s.d. 





. Taft-Texas Oil 1 s.d. 
m County— 
Eastham, Midway Oil Sea 1 s.d. 
vaca County— 
Sublime, Laas Oil 1 s.d. 
Frio County— 
——, Frio Synd. 1 s.d. 
Uvalde County— 
Honde, Hondo Oil 1. 
Pryor, Sun Co. 2. 


Wells Drilling 

Austin County— 

Watson, Owens et al 1. 

Burleson County— 

Rogers, Swastaca Pet. 1, 2 s.d. 
Speckman, Caldwell Petroleum 
Gieschling, Federal Petroleum 
Marck, Balcer et al 8.d. 

Bastrop County— 

Adamick, Smithville Drilling 1 s.d. 
Ramsey, Elgin Petroleum 2 s.d. 
Valenta, Triangle Oil 1 s.d. 

Goliad County— 

Danforth, Goliad-Northern Oil 1. 
Smith et al 2. 

Gonzales County— 

Patterson, Pioneer Oil 1. 

Stevens, Hughes Dev. 1. 

Moses, Bryan et al 1 s.d. 

Billings, Brewer et al 1 s.d. 
Houston County— 

Austin, Porter Oil. 

Drisekell, La-Tex Oil 1. 

Washington County— 

Harris Pet., The Texas Co. 1. 

Nacogdoches County— 

Lacy, Palmetto Pet. 2 s.d. 
Texas, Jacob Bros. 4. 6. 

Williamson County— 
Alexander, McDaniels & Co. 1. 
. Thrall parties 1. 

Sabine County— 

Henderson, Deering et al 1 s.d. 

Brazos County— 

——, Brazos County Oil & Gas 1 s.4. 

Brewster County— 

Kokernot, Arco Oil s.d. 
Kokernot, Brewster Oil 1 8.4. 
State, Portland Synd. 1 s.d. 
Finn, Nine Points Oil 1 s.d. 

Culbertson County— 

Johnson, Consolidated Sulphur 1 s.d. 
Sayles, Gossert et al 1. 
Jones, Owens et al 2 s.d. 
Sayles, Wesner et al 1 s.d. 
Hudspeth County— 
Gardner, Boole Oil Assn. 1 
University land, Hueco Basin’ ‘O 1 «4d. 

Loving County— 

Russell, Ramsey Oil 1 s.d., 
ilson County— 

Warem, Pandora Oil 1 s.d. 

Ghorem, Capitol Oil 1 sd. 

Schleicher County— 
Boyd, Paragon Oil 1. 

Ww County— 
Longnecker, Pecos Oil 1 s.d. 
Soda Lake, Pitts Oil 1 s.d. 
River, Valley Oil 1 s.d. 
O’Brien, Cook & O’Brien 1 3.4. 

SOUTH LOUISIANA 

Cameron Parish— 

Wells Drilling 
Sweet Lake, Gulf Ref. 2. 
Hackberry, Yount-Lee Oil 1 s.d. 

Calcasieu Parish— 

Toomey, Hampden et al 1 s.d. 
Ellen, Gulf Ref.-Noble 1. 


2 ad. 








2 dpng. 





EGYPT’S OIL DEMANDS 


WASHINGTON, D. C., June 18.—Al- 
though Egypt produces crude and refined 
oil, the supply is insufficient to meet all 
local requirements and while the output 
is increasing the demand appears to be 
keeping pace. In 1913 the imports were 
valued at about $3,000,000, which in- 
creased in 1921 to $10,000,000 but de- 
clined in 1922 to about $7,000,000. The 
principal falling off was in kerosene; 
which accounts for the decline of $2,000,- 
000.. Although the values of the petro- 
leum imports during 1922 declined, the 
quantities showed substantial gains, and 
indicate a steady growth in the market 
for these products, says Consul Lester 
Maynard of Alexandria, Egypt. 

The United States supplied petroleum 
products in 1913 to the value of less than 
$50,000. In 1921 kerosene imports in- 
creased to such an extent that petroleum 
products from the United States were 
valued at roughly $3,000,000 although 
this declined in 1922 to about $1,500,000. 
The principal decrease was in kerosene 
which was valued at slightly over $750,- 
000. In quantity kerosene increased from 
755 metric tons in 1913 to 15,641 tons 
in 1920 and to 46,042 tons in 1921 and 
dropped 50 per cent in 1922 to 23,390 
tons. 





WADHAMS PROTESTS RATES 





WASHINGTON, D. C., June 16.— 
Complaints of the Wadhams Oil Co., 
Bartles Maguire Oil Co., the O’Neil Oil 
& Paint Co. and others in. Milwaukee 
and West Allis, Wis., protesting against 
freight rates on petroleum products in 
ear loads from points in Oklahoma and 
Kansas will be argued before: the Inter- 
state Commerce Commission September 
25, at Washington. ~ 
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THE NW 40 in 23-12-13, Okmulgee 
County. Make best offer for fee, lease 
or drilling contract. Leroy Taylor, 1301 
Dale, Oklahoma City. 


WILL GIVE 8,000 acres for well in 
Arkansas territory that will loom big 
this summer; best prospect for oil field 
in the United States. Address J. B. 
Lucas, 617 Edwards St., Shreveport, La. 


10-ACRES OIL LEASE ONLY $20 

SEND NO MONEY IN ADVANCE 

Your opportunity to get a 10-acre oil, 
= and mineral lease in your own name 
or only $20. ‘These leases are on line 
with the oil development now under way 
in Olark County, southern Arkansas, just 
north of the famous Smackever Field, 
America’s greatest oil field. Regular five- 
year commercial leases, rentals paid a 
year in advance. You needn’t send any 
money at all, but simply your name and 
address and you will receive assignment 
of 10-acre lease with copy of original 
lease and small map showing location. 
After three days if you are convinced it 
is a money-making opportunity of your 
lifetime, send $20 and lease is yours with 
everything paid in full. If you are not 
satisfied after careful examination that 
it is the greatest opportunity to make 
money that you have ever seen, simply 
return the papers and you are not out 
one cent. This is the most unusual offer 
you ever had in your life. It is an 
open, fair and square offer. Anyone who 
wants to share the large profits being 
made in the oil industry should write me 
at once in order to get a choice location. 
John D. Baker, Tboen, Ark. 


FOR SALE—At bargain prices, oil 
and gas leases, production and royalties 
in the Kentucky shallow fields. For full 
particulars and maps address W. P. 
Harley, Bowling Green, Ky. 


I HAVE wildcat acreage for sale in 
vicinity of well located by the same 
geologist who discovered the Sayre oii 
field and recommended by him to be as 
safe an investment as the Sayre Field. 
I can sell for $2 per acre and up. Dr. 
W. R. German, Canadian, Tex. 


LEASE FOR SALE—240 acres, be- 
tween Tonkawa and Deer Creek Fields; 
also between two drilling wells; Section 
33-26n-2w, Kay County, Oklahoma. Box 
18, Oklahoma City. 


FOR SALE—Oil and gas leases in 
Cumberland, Monroe and Metcalfe Coun- 
ties, Kentucky. F. L. James, Edmon- 
ton, Ky. 


OHANCE to develop standard lease, 
820 acres, Montgomery County, Kansas. 
Six gas and several oil wells; fully 
equipped for pumping. Junk price. H. 
G., The Oil and Gas Journal, Tulsa, Okla. 


ATTRACTIVE proposition to drill well 
in proven field in Butler County, Kansas. 
For details address Box 28, El Dorado, 
(Kans. 

DRILLING CONTRACT have com- 
mercial lease with 5-cent rental on 1,900 
acres favorably located in Jim Hogg 
County, Texas. Will make attractive 

roposition to party willing to drill shal- 
iow test. Address 611 American Exchange 
Bank Bldg., Dallas, Tex. 


KOR SALE—30-bbl. settled production, 
130 acres Warren County, Kentucky, 
lease and equipment in excellent condi- 
tion. C. E. Loney, Box 365, Bowling 
Green, Ky. 

ANGELINA COUNTY, TEXAS— 
Have some choice tracts in my block will 
sell reasonable to parties who want to 
drill to 600 feet for 5 to 10-bbl. wells; 
oil is $3 at loading rack, shipping out 
is week. Have a block of 
Angelina-Caldwell 
fault, can turn to first-class company ; 
no promoters need apply. Have no time 
to correspond, come and look the deal 
over. This county best undeveloped county 
a today, H. O. Jennings, Lufkin, 
‘Vex. 






































DRILLING BLOCKS in Lafayette 
County, Arkansas, for immediate deliv- 
ery, surrounded by drilling wells and 
new locations. Titles in good shape, cheap 
drilling, all producers 88 leases. Send 50 
cents for map showing blocks and prop- 
ositions. Don’t write unless you are in- 
terested. Address R. C. Casey, Box 4, 
Bradley, Ark. 


HAVE 160-acre lease offset on three 
sides by shallow production. Well must 
be drilled on same by August. Will sell 
all or part interest in same. Write Box 
323, Ottawa, Kans. 


FOR SALE—160 acres, Kay County, 
Oklahoma; on structure near Besdor and 
Brown wells. Write Box 41, The Oil and 
Gas Journal, Tulsa, Okla. 


WILL GIVE 800 acres oil leases for 
one well; leases in southern Oklahoma, 
between two oil pools; approved by com- 
petent geologists. Address Fairmount 
Investment Corp., Oklahoma City, Okla. 


FOR SALE—Six shallow wells or 27 
Star. Will trade either for rotary rig. 














Address 817 E. Fifteenth St., Kansas 
City, Mo. 
OIL OPERATORS — Montgomery 


County, Mississippi, world’s next big oil 
field. Splendid geology, cheap leases. 
Write W. C. Brooks, 282 S. Front St., 
Memphis, Tenn. 


ROSS & ROSS, 202 Elmhurst Bldg., 
Kansas City, Mo., offer 4,200 acres, drill- 
ing block, on structure up Ouachita River 
from Smackover, immediately south The 
Texas Co.’s block and northeast Vitek 
location, southeastern Clark County, Ar- 
kansas. We have acreage close in to three 
drilling wells in southern Kansas from 
$5.50 to $25 per acre, one 160 less than 
mile from deep test, $5.50 acre. Three 
drilling contractors and seven big com- 
panies playing this; spending over $60,- 
000 for acreage. 


OPERATORS ATTENTION — Have 
leases in southern Arkansas assembled 
under the direction of a geologist whose 
standing is such that his record appears 
in “Who's Who in America.” The follow- 
ing is quoted from his report: “The con- 
ditions of this field are high ly favorable 
for oil and abundantly justify thorough 
tests by drilling near the fault planes and 
along the more strongly marked anti- 
clines.”” These leases are new five-year 
form 88 leases. A large development 
campaign is on. We propose thoroughly 
testing this area. Will give choice blocks 
to responsible parties for development. 
Address Box 73, care The Oil and Gas 
Journal, Tulsa, Okla. 


OIL LEASES of from 10 to 80 acres 
in Navarro County. This county con- 
tains four of the big oil fields of Texas. 
Also leases in Smith County of any size. 
We will block acreage for individuals or 
development companies. Our work is re- 
liable. Keep your eyes on Smith County 
and East Texas. Act now and buy leases 
here while they are cheap. R. R. Yoe, P. 
O. Box 291, Tyler, Tex. 


SMACKOVER LEASES within 2 miles 
of drilling wells. Price $15 to $20 per 
acre. Best bet in southern Arkansas. 
Write or wire Jack H. Powers, Standard 
Building, Decatur, Ill. 


FINE BLOCK, 3,092 acres leases, also 
production; near the new Trenton Rock 
Field, 14 miles south of Portland, 12 
miles from Ohio line. The future field of 
Central West. Must have quick action to 
hold block intact. Arthur Lay, Ridge- 
ville, Ind. 




















FOR SALE—EQUIPMENT 


FOR SALE—One 8% by 4% by 10-in. 
two-stage Type 10-B Ingersoll-Rand Air 
Compressor, suitable for gasoline plant 
service. Puiley 10-in. face, 53-in. diame- 
ter. In use about six months, discarded 
for larger unit. Monongahela, W. Penn., 
for larger unit. Monongahela, West 
a. Public Service Co., Fairmont, W. 
Ta. 


OIL FIELD LEGAL BLANKS—Fif- 
teen years’ specializing in blank forms. 
Royalty, deeds, leases, plats, gauge books, 
releuses, well logs, field time books, gaso- 
line plant reports; stock certificates, cor- 
porate and common law. Catalog on re- 
quest. Burkhart Printing & Stationery 
Co., Tulsa, Okla. 

USED CASING, LINE PIPE 

We buy and sell casing, line pipe, and 
abandoned wells. Simmons & Co., East- 
land, Tex. 

FOR SALE—23 Star with 26 mast 
and all tools at Memphis Junction, Ky., 
make offer, will furnish list of tools. 
gay A. R, Brocksmith, 1856 Menard 

c 

















OIL FIELD LEGAL BLANKS— 
Leases, assignments, releases, township 
plats, gauge books, run _ tickets, time 
books, well records, etc. Request on your 
letter heads gets free catalogue. Olds 
Press. 215 East Third St., Tulsa, Okla. 


FOR SALE—520 miles of real iron, 
clean pipe, consisting of 280 miles of 4- 
inch and 240 miles of 5-inch. Address 
_— States Pipe Line Co., Titusville, 

a. 








FOR SALE—Colorado Springs sum. 
mer home; eight rooms, sun room, two 
baths, elegant fixtures, completely fur. 
nished; four blocks from Broadmour 
Hotel. $4,500. S. J. Renz, 1010 Rialto 
Bldg., Kansas City, Mo. 


FOR SALE—25 Star Special in first. 
class condition; includes 30 feet 5-inch 
and 34 feet 4%4-inch stems, water tank, 
pump and ali necessary equipment. Price 
$3,200. Wire or write Harry Jorren, Box 
409, Bowling Green, Ky. 








WESTERN BANK SUPPLY C0. 


Manufacturing Stationers 
High-Grade Office Furniture 
Filing Cabinets—Safes 


Log Books —Township Plats —All Standard Forms 
Lithographing Embossing 
Engraving Printing 

“THE HOUSE OF QUALITY” 


317 West Main 8t. 4th and Boston 
OKLAHOMA CITY TULSA, OKLA 

















Capital Abstract & Realty Company 
W. S. Bell L. B. Norton 
J. F. Patterson 
OKMULGEE, OKLA. 








DAWSON TOWEL SUPPLY 


Aprons, Towels and Jackets for Rent 
Towel Service for Office $1.50 per Mo. 
Phone 2185 Tulsa, Okla. 








FOR SALE—150,000 feet of 2-inch 
line, 3 miles of 3-inch line, 3 miles of 4 
inch line, 5 miles of 6-inch line, 2 miles 
of 64-inch casing for gas line, 9 miles 
of 8inch line. ‘This pipe is ready for 
immediate shipment. Write for prices. 
Fostoria Pipe Co., Fostoria, Ohio. 


TANK BOLTS 
SAME-DAY SHIPMENT 

5/16x%-inch, %x%-inch, %x1-inch, 
§6x1%4-inch, %4x1-inch. 

Write or wire for quotation. 

SHEETS—AIl gauges and sizes; gal- 
vanized, blue-enameled. Also corrugated 
— composition roofing. Plates to \- 
inch. 

STEEL MFG. & WAREHOUSE CO. 
1447 Genesee St. Kansas City, Mo. 


FOR SALE—New Standard rig; triple 
steel derrick, complete with boiler, en- 
gine, tools and cable. Also quantity of 
new and first run 12% to 5 3-16-inch cas- 
ing. For quick cash deal, $10,000 takes 
all, loaded on cars southern Oklahoma. 
Address, Box 52, The Oil and Gas Jour- 
nal, Tulsa, Okla. 


FOR SALE—2,450 feet 8-pound Na- 
tional Upset; 930 feet 1214-pound drill 
pipe; 65 W. K. M. tool joints; two drill 
collars, two elevators, one pair W. K. M. 
slips; all 3-inch rotary material, $3,000; 
900- feet 2%4-inch National Upset, 8- 
pound drill pipe, $480; 18 6-inch tool 
joints, $450; 37 4-inch tool joints, $735. 
aetene values. H. W. Dodd, Victoria, 

ex. 


FOR SALE—One No, 26 Star drilling 
rig, adequate supply of tools, cables, etc., 
for drilling maximum hole. List of equip- 
ment and prices furnished on request. 
Wroe-Conly Co., Asherton, Tex. 


FOR SALE—S0 h. p. rebuilt commer- 
cial type Bessemer gas engines, located 
at Sapulpa; one 35 h. p. Superior gas 
engine, located at Tulsa; two 35 h. p. 
Superior gas engines, located at Ranger, 
Tex.; two 25 h. p. F & M type “Y” en- 
gines, located at Ranger, Tex. Address 
= 71, The Oil and Gas Journal, Tulsa, 
)kla. 























FOR SALE—If you have on hand 
drilling outfits, boilers,.engines or any- 
thing useful to the industry that is not 
in use, don’t let it deteriorate—SELL IT. 
The Oil and Gas Journal want columns 
will bring you many inquiries. 


FOR SALE—One 25 h. p. type “Y” 
F & M oil burning engine; one 3x3x10- 
in. F & M Mid-Continent power pump 
complete; both new. If interested, write 
Deleon Pipe Line & Refining Corp., P. O. 
Box 158, DeLeon, Tex. 


DICKEY - ASHBY - FOUNTAIN CO. 
General Insurance 
Derricks, Tanks and Contents Insured 
1114 Atlas Life Bldg. Tusa, OxLa 








GEO. W. HENRY, Printer 
“BETTr2 PRINTING” 
Phone O-238 


112 W. Second St. Tulsa, Orla. 








LAFE SPEER ABSTRACT CO. 
General Abstractors 
J. A. Boyd, Pres. and Mgr. 
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11 S Park St. Sapulpa, Okla. world fou 
0! 
SAND SPRINGS WATER CO. —— 
Pure Spring Water SHAW 
Distilled - venga 
Phone Osage 700 Tulsa, Okla. 3793 ins 
Place your order for Ice with the Ls a 
TULSA ICE COMPANY CAPIT 
Phone 12, 4 N. Detroit, Tulsa, Okle and othe 
Sale of sé 

sion. Ho 
115 Broa 
STOREHOUSE OF wrinan 
INFORMATION Barr 
The Oil and Gas Journal contains ee 
statistics and unlimited information pebtunitie 
that is most valuable to the oil and listed he: 
gas man. Calls for back numbers plainly w 
are so numerous we are unable at all receive t! 
times to supply the demand—in fact, ii: ave 
we can furnish very few back num- already i 
bers. The issues missing from our ——_ 
files may be the ones you want. To FREE 
make it possible for you, at all times, County, F 
to refer to special articles or other est shallo 
information you desire, we have 8 duction o1 
cured binders specially designed and equipped 
durable and attractive in appearance Splendid 
that hold 26 numbers, or six months’ or syndic 
issues. They are for sale at Protected. 
cest to us. Ri 
Price $2.25, Postpaid For sal 

THE Gnetion. 
PETROLEUM PUBLISHING gaan 
COMPANY line: 
114-116 West Second Street “ “bag 
Turas, OKLA al 1216 Mag 
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FOR SALE—EQUIPMENT BUSINESS OPPORTUNITY BUSINESS OPPORTUNITY POSITION WANTED 

FOR SALE—One No. 26 Star drill- WILDCATTING for oil and gas made THE WESTERMAN STUFFING PETROLEUM PRODUCTION MAN 
inv rig, ade quat e supply tools, cables, safe by radio. If interested, write P. O. Box does not pack with rubber rings and wants to locate with reliable company, 
ete., for drilling maximum hole. List of Box 1701, Tonkawa, Okla. will give long continuous service without executive capacity, experienced in geo- 
equipment and prices furnished on re- attention. If your supply dealer hasn’t logical work, land development, operat- 
quest. Wroe-Conly Co., Asherton, Tex. CAPITAL IN ANY AMOUNT them, send your order direct to The ing leases, erection gasoline plants, elim- 
—_—__—__ - may be raised by reaching selected in- Dragon Mfg, Co., Marietta, Ohio. inating difficulties and increasing old pro- 

COMPRESSOR, pumps, gas, gaso- vyestors direct by mail. Twenty years’ . duction; 20 years’ experience from 
line and steam engines, boilers, tanks, experience planning and writing mail- . EXPERT REFINER offers advice, pamper to general manager; best refer- 
motors, generators, fittings, valves and sales campaigns for financing enterprises improves methods, increases profits, draw- ence. W. €., The Oil and Gas Journal, 
other machinery, equipment and mate- of almost every nature. Outline your ings, estimates. Box 1304, Care The Oil Tulsa, Okla. 
rials generally ag 7 — 0p- proposition for free suggestions, samples 2nd Gas Journal, Tulsa, Okla. WANTED_O 
erations are being offerec or sale at at- of my work and new enlar ed, illustrated oy a A} 4 onnection as secretary- 
tractive ape y from the surplus ware- edition of my book, “How - Raise Capi- WANT OIL FIELD INDUSTRIES— treasurer or auditor of producing com- 
house stock of a large mid-continent com- tal.” Gardner Advertising Service, 511-L Ponca City, Okla., 12,000 population. and pany by very capable man qualified in all 
pany. Let us know what you are in need Ridge, Arcade, Kansas City, Mo. center of all northern Oklahoma oil de- departments of production office work. 
of or write for description, price and lo- : A velopment, midway between Tonkawa and Address Box 72,The Oil and Gas Journal, 
cation of material being offered. Address RECEIVER’S SALE—On the court- Burbank Pools, wants to secure the lo- Tulsa, Okla. 
Post Office Box 1043, Bartlesville, Okla. house steps at Marion, Marion County cation of any kind of oil well material : 
oe ——_—— —— Kansas, om the 25th day of June at $ manufacturing concerns or other oil field TRAFFIC MANAGER or assistant; 

FOR SAL E—Casing and pipe, all eg ak dems Sane ot G0 eames th industry. Address Chamber of Commerce, Young man, LL.B. degree, over six years’ 
weights and sizes; new and second hand. ae 15 wll 29. Ranes 4. knows Ponca City, Okla. experience in traffic depariment of rail- 
J. F. Locke, Room 2 Livingston Bldg., *- the Matt Cla: a -_ - 8 the ith road and oil company, desires connection 
Fort Worth, Tex. Telephone Lamar 4838. 2% “me Ma —_— eee oe A PRACTICAL OPERATING PLAN with oil company. Box 51, The Oil and 

seven producing wells and all lease _ Wwe are preparing a development pro- Ga : 

—— ee ee 1 s Journal, Tulsa, Okla. 

FOR SALE—Rotary rig complete at equipment. Well equipped with 8% and gram, including definition of favorable — 
New Iberia, La. ; 3,000 feet 6-inch ; 3,000 6%-inch casing, tubing, rods, ete. G. A. structure and acquisition of oil produc- WANTED—Position by young man, 34, 
feet 4-inch upset; 1,200 feet 3-inch up- Stearns, receiver. tion, for a limited number of associated married, college education, desires con- 
set and tool joints; 4,200 feet 2-inch : : oe , clients on a contingent basis. An ex- nection with live oil company where 
pipe and drill used to drill one well only. HIGH GRAVITY OIL—Experienced tended period of geological investigations ability and hard work will be recognized. 
All like new. Well both swivel, 9% men are organized to drill a well on a jn diversified territory is provided for. Fourteen years’ accounting, selling and 
Hughes holler cone bits, 3 sets. If inter- 2,560-acre tract in a new high gravity Details on request. Associated American executive experience with two organiza- 
ested telegraph me and I will send you field, where rich discoveries of oil and ngineers, Arcade Building, St. Louis, tions. Over half this time with one of 
list of material and price. A.: J. Wise, large gassers have recently been brought yp. the largest Standard subsidiaries. Cap- 


1418 Farmers Bank B ldg., Pittsburgh, Pa. 
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~¢ AN USE two assistant refrigerating 
engineers ; he chance to run in little 
while. State experience, age, full par- 
ticulars about yourself and present wage. 
Address Box 64, The Oil and Gas Jour- 
nal, Tulsa, Okla. 
WANTED 

WANTED—Second hand pipe and 


scrap of all kinds. C. Davis & Cu., Box 


613, Pittsburgh, Pa. 

WANTED TO BUY—tThread protect- 
ors, carload lots, all sizes; wire or write 
M. M. R. Regan, Rochester, Pa. 

JUST THINK If 
line advertisement and 
with $2.80 it would be 
world four times. 











you wrote a four- 
mailed it ito u3 
sent all over the 





OIL FIELD TRUCKING 





SHAW TRANSFER CO.—Oil _ field 
trucking, long-distance hauling. Office 
phone Osage 8948; residence phone Osage 
3723. 116 S. Boulder, ‘Tulsa, Okla. 


BUSINESS “OPPORTUN ITY 


CAPITAL supplied, manufacturing, oil 
and other legitimate business, through 
sale of securities on reasonable commis- 
sion. House established 30 years. Wiers, 
115 Broadway, New York. 


FINANCING, STOCKS, BONDS—C. 
W. Barrick, New Martinsville, W. Va. 


YOU, like the thousands of people who 
read this page, know 
portunities (not chances) are always 
listed here. If you had your wants 
Plainly written on this page they would 
receive the same attention that thou- 
sands are giving the good advertisements 
already nere, 


FREE ON REQUEST—Map of Allen 
County, Kentucky, sh ywing pools. Great- 


























est shallow oil field in the world. Pro- 
duction on pipe line and leases with wells 
equipped and unequipped, near pipe line. 
Splendid opportunity for oil companies 
or syndicating. Srokers and promoters 
Protected. Lock Box 4, Scottsville, Ky. 





ROYALTY INVESTORS 
For sale, royalties with or without pro- 
duction. We can furnish high-class roy- 
alty combinations, including production, 
Which make very attractive propositions 
for syndicating. Real cooperation to 
igh-class salesmen. J. F. Marion Co., 

1216 Magnolia Bidg., Dallas, Tex. 


that splendid op-. 


in. To finance the first well, one-hun- 
dredth interests are being offered at $250 
each. Money not all needed now, but to 
be ‘available as the work progresses. This 
is a chance to gec in at cost, and to have 
something of your own independent, and 
an absolutely square deal. Address for 
full particulars Box 65, The Oil and 
Gas Journal, Tulsa, Okla. 


GREATEST OFFER EVER MADE 
—Five big blocks of leases; five different 
districts; all on structure in three States. 
Offering 1,200 shares at $100 each to 
drill one well on each block. Capital of 
syndicate is actual cost of wells. No pro- 
motion costs. Five big chances of mak- 
ing the biggest clean-up ever made. In- 
vestment protected by the sale of leases, 
Get particulars quick. Arledge, Box 381, 
Cisco, Tex. 





FINANCE—Can finance” meritorious 
oil producing enterprises. Write full 
particulars and location of property. 
Address Box 42, The Oil and Gas Jour- 
nal, Tulsa, Okla. 


I HAVE wildcat acreage, highly rec- 
ommended by competent geologist, in 
vicinity of wells being drilled. Wells 
spudded in and locations blocked for 
drilling. I will sell for $2 per acre and 
up. I might furnish a 10,000-acre block 
for a drilling contract. W. R. German, 
Canadian, Tex. 


COMMON LAW COMIPANIES—Or- 
ganize under Declaration of Trust; many 
advantages; legal everywhere; managed 
by trustees; limited liability. No State 
organization fees, reports or franchise 
tax. Meet or do business anywhere. Bet- 
ter than a corporation or partnership. 
Booklet free. Modern Organization Co., 
304 South Broadway, Los Angeles, Calif. 


TEXAS AND ARKANSAS LAND— 
Why buy oil stock or leases when you 
can buy the land outright for as low as 
$10 an acre and on terms of only $5 
monthly. You know it is the land owner 
who makes the great fortunes in oil and 
with least risk. We have land in Texas 
and Arkansas, some grazing land, some 
agricultural land, some timber land, and 
all of it is worth every cent we ask in 
the land value alone. But every acre has 
a potential oil value that may make it 
worth thousands of dollars. You can 
hardly lose on an investment of this kind 
as the land values are bound to go up 
and you are just as likely to get land 
covering a mighty pool of oil as anyone 
else owning land in either State. Write 
for complete particulars today. You are 
under no obligation. Gulf Realty Co., 1017 
Bedell Bldg., San Antonio, Tex. 























MHAVE oil production or royalty and 
would consider merger with live organi- 
zation. Write Renik, Box 533, Buffalo, 
'. me 


aX. 





FOR SALE—Best ranch in the entire 
Sand Hills country, in Nebraska, and 
one of the best ranches in the West. 
Owner will sell the fee title to 32,600 
acres, and leases covering about 10,000 
additional acres. The ranch produces 4,- 
000 tons of hay annually, a considerable 
proportion of which is alfalfa and timo- 
thy, the balance is fine native hay. The 
annual production of hay may be in- 
creased to from 5,000 to 6,000 tons, as 
there are at least 1,500 acres more land 
that is suitable for alfalfa. The ranch con- 
tains the finest kind of pasture. It is all 
fenced with three and four wires, and 
is divided into numerous fields, each sup- 
plied with a wind mill and galvanized 
trough, insuring an abundance of fresh 
water for stock at all seasons. There are 
about 50 wind mills and troughs on the 
ranch. The main body of land is from 15 
to 25 miles from the Burlington railroad. 
The ranch office, also an attractive ranch 
house, together with a 1,400 acre pas- 
ture and stock yards, is located at the 
station on the railroad. This pasture is 
most convenient for holding cattle when 
loading and unloading. The ranch can 
earry 4,000 head of cattle safely the year 
round. The price is $12.50 per acre. Con- 
siderable part of the purchase price 
could’ be carried. For further informa- 
tion, address Room 431, First National 
Bank Bldg., Denver, Colo. 


able of directing either sales or account- 

ing department. Open for employment 

7 1. Address P. O. Box 464, Sapulpa, 
a. 


PRIVATE SECRETARY and business 
assistant to man of big affairs; legal 
training, valuable experience in account- 
ing, income tax matters and credits; ex- 
cellent correspondent; tactful, but force- 
ful personality; background of years of 
experience with important financial in- 
terest; absolutely clean record. Address 
Box 14, The Oil and Gas Journal, Tulsa, 
Okla. 


To circularize the readers of The Oil 
and Gas Journal, ONCE, it would cost 
more than $500. For a small sum you 
can reach these readers and place your 
proposition before them. 

The Classified rates are attractive. It 
costs but 25 cents the line for the first 
insertion and 15 cents the line for each 
additional insertion. Six words usually 
make a line. Cash with the order. 

This useful table will help you to fig- 
ure the cost of Classified Advertising in 
The Journal. Keep it aad my Ee 








1 

time times times month 
i ee $ .75 $1.20 $1.65 $2.10 
eee 1.00 160 2.20 2.80 
5 lines...... 1.25 2.00 2.75 8.50 
> 1.50 240 3830 4.20 
Sea 1.75 2.80 3885 490 
Se Me a eed 2.00 3.20 440 5.60 
Fe ee 225 360 495 6.30 
10 lines...... 2.50 4.00 550 7.00 








POSITION WANTED 





YOUNG MAN, 25, married, desires 
connection with oil operator or oil con- 
cern in any capacity where conscientious 
and capable efforts will lead to a suc- 
cessful future. Has had thorough busi- 
ness and accounting experience and is 
resigning from Government position as 
income tax auditor July 1, after which 
date he will be available. Kindly outline 
details and address Irving I. Beitzer, 
708 Market St., Steubenville, Ohio. 


PRODUCTION SUPERINTENDENT 
with 15 years’ practical experience in 
operation and maintenance both cable 
and rotary; experience covers work from 
roustabout to general supervision; ac- 
quainted with engineering, geology, chem- 
istry and gasoline plant construction. 
Available for any field in United States. 
Would consider foreign operations. Mar- 
ried; age 46. Can furnish very best ref- 
erences. Address Box 70, The Oil and 
Gas Journal, Tulsa, Okla. 





Oil Books for Sale 


ba | DERRICK HANDBOOK OF PETRO- 
EUM, Vol. roy petroleum devel- 
nae from the Drake well, 1859, to 
1898. Daily market quotations, tables of 
runs, shipments and stocks, oil exports, 
field operations, biographical sketches of 
all the leaders in the oil field, hundreds 
of illustrations, 1,200 pages; bound in 
grain black leather; gilt title. Price, in- 
_— carriage charge to sae place in 
‘United Cn eee 58 
THE DERRICK HANDBOOK or PETRO- 
LEUM, Vol. Il.—Covers operations, com- 
plete in all details, for the yea: years i898 and 
1899. Contains voluminous details of pipe 
lines and pipe line development; many 
portraits and life history of war horses 
in oil; 600 pages; black leather; gilt 
title Price, includ to = 


Vol. IIlL—Gives complete market 
quotations, production of States, field re- 
oil exports and summary of im- 
portant events covering 16 years from 
1900 to 1916. In amphaet form, thick pa- 
A cover. Price by mail, postage 
Pai 
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Acme Fishing Tool Co. 

Bee Petraes Co, .2.csccessccces 74 
Ajax Iron Works 

Alexander, R. E. 

American Car & Foundry Co. ... 
American Pipe Bending Machine Co. 121 
American Rolling Mill Co. 

American Sheet & Tin Plate Co. ... 
Anderson, Carl B. 

Anderson Foundry & Machine Co. .. 
Anderson & Anderson 

Arbon, Paul, & Co. ..Inside Back Cover 
Associated American Engineers 

Athey Truss Wheel Co. 

Atlas Supply Co. 

Austin Co. 

Axelson Machine Co. 


B 


Baker Casing Shoe Co. 

Ball Swivel Wrench Co. 

Barnes Mfg. Co. 

Barnickel, Wm. S., & Co. 
Barnsdall Refining Co. 
Bartlesville Supply Co. 

B. & C. Machine & Foundry Co. .. 
Bear Tractors, Inc. 

Beaumont Iron Works 

Beckner, Lucien 

Bessemer Gas Engine Co. 

Bignall & Keeler Machine Works .. 
Biggs Boiler Works Co. 

Black, Sivalls & Bryson, Inc. ...... 
Borden Co. 

Boykin Machinery & Supply Co. ... 
Bradford Motor Works 
Bridgeport Machine Co. 

Bristol Co. 

Broderick & Bascom Rope Co. 
Brokaw, Dixon, Garner & McKee .. 
Brown & Thomsen 

Brown Welding & Machine Co. 
Brownell Co. 

Buckeye Traction Ditcher Co. 
Burrell, Geo. A. 

Butler Mfg. Co. 

Byers, A. M., 


Calorizing Co. 

California Pipe Line Machine Co. .. 
Capital Abstract & Realty Co. 
Carbon County Map Co. ........... 12 
Carnegie Steel Co. 

Caudill, Samuel J. 

Chain Belt Co. 5 
Champion Machine & Forging Co. 
Chaplin-Fulton Mfg. Co. 

Chapman Valve Mfg. Co. 

Chicago Bridge & Iron Works 
Chicago Pneumatic Tool Co. .......- 87 
Chisholm-Moore Mfg. Co 

Clapp, Frederick G. 

Clark Bros. Co. 

Clark, Robt. W. 

Close-to-Nature Co. 

Columbian Rope Ce. 

Connoliy, D. F., Agency, Inc. 

Cook Paint & Varnish Co. 

Cooper, C. & G., Co. 

Cosden & Co. 

Corn Products Refining Co. ......... 
Crandall & Murta 

Crane Co. 

Crude & Fuel Oil Burner Co. 
Cummins Working Barrel Co. 
Cyclone Fence Co. 


Dareova Valve Cup 

Darling Valve & Mfg. Co. ......... 
Davis, C., & Co. 

Davis, G. M., Regulator Co. 
Davis & Clarkson 

Dawson Towel Supply Co. 
Dayton Pipe Coupling Co. 
Deep Well Engineering Co. 
De Laval Separator Co. 

De La Vergne Machine Co. 
Delta Electric Co. 

Deming Co. 

Derby Oil Co. 
Dickey-Ashby-Fountain Co. 
Dresser : 


THE OIL AND GAS JOURNAL 


INDEX TO THE JOURNAL’S ADVERTISERS 


Emery Mfg. Co. 
Empire Refineries, 
Equitable Meter Co. 
Exchange National Bank 
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Fairbanks-Morse & Co. 
Federal Engineering Co. 
Federal Supply Co. 
Fenwick-Reddaway 
Fisher Governor Co. ; 
i's Steel Lacing Co. 
Fohs, Julius 

en Pal Insulation Co. . 
Fort Worth Laboratories 
Foster & Reiter 

Foxboro Co., 

France Packing Co. 
Franklin Valveless Engine 
Freeborn Engineering Co. . 
Frick-Reid Supply Co. 
Fulton Iron Works Co. . 


Mts. ¢C 
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Gallup Map & Supply Co. 
Gantz Tank Co. 

Gardner Governor Co. oat 
Gaso Pump & Burner Mf: 
General American Tank 
General Electric Co. ... 
Gilbert & Barker Mfg. C 
Globe Oil & Refining Co. 
Gomory, W. L. 

Goodrich, B. F., Rubber 
Goodyear Tire & Rubber (Co. 
Goulds Mfg. Co. 

Graver Corp. 

Great Western Smelting & Ref 
Greene, Tweed & Co. 
Griscom-Russell Co. 
Guiberson Corp. 

Gurley, W. & L. 


Harris Bros. Co. 125 
Harris, Frank, Sons Co. . . aA 
Harrisburg Pipe & Pipe Bending Co. 7 
Hazard Mfg. Co. ... ere tie 
Heeter, C. M., Sons, Ine. ; 127 
Henry, George W. ............... 184 
Hercules Corp. 

Herold, Stanley Gee eee 
Heydrick Mapping Co. .......... 122 
re | 
Hinderliter Tool Co. ............. 51 
Homestead Valve Mfg. eae 
Hood, H. H 126 
Hope Engineering & Supply Co. 91-109 
Hopkins, Edwin B. ............. 125 
Hough, Chas. N., Mfg. Co. ....... 120 
nme > 5 | 
Hughes Tool Co.....OQutside Back Cover 
Hughes, V. 

Huff, J. E. 

Hunt, Robert W., & 

Huntley & Huntley 


Illinois Glass Co. 
Imperial Brass Mfg. 
Imperial Oil Marketing Co. 
Indiahoma Refining Co. 
Ingersoll-Rand Co. 
International Creosoting & Cc 
tion Co. iar 
International Derrick & Equip. Co. 
Iron King Mfg. Co. 


ynstruc- 


Jarecki Mfg. Co. 

Jeffrey Mfg. Co. 

Jeffery, W. H 

Jeffreys, G. 
Jons-Manville, Inc. 
Johnson, Roswell H. 
Jones Oil Well Reamer Co. 
Jones, 8. M., Co. 
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Kansas City Hay Press & Tractor Co. 113 
Kansas City Structural Steel Co. .. 103 
Kaw Boiler Works 

Kellogg, M. W., Co. 

Kelly & Jones Co. 

Kelly-Springfield Tire 

Kewanee Boiler Co. 

Keystone Oil Mfg. 

Kirk & Hoover 

Kliewer Steam Snuffer Co. ........ 


Lacy, F. W. 

Lafe Speer Abstract Co 
Larkin & Co. . 
Lasky, Bernard H. . 
Leader Iron Works . 
Leader-Trahern Co. 
Leidecker Tool Co. 
Lewis, James O. 
Link-Belt Co. 

Lockett, A. M., 
Longyear, E. J., 
Loomis, Harve 

Loop Steel Mfg. 
Lorraine Gas & Oil Separator Co. .. 
Lucey Mfg. Corp. 
Lubrite Refining Co 
Ludlow Valve Mfg. 
Lufkin Rule Co. 
Lunkenheimer Co. 


Magnolia Petroleum 
Maloney Tank Mfg. 
Marland Refining Co. 
Marsh Gauge Pole 
Matson, George C. 
Matteson, zl. G. 
Metric Metal Works 
Miller Improved Gas Engine Co. ... 
Miller, M. B., & Co., Ine. 

Moon Mfg. Co. 

Moore, Lee C., 

Morrison 
Munn & Co. 

Myrick Machine Co. ... 
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McCord Radiator 
McDonald, A. Y., 
McGrath, T. S. 

McGregor Working Barrel Co. 


MeNutt, V. 


Mfg. . 
Mfg. Co. 


National 
National 
National 
National 


Airoil Burner 

L e ad Cc oO. 

Supply Co. . 

Transit Pump & Mach. Co. 
National Tube Co. 

Nashville Industrial Corp. 

New Bedford Cordage Co. 
Non-Explosive Corp. of America 
Norris Bros. 

North American Car Co. 

Northern Oil Information Bureau. . 


O 


O'Brien Steel Construction Co. 
Ohio Structural Steel Co. .. 

Oil Conservation Engineering Co. .. 
Oil Country Specialties Co. . 

Oil Well Improvements Co. 

Oil Well Supply Co. 5 
Oklahoma Tool & Supply Co. 
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Parkersburg Machine Co. 
Parkersburg Rig & Reel Co. 
Pattin Bros. Co. 
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Pennsylvania Tank Car Co. 
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Pittsburgh Meter Co. ............. 126 
Powell, Wm., Co. 

Producers & Refiners Corp. 

Pure Oil Co. 
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Quimby, Wm. E., Ine. 
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Reavis, H. S. 

Reed Roller Bit Co. ............. 

Reid, Joseph, Gas Engine Co. 

Republic Iron & Steel Co. 

Republic Rubber Co. 

Rich, John L. 

Ring, Dewitt T. 

Robinson Packer Co. 

Roots, P. H. & F. M., ice 

Rossendale-Reddaway Belting & 
Hose Co. 

Ross-Meehan Foundries 

Ruby, Glen M. 


Sand Springs Water Co. .......... 
Shaffer Oil & Refining Co. 

Shaw, E. W. 

Sinclair Refining Co. 

Sistersville Tank & Boiler Works .. 
Sivyer Steel Casting Co. 

Sizer Steel Corp. 

Smith & Miller 

Spence, H. M. 

Spencer Petroleum Co. 

Stacey Bros. Gas Construction Co. 
Stalder, Walter 

Standard Engineering Co. 

Star Drilling Machine Co. 

Stewart Iron Works Co. 

Stewart, Irvine E. 

Stitt Ignition Co. 

Sullivan Co. 

Sullivan Machinery Co. 

Superior Tube Co. 


Texas Co., The 

Texas Gulf Sulphur Co. .. 
Thomas, J. Elmer 
Titusville Iron Works 
Tokheim Co., The 

Trimont Mfg. Co. 

Trumble Gas Trap Co. 
Truscon Steel Co. 
Tucker, Jas. I., Co. 

Tulsa Boiler & Sheet Iron Works .. 
Tulsa Ice Co. 


Union Petroleum Co. .........006: 
United Iron Works ..........eeeee 
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Van Tilburg, F. E., & Co. ......+: 
Vandruff, R. 


Villars, J. R. 
Vogt, Henry, Machine Co. 
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Warner Mig. Oo. .....000se0s80un 
Washburne, C. W. 

Weaver & Reynolds ..........+++: 
Wells, O. W., & Co. 

Westcott Valve Co. 

Westerman Bros. 

Western Bank Supply Co. ......-- 
Western Machinery Co. 

Western Supply Co. . wee 
Westinghouse Electric * Mfg. Co. 
Wheatley Broa. .....<<cccdssssaeen 
Wharton, Wm., Jr., & Co., Inc. .-- 
Wheeling Steel — ; 12 
Whitlock Cordage Co. Inside Front “Cover 
Wickwire-Spencer Steel Corp. .---- 
Willcocks, A. .....ce.eeeeeeeeeee A 
Williams, J. H., & Co. . ve 1B 
Williamsport Wire Rope ’ Dist. Co. 2 
Winchester, Dean E. .......-+++** = 
Wood & Wood a 
Workman Sheet Metal Roofing “Co. a 
Worthington Pump & Mach. COP. 
Wright, Harry F. 
Wyoming Map & Blue Print Co. --- 


z 
Youngstown Boiler & Tank Co. ---+ 


Zoller, L. J. 





















THIS ARBON 
PATENT 


back in 1912 


INTRODUCED A NEW ERA in drilling history. Paul Arbon and John 
Edwin Prosser, owners of the patented Prosser Swivel Socket, 11 years ago 
introduced the idea of using wire lines for drilling—an idea made practical 
only by the swivel rope socket—and a development without which the drill- 
ing of wells with cable tools to the present great depths" attained would 
have been mnpossible. 





— SS 


A PEE 8 


A swivel socket made under Arbon Patents is in use today on EVERY 
STRING OF TOOLS being used with wire line for drilling. Prosser Swivel 
Rope Sockets are 


Now Manufactured and Sold By 
the Following Licensees: 
Oil Well Supply Co., Pittsburgh, Pa. Lucey Mfg. Corporation, Chattanooga, Tenn. 


aowccuc 


Bridgeport Machine "Co., Wichita, Kans. San Antonio Machine & Supply Oc Co., San Antonio, Tex. 
7 | Federal Supply Co., Fort Worth, Tex. Argyle Machine Co., Beggs, O 
j United Iron Works, Kansas City, Mo. Regan Forge & Engineering con's San Pedro, Calif. 
Star Drilling Machine Co., Akron, Ohio. Mutual Machine & Tool Co., Gorman, Tex. 
" / Larkin Packer Co., St. Louis, Mo. ; 0. C. S. Mfg. Co., Coffeyville, Kans. 
_ Leidecker Tool Co., Marietta, Ohio. Chas. Phillips Tool Co., Mannington, W. Va. 
. Hinderliter Tool Co., Tulsa, Okla. Murray Tool & Supply’ Co., . Okla. 
oF Cushing Tool & Supply Co., Cushing, Okla. Cree & Gallagher, E 
3 Lone Star Tool Co., Wichita anal, Tex. 
js Muskogee Tool Co., Muskogee, Okla. F Machine W P 
9 5 Chadderdon-Nelson Co., Slick, Okla. arley orks, Peabody, Kans. 
Fort Worth Drilling Tool Co., Fort Worth, Tex. 
Bovaird Supply Co., Independence, Kans. M Tool Co., land, ‘Tex. 
Alamo Iron Works, San Antonio, Tex. Wright Tool Co., ay Green, Ky. 
Gretty & Oo, Fasten, W.Va. Norwalk Drilling Tool Co., Norwalk, Ohio. 
“ Western Supply Co., Tulsa, Okla. Oil Well Engineering Co., Cheadle Heath, 
M Bovaird & Seyfang, Bradford, Pa. El Dorado Machine & Tool Co., El Dorado, Kans. 
4 Larkin & Co., Butler, Pa. Magnolia Petroleum Co., Dallas, _ 
Becker Co., Newark, Ohio. Midwest Refining Co., Casper, W 
Union Tool Co., West Chicago, Ill. Western Drilling & Tool Supply Co., Chanute, Kans. 
Union Tool Co., Torrance, Calif. Breckenridge Fishing Tool Co., Breckenridge, Tex. 
¥) Penner Tool Co., Swissvale, Pa. Messrs. Vickers, ( Ltd.) Vickers House, London, 


ALSO DISTRIBUTED BY Oil Well Supply Co., National Supply Co., Continental 
Supply Co., Frick-Reid Supply Co., Atlas Supply Co., Republic Supply Co., Petro- 
leum Equipment Co., Los Angeles; T. E. Ward, Export, 30 Church St., New York, 
and all other supply companies. 


Patented By Us in 


% United States Austria Peru India Germany 

4 Argentine Roumania England Egypt Belgium 
Dutch East Japan Holland Mexico Russia 

: Indies Canada Hungary Chile Burma 

i1 France Trinidad 


. PAUL ARBON & COMPANY _. 


Founded to Experiment and Improve Upon the Methods of Drilling and Producing Oil 
Main Offices and Plant: Tulsa, Okla. 
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«Hughes Tool Joints 


with coarse, flat top threads 


They Do Last Longer 


— but cost no more 
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Sold by Supply Stores Everywhere 


> HUGHES TOOL CO. 
fh HOUSTON, TEXAS, U. S A. rey 
ae 4 Branch: Los Angeles, California 
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